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Total number of pages in this manual is 2108 consisting of the following: 


PAGE CHANGE PAGE CHANGE PAGE CHANGE 
NO. NO. NO. NO. NO. NO. 
Teste 29 ERST REN 20 SIEH 25 
Rakete 29 2-15 Blank ------------- 0 О обо ана 18 
L Blank ---------------- 29 PAG SUD een 24 A see 25 
ді опорно re 27 УЛ Rs и есе 0 2-58 VERI 20154 15:55 23 
b Blank ----------------- 27 Die seele 20 г għat 25 
НЕЕ 24 NET 24 DAM AS ee 21 
kassene 27 JOD ea ани КИ 0 2-66 — 2-67 ------------- 23 
HIS езге созы ыз 24 ВО шшс 20 9:68 9-60 ren 18 
Зас ee 25 204 Я 24 ны 22 
f нив НИ СИНА 28 FIRE ne 20 py) агасы Быш għan 0 
A сақы ады. 29 B30 аза ваља 24 jiri A ыс. 21 
Желе те 25 PE ыр ЕНЕНЕ ЫЕ 0 DNA пы атты 0 
Е НЕ 27 ое 3 Ея 21 
JA AAA 25 АА 25 DO aiamaa taat 6 
ЕЕ 24 нЕ 1 vr å EDR 15 
A ere Eee nee 0 Das 20 E E eee eee 6 
СЕ Seco 24 22 Rete 0 2-80 POL 23 
ры 20 2-40.1 Blank ----------- 15 УЛ РЕВИЈЕ EE 24 
i бо бода ia 29 DADAS eon ees 15 2-83 Blank ------------- 24 
1-12.2 Blank ----------- 20 РЈ ПО Å ы, 18 ОВА ал EEEE 24 
ЈЕ рк кр 24 DAT — 3:43 ine 23 Од баса NG OED EE EDE 8 
ГЕ Res un 5 ПАД =D A 21 2-87 Blank ------------- 0 
біб 0 BAG pin а ыға 27 Dee ne 8 
DI ID ee 0 2-46.2 Blank ----------- 21 ES A saure 20 
EE ET 21 DAT ee 21 VA) Dites nes: 8 
vår E РАНЕНИНЕС ЧУЕ 23 De ee 23 ИЈАН И 22 
A ЕЯ 0 Ban ehe 25 DOVE SN тана 12 
så er ЗЕ 22 Да A 22 DO аа ана 20 
рУ EEE анна» 23 of Sn. 27 

зад Were 24 DE en 23 
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PAGE CHANGE PAGE CHANGE PAGE CHANGE 
NO. NO. NO. NO. NO. NO. 
Gp EE ОЕА 9 DASA = Tree 20 IN КЕ 23 
DO Es races 23 Å t-t MES 4 JOE ee 21 
A 0 8 ро ЕН eee 10 A A 29 
DOS EE sl нання 24 DIS Brent 21 22030.2223] шомады. 23 
2-96.= є en 25 Я 27 Ban zeigen 0 
JE NE 29 2-160 — 2-163 ---------- 21 аба EE EE НИИ 14 
2-58. are 23 AG 23 ИА 15 
2-100 — 2-102.1 -------- 21 Ж kas 25 2035 are 17 
DAVID SEE nn 20 GEN se ne 0 SD 25 
2-103 Blank ------------ 20 ЕЕ 24 D038 ЕНА ea 21 
2-104 = 2-105 ---------- 27 2-168 = 2-169 ---------- 25 22249 = ВОДА ais 23 
2-106 — 2107 ---------- 26 IO одено aaa yaya ss l 2-246 — 2-247 ---------- l 
DOS anne 24 г ҮЛ а A 21 DJAR E шс 0 
ОИЕ 8 EDO A ас ыны 20 A 25 
OST ee 24 DAN eee a 27 25080) zen 0 
р a 8 SAGA SATU Er 0 D'Or esse 18 
2140: 2 le Se 14 211830 ПО vasti susu 25 А rari 15 
=P реа 3 бы se 21 Е 8 
2-114 — 2-114.1 -------- 8 ji ER 0 Ds 20 
2-114.2 Blank ---------- 6 DB асасын ИЕ 15 2-256 — 2-256.1 -------- 24 
A 6 ОВА — 2185. AA 0 29569 eiii 20 
216 DIT ess 18 2-186 — 2-187 ---------- 23 25057220098 Es 23 
2-118 — 2-119 ---------- 27 Ree 0 pe A O 25 
PD An 3 2180 sin 3 2-260 — 2-261 ---------- 0 
2-120.1 Blank ---------- 19 so EE 7 2-262 — 2-263 ---------- 24 
274 DE are 19 JE 25 ЈОД 3 она пано nus 0 
950909 ae 20 D199 = 2104 scat nate 0 PI EE 8 
DOM 22 EE 25 JONG ess ce 0 
УА ра сысы лым 22 2-196 — 2-197 ---------- 0 2-267 Blank ------------ 0 
PAI E NEEE ылын 19 JE OT алы Пн A 10 2-268 — 2-269 ---------- 21 
PADA A 27 SA je eee ма sua дыш. 24 JO see 0 
ў р LE 21 2900 аса a 0 JON (gee ee чыгы 23 
а 23 FID] MN 25 ОДОН НЧЫ ИНЕ 0 
0-126:—.2-197' see 20 2-902 = 0-009) es 20 FT id 19 
у ра A 17 JDN a 0 22974 SD ITS ws 20 
2-128.1 = 2-128.2 ------ 27 Das Rene 27 PG sne 0 
2128.3 = 0-198 4 = 29 2206 = espece 21 25277] assis messes 27 
21285 Blank ---------- 27 2-207 Blank ------------ 0 DOS Ро patrias 20 
NG SR 27 2-208 — 2-209 ---------- 23 28089 ылгалы Supa 5 
У A 0 ЕЯ 0 ОЭ = SA sat 0 
2:30 2131 ee 14 EN ee 24 gr E ган асова 15 
2132 = 2-136. ais 0 Fe JIS 2 0 25256 See 0 
An 22 VD era: 23 Ее 4 
238-9139 css 0 FDIS = DAN An 0 22288 = 2-289.--------- 21 
2-140 — 2-141 ---------- 21 2920 Ор Е: 23 290 аи 0 
JARED PT za 23 2903 rer ME 18 220] санында ы в 5 
2-148 — 2-153 ---------- 0 IIDA 9-095. ei: 24 
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PAGE CHANGE PAGE CHANGE PAGE CHANGE 
NO. NO. NO. NO. NO. NO. 
0229250008 ана 21 P3501 icons 23 2-392 — 2-392.1 -------- 21 
JI), a 0 GE 2 aaisa 16 2-392.2 Blank ---------- 21 
а 5 DL re 16 JE 21 
9596-2000 ---------- 21 2359-9353 al a 27 2-394 — 2-398 ---------- 0 
Ds es ne 23 2-354-= 02-3519 ы 24 2-399 Blank ------------ 0 
EG 25 228555202386, ei 0 2-400 — 2-401 ---------- 9 
9302 i талыс 0 2-356.1 Blank ---------- 9 2402 Tercio 21 
2308 названо 3 2-356.2 — 2-356.5 ------ 9 PAP Tessin, 24 
2-304 — 2-306 ---------- 0 GA 18 ДО ER 21 
Y чаначаааеаАЧаЫ 22 EE 18 GAG rear 27 
2-308 — 2-311 ---------- 23 P3596 ooien n 23 2.404 ARE 24 
sr 0 2-359 — 2-360 ---------- 0 2-404.1 Blank ---------- 19 
02815 re 19 2361 94363 see eee 23 FAJA Ar te 19 
JE EN 0 ОЕ КР на 16 BAQA A EE 20 
2-315 Blank ------------ 0 2-364.1 Blank ---------- 15 PADA AVAS ELTS E 19 
2-316 = 2-316.1 -------- 21 HIGA eme 15 Ея 22 
2-316.2 Blank ---------- 21 2364 A 18 DEJQA ee 19 
på pss A 21 2-364.4 — 2-364.5 ------ 20 DAQAG одна 20 
Damen 29 2-364.6 — 23647 ------ 15 О ass 19 
9 810 RE aa 19 NISĠA В anne 16 2-405 — 2-406 ---------- 19 
ls ина ħa 29 СЕС ОСА ANA 16 WAGT зек насы ы ысын 23 
2-321 Blank ------------ 0 DOB ee 15 2-406.2 Blank ---------- 18 
P3070 398 а. 24 УД. ЕВ 0 DAQ EE 23 
23042 усу care 25 ба редис 22 2-408 = 2-410 ---------- 0 
усул тек 0 Е 3 2-410.1 Blank ---------- 20 
JJ sen 24 JE i, EP ТА 20 АВЕ 20 
på EEE 0 2-370.1 — 2-370.2 ------ 22 DA osito 20 
jr ру asnan ЗЕН ее 4 DBIL 232373: re 22 JATI MS a 25 
2:80 sea 0 DATA ae 0 2-416 — 2-419 ---------- 23 
DAS See ЕКЕ 3 2-374.1 Blank ---------- 20 20229020 di 0 
Е 0 Ле Se 20 2-423 Blank ------------ 0 
ВАВА NE 3 IHRE 20 2-424 DADAS -------- 21 
2-335 Blank ------------ 0 Å лана асыны 18 2-425 — 2-426 ---------- 21 
нае, 22 DAT aa ВН 14 EE AA 0 
02337 siete ранна 23 GE Dre ins 23 2-433 Blank ------------ 0 
2-338 2-330 ee 24 PAID SIA о сао 18 2-434 TAGA) -------- 21 
PM SESE A 21 2-380 — 2-380.1 -------- 21 2-434.2 Blank ---------- 21 
D Peine 25 EE 20 DAS ner 21 
ECE PER le es 03. 26 2-381 Blank ------------ 20 2-436 — 2-437 ---------- 23 
22344 DRA СВ 24 EEE 28 JAIE JA Sue 0 
DRAG ea 20 DAS 2-984: sa 23 2-443 — 2-444 ---------- 23 
DR 26 Велса анас оо 28 2-445 Blank ------------ 0 
ОДИН сыза en 7 2-386 — 2-386.2 -------- 23 ФА қызы лана os 9 
Ваала ванная 8 2-387 Blank ------------ 20 DAN ise PAU AE аа 21 
2-348.2 Blank ---------- 7 ОВЕ соға Ысы Сы 20 2-448 — 2-449 ---------- 18 
Jå EE 7 Done 0 2-450 = 2-451 ---------- 23 
DR ee 20 2-390 = 2-391 ---------- 15 
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PAGE CHANGE PAGE CHANGE PAGE CHANGE 
NO. NO. NO. NO. NO. NO. 
DAS ee вон как 22 2-509 — 2-510 ---------- 23 2-569 — 2-570 ---------- 23 
DAS aa лане EE 27 9-511 Blank ------------ 0 2-571 Blank ------------ 0 
2-454 — 2-455 ---------- 18 а. 0 JE 0 
HARE sag eten 0 2:5]3 = ЛУ У ан 22 2 о EE EE 23 
PAS наз 19 2-515 Blank ------------ 0 pA ДВ 0 
В 0 2-516 — 2-516.1 -------- 21 2-575 Blank ------------ 0 
DAS dresse 3 2-516.2 Blank ---------- 21 DS TROT see 23 
DA ee 18 pe eee ee eer ees 21 DESIRE аа алага аса 21 
ET EE 21 2518 |: Le 23 2-580 — 2-583 ---------- 23 
2-462 — 2-462.1 -------- 27 325202 ЕЕ 25 Е 15 
GET 6 2522 = 2506 гасьне 23 2-585 = 2-588.2 -------- 23 
JAGI A 27 2-527 Blank ------------ 0 2-589 Blank ------------ 23 
2-464 = 2-465 ---------- 23 2-528-—2-529-—-=-5----- 23 PSO) sean see itai 23 
2-466 = 2-А71 ---------- 0 590 0 2-591 — 2-592 ---------- 0 
ОБАЛ а 23 253] are 4 2-593 Blank ------------ 0 
HATS 25 2582 95533 ноя 21 25042505 2222-02225 23 
JATA TAS ны: 6 2-534 — 2-534.2 -------- 23 2-596 — 2-600 ---------- 25 
2.4 16 DATO заманан 23 2-535 Blank ------------ 23 JEG ана 24 
22480 ans 0 23596 52537 алаган 24 DOUE circa SA 0 
JAN Fee 27 9:538 nen 0 2603 ne 23 
DAS te 5 2-539 Blank ------------ 0 ODA =н 15 
BASS nee 27 2-540 = 2-541 ---------- 20 22603 ы сырына а 0 
2-484 — 2-484.4 -------- 25 GE еш аша ан 23 PENG асан au 23 
2-485 = 2-486 ---------- 25 0 SAS. ана 24 2-607 Blank ------------ 0 
2-486.1 Blank ---------- 21 1157, ae ee 0 JER een 0 
2-486.2 — 2-486.4 ------ 21 AEE 21 SUD it 23 
PAR ee 22 ЭИС 20:54] sense 27 DON arcas 1 
2-486.6 — 2-486.8 ------ 21 2-548 — 2-549 ---------- 0 2-610.1 Blank ---------- 19 
DAS set 22 DS ee 23 2-610:2— 2610,6 == 19 
2-488 = 2-488.2 -------- 23 Ре eee, 0 ыы 20 
2-489 Blank ------------ 23 ри a ИН а 23 ОССЕ A DE 25 
SAO An 23 2-552.1 Blank. ---------- 21 Do lesen 25 
FAJ] ee 18 0-590. acct ee 21 JON Sn ыы 19 
2-492 — 2-493 ---------- 23 DNS Leni 24 JE наса 0 
PAGASI Sn A 0 955522 EEE анан 21 2-614 = 2-615 ---------- 21 
2-495 — 2-497 ---------- 23 a 23 аана ааа 0 
2-498 = 2-498.2 -------- 22 оо ЫЕ 21 Ра ОДРЕ ep 21 
2-499 Blank ------------ 22 0555 en 23 IGLE саныны 0 
22500 ИРА 22 2-556 — 2-557 ---------- 26 2-618.1 Blank ---------- 24 
OO eee een 3 2558 22550 ыса. 29 2-618.2 — 2-618.4 ------ 24 
2-502 — 2-502.2 -------- 23 2-560 — 2-561 ---------- 24 2-618.5 Blank ---------- 24 
2.5023 Blank ---------- 23 2-562 — 2-563 ---------- 16 2-618.6 — 2-618.8 ------ 24 
25024. — 2-502.8 ------ 23 DS Sese ie 23 2-619 Blank ------------ 23 
2-503 Blank ------------ 23 LACS дон su uya 24 2-620 = 2-622 ---------- 23 
2-504 = 2-506 ---------- 23 2-566 - 2-566.2 -------- 23 2-622.1 Blank ---------- 24 
2-507 Blank ------------ 0 2-567 Blank ------------ 23 2-622.2 = 2-622.4 ------ 24 
ВН 0 2-568 — 2-568.2 -------- 23 
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PAGE CHANGE PAGE CHANGE PAGE CHANGE 
NO. NO. NO. NO. NO. NO. 
2-622.5 Blank ---------- 24 2-650.2 — 2-650.4 ------ 24 FER en 17 
2-622.6 — 2-622.8 ------ 24 2-650.5 Blank ---------- 24 2-699 Blank ------------ 0 
2-623 Blank ------------ 0 2-650.6 — 2-650.8 ------ 24 Вада 0 
ЕООД не вени НН 0 2-651 Blank ------------ 0 POL en дов. 21 
2-625 = 2-626 ---------- 21 ME See 0 ПОСЕБ PAR PER SE 0 
2-626.1 Blank ---------- 24 VERS See 21 EURER TER 19 
2-626.2 — 2-626.4 ------ 24 Аба, EE 0 PE eee ee ee 0 
2-626.5 Blank ---------- 24 2-654.1 Blank ---------- 24 2-705 Blank ------------ 0 
2-626.6 — 2-626.8 ------ 24 2-654.2 — 2-654.4 ------ 24 PNG ee 0 
2-627 Blank ------------ 0 2-654.5 Blank ---------- 24 2-707 — 2-708 ---------- 24 
DOG EE sers ава 6 2-654.6 — 2-654.8 ------ 24 2-709 Blank ------------ 0 
EEE 24 2-655 Blank ------------ 0 BAG 25 амы ба ысы 0 
J63 оба EE 0 D656, ee 0 ЕТТЕ APA 1 
2-631 — 2-632 ---------- 24 бэсе қақы 21 2-713 Blank ------------ 0 
2-632.1 Blank ---------- 24 AA 0 а И =P S e 22 
2-632.2 — 2-632.4 ------ 24 2-659 — 22661. ---------- 21 DITA A 0 
2-632.5 Blank ---------- 24 пред 0 ООД ee ааа 24 
2-632.6 29-6308 ------ 24 2-663 — 2-664 ---------- 21 2-719 Blank ------------ 0 
2-633 Blank ------------ 0 2-664.1 Blank ---------- 24 2: Ориз озады та 0 
а Е асан 0 2-664.2 — 2-664.4 ------ 24 ДЕЛОН A ree ae 23 
РЕ СЕРКЕШ РАЗЛИКИ 21 2-664.5 Blank ---------- 24 DTD its 0 
92-626 ағады авацыя 20 2-664.6 ----------------- 24 DOS ада 23 
2-636.1 Blank ---------- 24 2-665 — 2-666 ---------- 24 2-729 Blank ------------ 0 
2-636.2 — 2-636.4 ------ 24 OGG I: aaaeaii 20 гс SISE 0 
2-636.5 Blank ---------- 24 ds 0 PB C kap мшш 6 
2-636.6 — 2-636.8 ------ 24 2-669 — 2-671 ---------- 23 sår je a ана 0 
2-637 Blank ------------ 0 2-672 — 2-674 ---------- 0 2-732.1 Blank ---------- 8 
AAE ETE 0 2-675 Blank ------------ 0 07300 9913913 свода 21 
92630 asa M 24 2-676 20161 -------- 23 2-732:4 Blank ---------- 8 
2-640 — 2-641 ---------- 0 GEL sQ a 15 2-733 Blank ------------ 0 
SAT a e 3 2-677 Blank ------------ 15 IT EEO en 17 
2-642.1 Blank ---------- 24 ¿y ок на СИ 15 ЕН 0 
2-642.2 — 2-642.4 ------ 24 On 0 ааа 15 
2-642.5 Blank ---------- 24 P80 Sn 17 eE A 22 
2-642.6 — 2-642.8 ------ 24 2-681 — 2-682 ---------- 23 ЧАО AS 0 
2-643 Blank ------------ 0 2-683 Blank ------------ 0 DATA A 21 
EE 3 ИВА eee eee 17 О ТАД СВЕТА: essen 22 
A па i тылын 14 D685 ee 24 2-744.2= 2744.8 =: l 
FO 3 2-686 — 2-687 ---------- 26 D AMÓ 1 
2-646.1 Blank ---------- 24 2-688 = 2-689 ---------- 0 per AA 0 
2-646.2 — 2-646.4 ------ 24 2-690 — 2-691 ---------- 6 Ре. EEE 5 
2-646.5 Blank ---------- 24 BO ee 0 PARLE сызы 0 
2-646.6 — 2-646.8 ------ 24 J693 SE 25 2-748.1 Blank ---------- 7 
2-647 Blank ------------ 0 ODA anne We 23 2-748.2 — 2-748.5 ------ 7 
DA een 0 2605 En 0 2-748.6 — 2-748.7 ------ 17 
2-649 = 2-650 ---------- 21 F696. anne 17 Je 14 
2-650.1 Blank ---------- 24 02-697 use ee 24 
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PAGE CHANGE PAGE CHANGE PAGE CHANGE 
NO. NO. NO. NO. NO. NO. 
А 14 ная 27 2-846 — 2-847 ---------- 20 
JETS EES EE 7 2-786 = 2-788 ---------- 24 2-848 = 2-849 ---------- 16 
Beet A 20 2-788.1 Blank ---------- 24 2-850 — 2-850.1 -------- 25 
DTS tt 0 sår EE 24 2-850.2 Blank: ---------- 25 
Е ешш 14 ОТО ene 25 EEE 25 
В 29 jg ағасы аа se 24 488052 A 20 
2755 сте 0 2-791 Blank ------------ 0 2854 Ел 23 
2-756 — 2-756.1 -------- 9 р ар TA ова зна 0 АЕ ar 25 
TBA ai 25 DO s oas a aswawan 29 2-856 — 2-856.1 -------- 15 
P7566 A 29 DI beer 26 2-856.2 — 2-856.3 ------ 18 
DES GA ынасы сы 25 9-193, PER 27 2-856:4.---і-2-2-2-20 2» 21 
IST a аа кла ВЕНИ 29 2-794 — 2-795 ---------- 16 RSĠ A 23 
ВЕ 6 2-796 — 2-797 ---------- 25 2582 EL 19 
[e A EE 22 2-798 — 2-799 ---------- 0 JE авоње 0 
2-760 — 2-760.1 -------- 20 2800 28012230 24 9858 = 25859. 2 25 
241602 se ee 25 22800, Sean ee 18 2-860 — 2-861 ---------- 0 
DIL DEO aie 25 DR An кал ee 23 2-862 — 2-863 ---------- 18 
TO Ser 27 2-804 — 2-805 ---------- 29 2-864 — 2-866 ---------- 0 
TO ee 25 2-806 — 2-809 ---------- 0 DEI T T 14 
2-762.3 — 2-762.4 ------ 10 ОВО ЕВЕ: ee 8 2-868 — 2-869 ---------- 0 
НЫ 28 УНИ ae 27 IRTO аденитатто 29 
DIG) ба ОВНА 29 2-814 — 2-815 ---------- 6 2-870.1 — 2-870.2 Added 29 
ее 29 RIG 26 FET «rn 0 
A а 10 с A 5 2870 SO BI) EE 23 
DICH ee en 0 på eee 26 ЭЙ EE 0 
DOG sete 23 2-819 Blank ------------ 0 РА УП шд 23 
О ic 28 E A he 0 DES een 0 
PIGS заана ласа 21 238 nan дава 5 Dalles se 23 
TOO ыса лыны 25 2802 Beau 0 ES 2.2.88 a ien 24 
O Л Я se 21 2-823 Blank ------------ 0 DR ананас 1 
gg y EEE 18 225041542 a 27 Е 13 
ПЛС E eae es 0 РУ ЕН 0 2-886 — 2-888 ---------- 0 
ETA Ер era 18 аа 26 22880: Eee 24 
2-774.1 Blank ---------- 19 р ep ева 0 2-890 — 2-891 ---------- 23 
DITA D = 2:74 esa 23 2-829.— 2:830 se 5 BON ru ne 0 
2-774.4 — 2-774.5 ------ 19 PR NE 7 2-892.1 — 2-892.2 ------ l 
THE 24 9-839 20.893: аа 14 JÅ даванне 1 
gg et 24 A EE 0 2-894 — 2-896 ---------- 0 
STUG Eee ee 19 23835 ee el 9 25897 anne 6 
y RE 24 DR BG. kon a 4 ji асасын санды а 0 
90 НЕМЕ SA 21 ат Gaia кенет крен 15 2-899 Blank ------------ 0 
PTOS 22 DRAR Seeds 20 9-000 Tr 0 
En 0 ЕВ с н A 27 ZOO ee 27 
неа быка 24 POA! deso is 0 DODD ВЕР 0 
DS Secu ed se ees 0 2-841 — 2-842 --—------- 3 2-903 Blank ------------ 0 
2-783 Blank ------------ 0 2-843 Blank ------------ 0 2-904 — 2-905 ---------- 0 
ПОА ete 21 2-844 — 2-845 ---------- 6 
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PAGE CHANGE PAGE CHANGE PAGE CHANGE 
NO. NO. NO. NO. NO. NO. 
PONG ее 21 2-942 — 2-942.2 -------- 25 2-1019 — 2-1020 -------- 24 
POU ES EEE 26 JOAR see 25 2-1021 Blank ----------- 0 
2-908 — 2-909 ---------- 25 DA EEE 21 ны 18 
2-910 — 2-911 ---------- 22 DONS en ale ma 23 АНИ 21 
92040 Жағы шш дш: 0 2-946 — 2-947 ---------- 21 ОБОО таван ыхы 20 
DOI TON Då 19 DUONG iena an 16 2-1023 Blank ----------- 16 
ЕЕ 20 DEAD ин 23 2-1024 — 2-1025 -------- 29 
JOTA на 7 ЖА 0 2-1026 = 2-1028 -------- 0 
DOT re 21 DOT ee 23 2-1029 Blank ----------- 0 
MOTA een 18 DOE Gea 0 2-1030 — 2-1032 -------- 0 
РА данага 18 2-953 — 2-955 ---------- 23 2-1033 Blank ----------- 0 
DU 8 2-956 — 2-957 ---------- 24 2-1034 — 2-1035 -------- 20 
AV NE 10 2-958 — 2-959 ---------- 20 GN B шысына алан 4 
2-916.2 — 2-916.3 ------ 25 2-960 — 2-961 ---------- 21 2-1037 Blank ----------- 0 
2-916.4 - 2-916.5 ------ 15 2-962 — 2-965 ---------- 23 2-1038 — 2-1040 -------- 0 
2-916.6 - 2-916.6.1 ---- 20 2-966 = 2-967 ---------- 21 2-1041 Blank ----------- 0 
2201669 cs 18 2-968 — 2-971 ---------- 23 DIN ne 0 
ТСО AA 21 jA: ааа nus ee 0 ОТО et ica 20 
2-916.6.4 — 2-916.7 ---- 24 jii, L EE l 251024 use ads 7 
Å Го ae ee 16 9974 = 22075 Ze 23 2-1045 Blank ----------- 0 
2-917 — 2-918 ---------- 0 PNG ee ee 1 2:]046 ser ee 7 
DOTE ee 22 jiu, asi aka 24 se EE 14 
HORG nad 26 Е Аы; 4 FØRE 17 
se 26 24: Gonder JD 24 2-1049 Blank ----------- 0 
2-920 = 2-920.2 -------- 25 2-980 — 2-980.1 -------- 21 9 ОВО ae 0 
2-921 Blank ------------ 25 DORO en НИНА 6 АВЕ 26 
25000 3245 бы асан 25 у Fane 24 Deep 0 
2-923 — 2-924.1 -------- 23 2-982 — 2-983 ---------- 0 2-1053 Blank ----------- 0 
ЕЕ 10 2-984 — 2-985 ---------- 8 PE ii TE 0 
POS Are 13 2-986 — 2-986.1 -------- 27 KR A en 21 
ИЕ 16 2-986.2 = 2-986.4 ------ l Jo 0 
D094 ER 18 2-987 Blank ------------ 1 2-1057 Blank ----------- 0 
2-924.6 = ODA ------ 23 2-988 — 2-988.1 -------- 21 2-1058 — 2-1059 -------- 21 
DUDA en 20 JONG me 29 2-1060 — 2-1061 -------- 24 
D005 Jaksi za 20 GE 29 NE 20 
2-926 — 2-931 ---------- 0 2-990 — 2-996 ---------- 0 FOG 21 
JEI ыса сатылса 7 DOG A ыл 6 DOGS: ee 23 
Е 25 2-998 — 2-1001 --------- 0 2-1065 Blank ----------- 0 
PT Aal эзы лз Ызы. 20 2-1002 — 2-1005 -------- 21 KANG ЕРА 21 
POP ere вене 25 2-1006 — 2-1007 -------- 23 OT EME 22 
DOTA kinkis 0 2-1008 — 2-1009 -------- 21 2:1068 ii sea sense l 
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SECTION І 
INTRODUCTION 


1. PURPOSE. This manual lists and describes the support 
equipment for the F100 model engines manufactured by United 
Technologies Corporation. Pratt & Whitney. Government Engines 
& Space Propulsion. P.O. Box 109600, West Palm Beach. Florida 
33410-9600, U.S.A. The illustrations in this manual are intended 
primarily to facilitate identification of parts. This manual is 
intended as a supplement to. not a substitute for. the associated 
maintenance manuals which shall be considered the final authority 
on assembly and repair procedures. 


2. TABLE OF CONTENTS AND LIST OF ILLUSTRATIONS. 
The Table of Contents and List of Illustrations at the front of 
the manual outlines the sections and lists the illustration titles 
contained herein. 


3. MAINTENANCE PARTS LIST. The Maintenance Parts List 
(Section ID consists of the support equipment divided into 
main groups, alphabetically arranged, as shown in the Table of 
Contents and List of Illustrations. Each assembly listed has its 
component parts indented thereunder, to show their relationship 
to the assembly. 


4. UNITS PER ASSEMBLY. The guantities listed in the Units 
per Assy column of the Maintenance Parts List are, in the case of 
assemblies, the total guantity used per support eguipment at the 
location indicated, while the component parts indented under the 
assemblies are guantity used per assembly. 


5. PART NUMBERS. Part Numbers are used exclusively to 
identify parts. 


6. INDEX NUMBERS. The index numbers appearing on 

the illustrations are seguentially listed within figures in the 
Maintenance Parts List and are used to assist in locating a part in 
the Maintenance Parts List after it has been found on an illustration. 


7. NUMERICAL INDEX. The Numerical Index (Section Ш) 
and all other lists and tables containing alpha/numeric values are 
compiled in accordance with the computer collating seguence called 
ASCII (American Standard Code for Information Interchange). 
The following describes the ASCII collating sequence: 


a. Part number sequencing starts in the left-hand column 
and continues from left to right, one column at a 
time, until part number numerical arrangement is 
determined. 


The order of precedence in part number arrangement 
is as follows: 


Space (blank column) 


Dash (-) 
Slash (/) 
Numbers zero through 9 


Letters A through Z 


1 A 1253 
14-27599 A-28300 
157545 AAF356-524 
29-623 AN360-6 
370-960 MS9906 
370/821 NAS1390 
77818 ST1381-05 


8. ALPHABETICAL INDEX. The Alphabetical Index (Section 
IV) is a list of support equipment by their noun names with 
reference to their location in the manual. 


9. ATTACHING PARTS. Attaching parts are listed immediately 
beneath the item to be attached and preceding any detail parts of 
the item. They are listed at the same indentation as the part they 
attach and are identified as (AP). 


10. SUPERSEDED AND REPLACE PARTS. Supersedes 
indicates that the old and the new parts are interchangeable. 
Replaces indicates that the old and the new parts are not 
interchangeable. The disposition of parts subject to the terms 
Supersedes and Replaces as identified in this manual shall further 
be governed by any applicable specific instructions, such as Time 
Compliance Technical Orders. 


11. DIMENSIONS. All dimensions shown herein are nominal. 
They are inserted to facilitate identification for ordering and are 
not to be construed as restrictive in inspection. 


12. VENDOR PART NUMBERS. Various items of equipment 
such as pumps, controls, nuts, screws, washers, pins etc., are 
listed under the vendor’s part number with the Pratt & Whitney 
part number following the description in the Maintenance Parts 
List (Section ID. 


13. PARTIAL BREAKDOWN FOLLOWS. The words PARTIAL 
BREAKDOWN FOLLOWS shall precede the breakdown listing 
to indicate these are not complete listings of all the detail parts 
of an assembly. 
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14. SOURCE, MAINTENANCE, AND RECOVERABILITY 
(SMR) CODES. Definitions of applicable source, maintenance, 
and recoverability (SMR) codes are set forth in T.O 00-25-195. 


16. SYMBOLS. The symbols used throughout this manual and 
their explanations are as follows: 


15. ABBREVIATIONS. The abbreviations used throughout this PW - This symbol preceding a part number in the 
manual are in accordance with MIL-STD-12. The following 15 а 
list of abbreviations used that do not appear in MIL-STD-12: 


Numerical Index identifies the Pratt & 
Whitney part number for a vendor furnished 
part. 


И S A part number in the Numerical Index 
Abbreviation Full Name preceded by an S indicates that the part 
(AP) Attaching Parts number at the location so identified has been 
superseded or replaced. Whether the part has 
CAGE Commercial and Government Entity been superseded or replaced will be clarified 
CENC Convergent Exhaust Nozzle Control by reference to the Maintenance Parts List. 
CIVV Compressor Inlet Variable Vane Š An asterisk (*) following а part number 
indicates these parts, such as markings, 
DBA Doing Business As decalcomanias, metalcals, and vinyl film 
a š У markings, must be requisitioned in accordance 
DEEC Digital Electronic Engine Control with the requirements of AFR 6-1. 
EDU Electronic РЕНО ВО Unit % Indicates a classified part or a part available in 
EEC Engine Electronic Control oversize and/or undersize. 
FTIT Fan Turbine Inlet Temperature < Certain parts which are not illustrated and 
. cannot be assigned the letter F are identified 
HPE High Pressure Compressor by the symbol < adjacent to the part number 
LOD Light Off Detector of the part in the Numerical Index. 
PW, PWA or Pratt & Whitney R An R in the margin of a Maintenance Parts 
P&WA List Page indicates a change to the adjacent 
line. The R symbol will identify only those 
PLA Power Level Angle items changes since the prior issue (Revision 
PS2 Engine Inlet Static Pressure or Change) and will be deleted when the page 
is subsequently revised or changed. 
RCVV Rear Compressor Variable Vane 
F The letter F means follows. The letter F 
REOP Reoperation and Reidentification preceding a figure and index number in the 
AND Numerical Index is used to identify an 
REID assembly or part that has not been assigned an 
: ; index number. The figure and index number 
TOBI Tangential Outboard Injector A А 
of the preceding illustrated part ог assembly іп 
TT2 Total Temperature at Fan Inlet the Maintenance Parts List is assigned to 
. ; 2 facilitate locating those рагі іп the 
UNJ Unified National (j thread) Maintenance Parts Tist: 
UNIC 1. 22” Coarse # A number sign (#) following a part number 
(G hisa identifies a Government Furnished Equipment 
UNJEF Unified National Extra Fine (GFE)/Contractor Furnished Equipment (СЕЕ) 
(j thread) item that has its detail parts listed in a separate 
A А . manual. Refer to paragraph number 18. (List 
UNJF Unified National Fine of Accessories) for the publication number. 
(j thread) 
A . . = An equal sign (=) preceding a part number 
UNJS Unified National Special indicates alternate items installed during 
( thread) manufacturing or modification. 
UOC Usable On Code 
UPA Units Per Assembly 
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17. CAGE CROSS REFERENCES. Cross references to the 
manufacturer's code used throughout this manual аге in accordance 
with DoD Cataloging Handbook H-4/H-8, Commercial and 


Government Entity (CAGE) Codes. 


00141 Precision Industrial Components Corp. 


DBA PIC Design 

86 Benson Rd. 

P.O. Box 1004 

Middlebury, CT 06762-1004 


00177 Howmet Aluminum Corp. 
Mill Products Div. 
Replaced by 03462 


00624 Aeroguip Corp. 
Aerospace Group 
300 S. East Ave. 
Jackson, MI 49203-1972 


01083 Modern Suspension Systems Inc. 
333 18th Ave. 
Rockford, IL 61104 


01139 General Electric Co. 
Silicone Products Business Dept. 
Hudson River Rd. 
Waterford, NY 12188 


01226 Barry Wright Corp. 
Vlier Engineering Div. 
N 2333 Valley St. 
Burbank, CA 91505-1336 


01276 Aeroquip Corp. 
Industrial Products Group 
1695 Indian Wood Cir. 
Maumee, OH 43537 


01556 Emhart Fastening Systems Group 
Heli-Coil Div. 
510 River Rd. 
Shelton, CT 06484 


01599 Reid Tool Supply Co. 
2265 Black Creek Rd. 
Muskegon, MI 49444-2673 


01697 Wright F. B. Co. 
9999 Mercier 
P.O. Box 770 
Dearborn, MI 48120-1410 


02064 American Drill Bushing Co. 
2000 Camfield 
P.O. Box 22272 
Los Angeles, CA 90040 


02570 Crawford Fitting Co. 
29500 Solon Rd. 
Solon, OH 44139-3449 


02697 


02728 


02788 


03462 


03489 


03663 


03743 


03890 


03914 


03964 


03990 


04643 
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Parker-Hannifin Corp. 

Seal Group 

2360 Palumbo Dr. 

P.O. Box 11751 
Lexington, KY 40512-1751 


Electro-Flex Heat Inc. 
Northwood Industrial Pk. 
P.O. Box 88 

Bloomfield, CT 06002 


Industrial Safety Supply Co. Inc. 
Plastic Fabrication Div. 

176 Newington Rd. 

P.O. Box 10574 

W. Hartford, CT 06110 


Howmet Corp. 
Whitehall Casting Div. 
1 Misco Dr. 
Whitehall, MI 49461 


Andrews Bearing Corp. 
Div. of MPB Corp. 
New Cut Rd. 

P.O. Box 570 
Spartanburg, SC 29304 


Zero Corp. 

Zero-East Div. 

672 Fuller Rd. 
Chicopee, MA 01020 


Appleton Electric Co. 

Div. of Emerson Electric Co. 
2205 12th Ave. 

South Milwaukee, WI 53172-2541 


Markel Corp. 

1959 School Ln. 

P.O. Box 752 
Norristown, PA 19404 


Armstrong Bros. Tool Co. 
5200 W. Armstrong Ave. 
Chicago, IL 60646-6508 


Pennsylvania Scale Co. 
21 Graybill Rd. 
Leola, PA 17540 


Ingersol-Rand Co. 

ARO Fluid Products Div. 
1 Aro Center 

Bryan, OH 43506 


Contec Information Systems Inc. 
Digitronics Div. 

30 Plan Way 

Warwick, RI 02886-1012 
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04729 


05140 


06004 


06090 


06092 


06164 


06324 


06659 


06848 


07679 


08287 


08484 


09268 


09523 


1-4 


Unicorp 
291 Cleveland St. 
Orange, NJ 07050-2817 


Graybar Electric Co. Inc. 
West Hartford, CT 


Stewart-Warner Bassick Corp. 
1320 Goodyear 
El Paso, TX 79936 


Raychem Corp. 
300 Constitution Dr. 
Menlo Park, CA 94025-1111 


Barnes Group Inc. 
Associated Spring Div. 
1825 E. Ist St. 

Dayton, OH 45403-1129 


All-Stainless Inc. 
75 Research Rd. 
Hingham, MA 02043-4322 


Glenair Inc. 
1211 Air Way 
Glendale, CA 91201-2497 


Testek Inc. 
12271 Globe Rd. 
Livonia, MI 48150-1142 


AlliedSignal Inc. 

Aerospace Eguipment Systems 
717 N. Bendix Dr. 

South Bend, IN 46620-1000 


Hardware Specialty Co. Inc. 
48-75 36th St. 
Long Island City, NY 11101-1990 


Hunt Mfg Inc. 

X-Acto Div. 

2301 Speedball Rd. 

P.O. Box 1836 

Statesville, NC 28677-2989 


Transtechnology Corp. 
Breeze-Eastern Div. 
700 Liberty Ave. 
Union, NJ 07083-8107 


Titeflex 

Div. of Atlas Corp. 
Pacific Div. 

Santa Monica, CA 90400 


Parker-Hannifin Corp. 
Aerospace Group 

101 Parker Dr. 

P.O. Box 610 

Andover, OH 44003-0610 


Change 24 


09552 


09795 


09922 


09990 


0B039 


ОРЕО7 


11134 


11214 


11649 


11710 


11851 


11976 


12020 


12623 


Atec Inc. 
12600 Executive Dr. 
Stafford, TX 77477 


Penntube Products 
1-295 and Harmony Rd. 
Mickleton, NJ 08056 


Framatone Connectors USA Inc. 
1 Richards Ave. 
Norwalk, CT 06856 


Parker-Hannifin Corp. 
Motion and Control Group 
520 Ternes Ave. 

P.O. Box 4026 

Elyria, OH 44035-6252 


Val Rollers, Inc. 
2345 N. Butler Ave. 
Indianapolis, IN 46218 


SPX Corp. 

Power Team Div. 
2121 W. Bridge St. 
Owatonna, MN 55060 


Bel-Art Products 
6 Industrial Rd. 
Pequannock, NJ 07440-1920 


Hardigg Industries Inc 
DBA Hardigg Cases 

147 N. Main St. 

South Deerfield, MA 01373 


Cajon Co. 
9760 Shepard Rd. 
Macedonia, OH 44056-1124 


Chatillon John and Sons Inc. 
83-30 Kew Gardens Rd. 
Jamaica, NY 11415-1910 


Daniels Mfg. Corp. 

526 Thorpe Rd. 

P.O. Box 593872 
Orlando, FL 32859-3872 


Chicago Pneumatic Tool Co. 
New York, NY 10000 


Ovenaire 

Div. of Electronic Technologies Inc. 
100 Watts St. 

P.O. Box B 

Mount Holly Springs, PA 17065 


Whitey Co. 
318 Bishop Rd. 
Cleveland, OH 44143-1533 


12835 


13130 


13324 


14397 


14519 


14557 


14949 


14959 


15819 


15840 


16059 


16258 


17885 


18034 


Clements National Co. 
6650 S. Narragansett Ave. 
Chicago, IL 60638-5112 


Cleveland Twist Drill Co. 


Sub. of Acme-Cleveland Corp. 


1242 E. 49th St. 
Cleveland, OH 44114 


Herculite Products Inc. 
Abeerdeen Rd. 
Emigsville, PA 17318 


Faber Enterprises Inc. 
6606 Variel Ave. 
Canoga Park, CA 91303-2808 


Designatronics Inc. 
2101 Jericho Tpke 
P.O. Box 5416 


New Hyde Park, NY 11042-5416 


The Stanley Works 
Stanley Hardware Div. 
195 Lake 

New Britain, CT 06052 


Trompeter Electronics, Inc. 
31186 LaBaya Dr. 


Thousand Oaks, CA 91362-4047 


Crane Co. 

Valve Div. 

104 N. Chicago St. 
P.O. Box 33339 
Joliet, IL 60434 


Sinclair and Rush Inc. 
6916 S. Broadway 
St. Louis, MO 63111-3117 


Danly Machine Corp. 
2100 S. Laramie Ave. 
Cicero, IL 60650-2363 


Devcon Corp. 
30 Endicott St. 
Danvers, MA 01923-3753 


Space-Lok Inc. 
2526 N. Ontario 
Burbank, CA 91504-2512 


Weigh-Tronix Inc. 

W C Dillon Div. 

1000 N. Armstrong Dr. 
P.O. Box 1000 
Fairmont, MN 56031 


Nupro Co. 
4800 E. 345th St. 
Willoughby, OH 44094-4607 


18076 


18873 


18925 


19207 


19541 


19691 


1A750 


1CG49 


1E258 


1F329 


1HL09 


21335 


21938 


22505 


23540 
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Umpco Inc. 

7100 Lampson Ave. 

P.O. Box 5158 

Garden Grove, CA 92645 


E. I. Dupont DeNemours and Co. Inc. 
1007 Market St. 

P.O. Box 1635 

Wilmington, DE 19899 


Parker-Hannifin Corp. 
Motion and Control Group 
8676 E M 89 

Richland, MI 49083-0901 


U.S. Army Tank Automotive Command 
AMSTA-IM-MM 

11 Mile Rd. 

Warren, MI 48397 


Bimba Mfg Co. 
101 Main St. 
Monee, IL 60449-9618 


Laughlin Plant 
Div. of The Crosby Group Inc. 
Portland, ME 04100 


Lee Spring Co. Inc. 
Replaced by 84830 


Milcom Services Inc. 
1963 10th Ave. N. 
Lake Worth, FL 33461-3309 


Fred V. Fowler Co. Inc. 
66 Rowe St. 
Auburndale, MA 02166-1518 


Jerry Tools Inc. 
Replaced by 61110 


Dover Corp. 
De-Sta-Co Div. 

2121 Cole St. 
Birmingham, MI 48009 


Torrington Co. 

Fafnir Bearings Div. 

59 Field St. 

Torrington, CT 06790-4942 


Federal Products Corp. 
Sub. of Esterline Corp. 
1144 Eddy St. 

P.O. Box 9400 
Providence, RI 02940 


Cogsdill Tool Products Inc. 
1001 Guion Dr. 
Lugoff, SC 29078 


Niagara Plastics 
7090 Edinboro Rd. 
Erie, PA 16509-4447 
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24123 


24161 


24805 


24831 


24981 


26066 


26592 


26697 


26952 


27409 


27737 


27901 


28055 


28122 


28968 
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Gast Mfg. Corp. 

2300 Highway M-139 
P.O. Box 97 

Benton Harbor, MI 49022 


The Gates Rubber Co. 
Div. of The Gates Corp. 
990 S. Broadway 

P.O. Box 5887 

Denver, CO 80217 


ESC Technologies Inc. 
14115 Chadron Ave. 
Hawthorne, СА 90250-8208 


Deutsch American Pneumatic Tool 
14710 Maple Ave. 
Gardena, CA 90248-1934 


Slee International 
New York, NY 


3M Co. 

Industrial Tape Div. 
3M Center 

St. Paul, MN 55101 


Enelram Corp. 
Lexington, KY 


CMI Load King Inc. 

Rose and Elm Streets 
P.O. Box 427 

Elk Point, SD 57025 


Applied Power Inc. 
Enerpac Div. 

13000 W. Silver Spring Dr. 
Butler, WI 53007-1093 


Circle Seal Controls 
Brunswick Corp. Technetics Div. 
Replaced by 91816 


Ina Bearing Co. Inc. 
1 Ina Dr. 
Cheraw, SC 29520 


United States Plastic Corp. 
1390 Neubrecht Rd. 
Lima, OH 45801-3120 


Positrol Inc. 
3890 Virginia Ave. 
Cincinnati, OH 45227-3410 


Schaefer Machine Co. Inc. 
100 Hudson St. 
Mineola, NY 11501-3514 


Hoke Inc. 

899 Simuel Rd 

P.O. Box 4866 
Spartanburg, SC 29303 
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29192 


29440 


29697 


29907 


2E069 


2F074 


2G371 


21265 


30106 


30327 


30418 


30728 


30780 


31705 


33491 


Staveley Instruments Inc. 
421 N. Quay 
Kennewick, WA 99336-7735 


Winfred M. Berg Inc. 
499 Ocean Ave. 
East Rockaway, NY 11518-1226 


Schry-Way Cases 
1 W. Mountain St. 
Pasadena, CA 91103-3030 


Omega Engineering Inc. 

1 Omega Dr. 

P.O. Box 4047 

Stamford, CT 06907-0047 


MTI Corp. 
18 Essex Rd. 
Paramus, NJ 07652-1403 


Brighton-Best Socket Screw Mfg. Co. 


Div. of Sevell Tool 
435 Broome St. 
New York, NY 10013-2622 


Ingersoll-Rand Co. 
Power Tool Div. 
Replaced by 65853 


Burndy Corp. 
Replaced by 09922 


Utica Tool Co. Inc. 
Cameron Rd. 
Orangeburg, SC 29115 


Imperial Eastman Valve Fitting Tool Div. 


1151 W. Brynmawr 
Itasca, IL 60143 


Thor Power Tool Co. 

Sub. of Stewart-Warner Co. 
5721 Bayside Dr. 

Virginia Beach, VA 23455 


Val Industries Inc. 
Indianapolis, IN 46200 


Parker-Hannifin Corp. 
Tube Fittings Div. 

3885 Gateway Blvd. 
Columbus, OH 43228-9698 


Advanced Technology and Testing 
12841 Stark Rd. 
Livonia, MI 48150 


Modern American Corp. 
11350 Stephens Dr. 
Warren, MI 48089-1833 


33659 


34228 


34351 


34384 


36024 


37581 


38056 


38443 


39428 


3B851 


3G791 


3L184 


3N292 


42898 


Projects Inc. 

65 Sequin Dr. 

P.O. Box 190 

Glastonbury, CT 06033-2443 


Kollmorgen Corp. 
Electro-Optical Div. 

347 King St. 

Northampton, MA 01060-2330 


Minnesota Valley Engineering 
407 7th St. N.W. 
New Prague, MN 56071-1010 


Norton Co. 

Specialty Plastics Div. 

960 Melan St. 

Canal Fulton, OH 44614-9737 


Libby Corp. 

5800 Stilwell 

P.O. Box 34200 

Kansas City, MO 64120-4200 


Macwhyte Co. 

Div. of Amsted Industries Inc. 
2906 14th Ave. 

Kenosha, WI 53141 


Dresser Industries Inc. 
Dresser Instrument Div. 
250 E. Main St. 
Stratford, CT 06497-5145 


МКС Bearings 

402 Chandler St. 

P.O. Box 280 
Jamestown, NY 14701 


McMaster-Carr Supply Co. 
600 County Line Rd. 
Elmhurst, IL 60126 


General Motors Corp. 
Delco Moraine NDH Div. 
Replaced by 43334 


Pyle National Inc. 
Replaced by 43967 


United Technologies Corp. 
Hamilton Standard Div. 
155 Schoephoester Rd. 
Windsor Locks, CT 06096 


Fred V. Fowler Co. Inc. 
Replaced by 1E258 


Pennsylvania Scale Co. 
Replaced by 03964 


43334 


43967 


43990 


45225 


45681 


48531 


49443 


4G120 


45439 


4T994 


50038 


51826 


52261 


52452 


52659 
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General Motors Corp. 
Delco Moraine NDH Div. 
2509 Hayes Ave. 
Sandusky, OH 44870-5359 


Safemasters Co. Inc. No. 42 
850 Greenbrier Cir. 
Chesapeake, VA 23320 


C. A. Norgren Co. 
5400 S. Delaware St. 
Littleton, CO 80120-1663 


SPX Corp. 

OTC Div. 

655 Eisenhower Dr. 
Owatonna, MN 55060-4901 


Parker-Hannifin Corp. 
Corporate Hq. 

17325 Euclid Ave. 
Cleveland, OH 44112-1290 


The Precise Corp. 
3715 Blue River Ave. 
Racine, WI 53405-4131 


Derita Precision Machine Co. Inc. 
609 Toddville Rd. 
Charlotte, NC 28214 


Amerace ESNA Corp. 
Replaced by 72962 


TE-CO 
109 Quinter Farm Rd 
Englewood, OH 45322 


United States Plastic Corp. 
Replaced by 27901 


The Ready Tool Co. 
1 Carney Rd. 
W. Hartford, CT 06110-1937 


Habco Inc. 

40 Sequin Dr. 

P.O. Box 578 

Glastonbury, CT 06033-2314 


Royer Foundry and Machine Co. 
158 Pringle St. 

P.O. Box 1232 

Wilkes Barre, PA 18704-2763 


Microtech Inc. 
1420 Conchester Hwy. 
Marcus Hook, PA 19061-2103 


Rockwood Systems Corp. 
Lancaster, TX 75134 


Change 24 1-7 
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52660 


52661 


52666 


52676 


52911 


53870 


53952 


54465 


54932 


54933 


55175 


55661 


55718 


55719 
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Joseph T. Ryerson and Son Inc. 
Sub. of Inland Steel Industries Inc. 
2558 W. 16th St. 

Chicago, IL 60608 


United Technologies Corp. 

Pratt & Whitney 

Large Military Engines 

Beeline Hwy 

P.O. Box 109600 

West Palm Beach, FL 33410-9600 


Harrison C. Ryker, Inc. 
Berkeley, CA 


SKF Industries Inc. 
1100 Ist Ave. 
King of Prussia, PA 19406-1312 


Universal Plastics Corp. 
165 Front St. 
Chicopee, MA 01013-1261 


Nasco Industries Inc. 
3541 N.W. 53rd St. 
Fort Lauderdale, FL 33309-6311 


Selas Corp. of America 
Limekiln Pike and Dreshertown Rd. 
Dresher, PA 19025 


Warner and Swasey Co. 
Sheffield Measurement Div. 
721 Springfield St. 

P.O. Box 1127 

Dayton, OH 45401 


Page AvJet Support Eguipment Corp. 


2230 W. Southcross Blvd. 
P.O. Box Z 
San Antonio, TX 78211-1956 


Aero Systems Engineering Inc. 
358 E. Fillmore Ave. 
St. Paul, MN 55107-1204 


Sava Industries Inc. 
4 N. Corporate Dr. 
P.O. Box 30 
Riverdale, NJ 07457 


Ludwig Mfg. Co. 
1405 16th St. 
Racine, WI 53403-2213 


Syntar Industries Inc. 
3400 Brush Hollow Rd. 
Westbury, NY 11590-1701 


Snap-On Tools Corp. 
2801 80th St. 
Kenosha, WI 53141-1410 


Change 24 


56262 


56878 


56988 


57068 


57163 


57661 


59462 


59683 


5E857 


5G343 


60038 


60380 


60850 


61000 


61110 


Nordex Inc. 
50 Newtown Rd. 
Danbury, CT 06810-6216 


SPS Technologies Inc. 

Aerospace and Industrial Products 
Highland Ave. 

Jenkintown, PA 19046-2299 


Century Spring Corp. 
222 E. 16th St. 
Los Angeles, CA 90015-3616 


Stanley Works Corp. 
1000 Stanley Dr. 
New Britain, CT 06053 


The L.S. Starrett Co. 
121 Crescent St. 
Athol, MA 01331-1913 


Conbraco Industries, Inc. 
Hwy. 51 S. 

P.O. Box 125 

Pageland, SC 29728 


Templeton Kenly and Co. Inc. 
2525 Gardner Rd. 
Maywood, IL 60153-3719 


Swen Sonic Corp. 
960 S. Rolff St. 

P.O. Box 4347 
Davenport, IA 52808 


Avondale Industries Inc. 
Danly Die Set Div. 
Dayton, OH 45401 


Applied Power Inc. 
Enerpac Div. 
Replaced by 26952 


The Timken Co. 
Government Sales BON-04 
1835 Dueber Ave. S.W. 
P.O. Box 6929 

Canton, OH 44706-0929 


The Torrington Co. 

Needle Bearings Div. 

59 Field St. 

Torrington, CT 06790-4942 


Trombley Truck Equipment Co. 
Portland, OR 


Globe Fasteners Inc. 
32-02 57 St. 

P.O. Box 727 

Flushing, NY 11377-1919 


Jerry Tools Inc. 
6200 Vine St. 
Cincinnati, OH 45216-2138 


61178 


62128 


62351 


65065 


65434 


65442 


65586 


65646 


65853 


66080 


6M880 


70276 


70417 


70472 


Tuthill Corp. 

Tuthill Pump Div. 
12500 S. Pulaski Rd. 
Alsip, IL 60658-1911 


Universal Engineering Div. 
Houdaille Industries Inc. 

126 N. Main St. 
Frankenmuth, MI 48734-1110 


Apple Rubber Products Inc. 
310 Erie St. 
Lancaster, NY 14086-9501 


Fuel Systems Textron Inc. 
Sub. of Textron Inc. 

700 N. Centennial St. 
Zeeland, MI 49464-1320 


Roper Whitney Inc. 
2833 Huffman Blvd. 
Rockford, IL 61101 


Pelican Products Inc. 
2255 Jefferson St. 
Torrance, CA 90501-3302 


E.L. Wiegand Div. 
Emerson Electric Co. 
641 Alpha Dr. 
Pittsburgh, PA 15238 


Stafford Mfg. Corp. 
256 Andover St. 
Wilmington, MA 01887-1003 


Ingersoll-Rand Co. 

Power Tool Div. 

Allen and Martinsville Rd. 
P.O. Box 1776 

Liberty Corner, NJ 07938 


Wilton Corp. 

Wilton Tool Div. 

9525 Irving Park Rd. 
Schiller Park, IL 60176-1923 


Carr Lane Mfg. Co. 
Replaced by 99862 


Allen Manufacturing Co. 
Sub. of Chicago Pneumatic 
Tool Co. 

Hartford, CT 06101 


Chrysler Corp. 

Amplex Div. 

6565 E. Eight Mile Rd. 
Warren, MI 48091-2949 


Barnes Group Inc. 
123 Main St. 
Bristol, CT 06010-6307 


70882 


70911 


71041 


71913 


72800 


72962 


73134 


73197 


73734 


73801 


73876 


73976 


73992 


74309 
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Bauer Aerospace Inc. 
50 Tower Ln. 

P.O. Box 1470 
Avon, CT 06001 


Bellanca Corp. 
New Castle, DE 19720 


Incom International Inc. 
Boston Gear Div. 

14 Hayward St. 

Quincy, MA 02171-2416 


Dover Corp. 
De-Sta-Co Div. 

250 Park St. 

P.O. Box 2800 

Troy, MI 48007-2800 


Eaton Corp. 

Engineered Fasteners Div. 
204 4th St. N.W. 
Massillon, OH 44646-4286 


Harvard Industries Inc. 
2502 N. Rocky Point Dr. 
Suite 960 

Tampa, FL 33607 


Roller Bearing Co. of America Inc. 
Heim Bearings Div. 

60 Round Hill Rd. 

P.O. Box 430 

Fairfield, CT 06430-0430 


Hi-Shear Corp. 
2600 Skypark Dr. 
Torrance, CA 90505 


Federal Screw Products Inc. 
3917 N. Kedzie Ave. 
Chicago, IL 60618-3415 


Greene Rubber Co. Inc. 
20 Cross St. 
Woburn, MA 01801 


Howard C. Hunt Pen Co. 
Replaced by 08287 


Hardware Products Co. Inc. 
191 Williams St. 

P.O. Box 6189 

Chelsea, MA 02150 


Tuthill Corp. 

Hansen Coupling Div. 
1000 W. Bagley Rd. 
P.O. Box 805 

Berea, OH 44017-0805 


Stanley Hardware 
Div. of Stanley Works 
Replaced by 57068 


Change 24 1-9 
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74445 


74545 


75535 


76474 


77535 


77165 


77820 


78570 


79136 


79221 


79470 


79568 


79577 
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Holo-Krome Co. 
31 Brook St. 
West Hartford, CT 06110-2350 


Hubbell Inc. 

Wiring Device Div. 

1613 State St. 

P.O. Box 3999 

Bridgeport, CT 06605-0933 


The Crosby Group Inc. 
2801 Dawson Rd. 

P.O. Box 3128 

Tulsa, OK 74101 


Emerson Power Transmission Corp. 


620 S. Aurora St. 
Ithaca, NY 14850-5726 


Associated Spring 
Barnes Group Inc. 
226 S. Center St. 
Corry, PA 16407-1992 


Sargent and Co. 
New Haven CT 06500 


Amphenol Corp. 
Amphenol Aerospace 
40-60 Delaware St. 
Sidney, NY 13838-1395 


Titeflex Corp. 

Sub. of Bundy Corp. 
603 Hendee St. 

P.O. Box 90054 
Springfield, МА 01139 


Waldes Truarc Inc. 

Div. of Seeger Inc. 

500 Memorial Dr. 

P.O. Box 6723 

Somerset, NJ 08875-6723 


Watlow Electric Mfg. Co. 
12001 Lackland Rd. 
St. Louis, MO 63146 


Dana Corp. 

Weatherhead Div. 

9434 Lima Rd. Suite A 
Ft. Wayne, IN 46818-8934 


Whittet-Higgins Co. 

33 Higginson Ave. 
P.O. Box 8 

Central Falls, RI 02863 


Vertex Computer Cable and Products 


7201 Standard St. 
Hanover, MD 21076 


Change 24 


80204 


80205 


80422 


80804 


81348 


81349 


81646 


81774 


81978 


82328 


82799 


83385 


83445 


84830 


85434 


American National Standards Institute 
(ANSD 

11 W. 42nd St. 

New York, NY 10036 


National Aerospace Standards Committee 
Aerospace Industries 

1250 Eye St. N.W. 

Washington, DC 20005 


Welch Drill Bushing Co. 
5500 Flotilla St. 
Los Angeles, CA 90040-1504 


Beachley Furniture Co. Inc. 
227 N. Prospect St. 

P.O. Box 978 

Hagerstown, MD 21740-3724 


Federal Specifications 
Promulgated by General Services Administration 
Washington, DC 


Military Specifications 

Promulgated by Military Depts./Agencies 
Under Authority of Defense 
Standardization Manual 4120 3-M 


Epicor Industries Inc. 
Ideal Div. 

3200 Parker Dr. 

St. Augustine, FL 32084 


Carol Cable Co. Inc. 
249 Roosevelt Ave. 
Pawtucket, RI 02860-2121 


Honeywell Inc. 

Skinner Valve Div. 

95 Edgewood Ave. 

New Britain, CT 06051-4107 


Dresser-Rand Co. 
Terry Corp. 

37 Coats St. 
Wellsville, NY 14895 


C.C. Moore and Co. Engineers 
San Francisco, CA 94101 


Microdot Mfg Inc. 
Greer-Central Div. 
Troy, MI 48007 


Aerol Co. 
3235 San Fernando Rd. 
Los Angeles, CA 90065-1414 


Lee Spring Co. Inc. 
1462 62nd St. 
Brooklyn, NY 11219-5413 


Falcon Safety Products Inc. 
William B. Bliss Co. Div. 
25 Chubb Way 

Somerville, NJ 08876 


86420 


86768 


86831 


86928 


87303 


87373 


87823 


88044 


88445 


89111 


89629 


8B707 


8F708 


8N282 


8N543 


8R768 


Payson Casters Inc. 
2323 Delaney Rd. 
Gurnee, IL 60031-1212 


Teledyne Industries Inc. 
Teledyne Republic/Sprague Div. 
15655 Brookpark Rd. 
Brookpark, OH 44142 


Kaiser Aerospace and Electronics Corp. 


17000 S. Red Hill Ave. 
Irvine, CA 92614 


Seastrom Mfg. Co. Inc. 
456 Seastrom St. 
Twin Falls, ID 83301 


Southern Box and Plywood Inc. 
Love Grv. 

P.O. Box 627 

Wilmington, NC 28402 


Parker-Hannifin Corp. 
Fluid Connector Group 
30240 Lakeland Blvd. 
Wickliffe, OH 44092-1747 


Wolverine Diesel Power Co. 
Traverse City, MI 


Aeronautical Standards Group 
Dept. of Navy and Air Force 


Amsterdam Color Wks. 
1546 Stillwell Ave. 
Bronx, NY 10461-2212 


Siewek Tool Co. Inc. 

1100 Woodward Ave. 

Suite 241 

Bloomfield Hills, MI 48304 


Chicago Pneumatic Tool Co. 
762 Industrial Dr. 
Bensenville, IL 60106-1303 


Aeroguip Corp. 
Replaced by 00624 


Aeroguip Corp. 
Industrial Div. 
Replaced by 01276 


Space-Lok Inc. 
Replaced by 16258 


Nordex Inc. 
Replaced by 56262 


Kaiser Electro Precision 
Replaced by 86831 


85469 


8Y528 


91101 


91796 


91816 


91929 


92021 


92194 


92563 


92830 


92854 


93061 


93389 
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Premier Industrial Corp. 
Premier Fasteners Div. 
4500 Euclid Ave. 
Cleveland, OH 44101-4884 


Warner and Swasey Corp. 
Sheffield Measurement Div. 
Replaced by 54465 


George A. Terry Co. 
360 S. Elmwood Ave. 
Buffalo, NY 14201-2141 


Bridon American Corp. 
Hanover Industrial Estate 
S. Main Rd. 

P.O. Box 6000 
Wilkes-Barre, PA 18200 


Circle Seal Controls Inc. 

A Watts Industries Inc. Co. 
2301 Wardlow Rd. 

Corona, CA 91720 


Honeywell Inc. 
Micro Switch Div. 
11 W. Spring St. 
Freeport, IL 61032 


PBM Inc. 

Rd 6 Box 387-A 
Sandy Hill Rd. 

Irwin, PA 15642-9806 


Alpha Wire Corp. 
711 Lidgerwood Ave. 
Elizabeth, NJ 07207 


McGill Mfg. Co. Inc. 
Bearing Div. 

909 N. Lafayette St. 
Valparaiso, IN 46383-4210 


Associated Spring 
Barnes Group Inc. 

18 Main St. 

Bristol, CT 06010-6527 


Bellows-Valvair 


Div. of International Basic Economy Corp. 


Akron, OH 44300 


Parker-Hannifin Corp. 
Brass Products Div. 
300 Parker Dr. 

P.O. Box 215 

Otsego, MI 49078-1472 


Stanley-Proto Industrial Works 
Div. of The Stanley Works 
2801 Production Blvd. 
Wichita Falls, TX 76307 


Change 24 


1-10.1 
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94222 


94882 


95208 


95760 


95879 


96027 


96577 


96881 


96906 


97557 


97852 


98003 


98049 


98313 
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Southco Inc. 
210 N. Brinton Lake Rd. 
Concordville, PA 19331 


Jergens Inc. 
19520 Nottingham Rd. 
Cleveland, OH 44110-2730 


Miller Fluid Power Corp. 
800 N. York Rd. 
Bensenville, IL 60106-1101 


Protective Closures Co. Inc. 
2150 Elmwood Ave. 
Buffalo, NY 14207-1910 


Stewart-Warner Alemite Corp. 
1826 Diversey Pkwy. 
Chicago, IL 60614-1540 


Northwestern Tools Inc. 
3130 Valleywood Dr. 
P.O. Box 292168 
Dayton, OH 45429 


Industrial Tectonics Inc. 
A Kaydon Co. 

7222 W. Huron River Dr. 
Dexter, MI 48130-1099 


Thomson Industries Inc. 
Shore Rd. at Channel Dr. 
Port Washington, NY 11050 


Military Standards 

Promulgated by Military Depts., 
Under Authority of Defense 
Standardization Manual 4120 3-M 


Morton Machine Wks. 
135 Gearhart St. 
Millersburg, PA 17061 


Star Stainless Screw Co. 
655 Union Blvd. 
Totowa, NJ 07512 


Nielsen Hardware Corp. 
770 Wethersfield Ave. 
P.O. Box 568 

Hartford, CT 06141 


Standard Parts Co. 
Bedford, OH 


Davis Aircraft Products Co. Inc. 
1150 Walnut Ave. 

P.O. Box 525 

Bohemia, NY 11716-2105 


Change 24 


98376 


98496 


98625 


98869 


99017 


99682 


99862 


99877 


99879 


9В828 


9Е180 


9G963 


9J886 


FAISS 


МОМЕТ 


Zero Corp. 

DBA Zero Enclosures 

200 N 500 W 

P.O. Box 540310 

North Salt Lake, UT 84054-0310 


Vlier Engineering 
Div. of Barry Wright Corp. 
Replaced by 01226 


Aeroguip Corp. 
Aeroguip Aerospace Div. 
Los Angeles, CA 90000 


Howell Instruments Inc. 
3479 W. Vickery 
Fort Worth, TX 76107-5722 


Protective Closures Co. Inc. 
Caplugs Div. 

2150 Elmwood Ave. 
Buffalo, NY 14207-1910 


Carter Controls Inc. 
A Figgie Intl Co. 
10711 N. 2nd St. 
Loves Park, IL 61111 


Carr Lane Mfg. Co. 
4200 Carr Lane Ct. 
St. Louis, MO 63119-2129 


Bendix Corp. 
Energy Controls Div. 
Replaced by 06848 


Aeroquip Corp. 
Replaced by 00624 


Kollmorgen Corp. 
Electro-Optical Div. 
Replaced by 34228 


United Technologies Corp. 
Pratt & Whitney 

Large Military Engines 
Replaced by 52661 


Pic Design Corp. 
Replaced by 00141 


Carol Cable Co. Inc. 
Replaced by 81774 


Connector Systems Div. DE 
DuPont DeNemours 
France 


E.L DuPont Denemour Co. 
Pencader Plant 
Newark, DE 


18. LIST OF ACCESSORIES. 
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Part No. Nomenclature Publication No. 
24137-1 TEST SET-SCS, AIRCRAFT ENGINE A/E 24T-136 T.O. 33D4-6-521-1 
50299 VEHICLE-TRANSPORT, ENGINE TEST T.O. 33D4-6-574-1 
752600 TEST STAND-ENGINE ELECTRONIC CONTROL DIGITAL SUB-ASSEMBLIES T.O. 33D4-6-486-1 
754200-2 TEST STAND-EEC AIRCRAFT T.O. 33D4-6-485-1 
763120 TEST STAND-ENGINE ELECTRONIC CONTROL BURN IN T.O. 33D4-6-520-1 
776300-1 TEST STAND-ENGINE ELECTRONIC CONTROL ETU-103/F T.O. 33D4-6-630-1 
797140 SYSTEM-INTERFACE ASSY, EAU INTERMEDIATE T.O. 33D4-6-684-4 
A/M 32A-60A GROUP POWER CART T.O. 35C2-3-372-11 
A/M 37T-20 TEST STAND-AIRCRAFT JET ENGINE T.O. 33D4-6-212-41 
A/M 37T-6C TEST STAND-AIRCRAFT JET ENGINE T.O. 33D4-6-212-21 
AA50016 STAND-MAINTENANCE, TURBO JET ENGINE COMPONENTS T.O. 35A4-2-49-1 
AA50019-1 TEST STAND-OIL FLOW (60 HZ) T.O. 33D4-6-499-1 
AA50019-2 TEST STAND-OIL FLOW (50 HZ) T.O. 33D4-6-499-1 
AA50019-3 TEST STAND-OIL FLOW (60 HZ) T.O. 33D4-6-499-1 
ACL50018 TEST STAND-ENGINE AIR-OIL COOLER T.O. 33D4-6-497-1 
AD50002M1 TEST STAND-UNIFIED CONTROL T.O. 33D4-6-482-1 
AD50002M2 TEST STAND-UNIFIED CONTROL T.O. 33D4-6-482-1 
AD50002M3 TEST STAND-UNIFIED CONTROL T.O. 33D4-6-482-1 
AD50004M2 TEST STAND-UNIFIED CONTROL MAIN SECTION T.O. 33D4-6-483-1 
AD50004M3 TEST STAND-UNIFIED CONTROL MAIN SECTION T.O. 33D4-6-483-1 
AD50005M1 TEST STAND-UNIFIED CONTROL AUGMENTOR SECTION T.O. 33D4-6-587-1-1 
AD50005M2 TEST STAND-UNIFIED CONTROL AUGMENTOR SECTION T.O. 33D4-6-587-1-1 
AD50005M3 TEST STAND-UNIFIED CONTROL AUGMENTOR SECTION T.O. 33D4-6-587-1-1 
AD50012M1 TEST STAND-SPRAY MANIFOLD AUGMENTOR T.O. 33D4-6-481-1 
AD50012M2 TEST STAND-SPRAY MANIFOLD AUGMENTOR T.O. 33D4-6-481-1 
AD50012M3 TEST STAND-SPRAY MANIFOLD AUGMENTOR T.O. 33D4-6-481-1 
AD50012M4 TEST STAND-SPRAY MANIFOLD AUGMENTOR T.O. 33D4-6-481-1 
AD50012M5 TEST STAND-SPRAY MANIFOLD AUGMENTOR T.O. 33D4-6-481-1 
AD50012M6 TEST STAND-SPRAY MANIFOLD AUGMENTOR T.O. 33D4-6-481-1 
AD50012M7 TEST STAND-SPRAY MANIFOLD AUGMENTOR T.O. 33D4-6-481-1 
AD50012M8 TEST STAND-SPRAY MANIFOLD AUGMENTOR T.O. 33D4-6-481-1 
AHT50079-1 KIT-ADAPTER, AIRCRAFT ENGINE KMU-454/E T.O. 33D4-6-522-1 
AHT56038 TEST SET-PRESSURE, TTU-471/E T.O. 33D4-6-712-4 
AHT56064 ADAPTER ASSEMBLY-A/M37-T20 TEST CELL T.O. 33D4-6-735-1 
ATT50173 TEST STAND-COMPONENTS, FUEL CONTROL A/F 37T-6 T.O. 33D4-6-564-1 
ATT50181 TEST SET-ELECTRICAL CABLE TTU-361/E T.O. 33D4-6-566-1 
BEI50006-1 TEST STAND-TEMPERATURE SENSOR FAN EXIT-USE WITH 60HZ T.O. 33D4-6-491-1-1 
BEI50006-2 TEST STAND-TEMPERATURE SENSOR FAN EXIT-USE WITH 50HZ T.O. 33D4-6-491-1-1 
ВЕ!50035-1 TEST STAND-GENERATOR AIRCRAFT (60 HZ) T.O. 33D4-4-35-1 
ВЕ!50035-2 TEST STAND-GENERATOR AIRCRAFT (50 HZ) T.O. 33D4-4-35-1 
BHI9066 TEST SET-AIRCRAFT ENGINE T.O. 33D4-6-566-1 
BM150000 TEST STAND-MAIN FUEL PUMP T.O. 33D4-6-489-1 
BM150001 TEST STAND-AUGMENTOR FUEL PUMP T.O. 33D4-6-488-1 
C81370-1 THROTTLE-MECHANICAL T.O. 33D4-6-610-1 
CID50038-1 TEST STAND-FUEL PRESSURE AND DUMP VALVE (60 HZ) T.O. 33D4-6-493-1 
CID50038-2 TEST STAND-FUEL PRESSURE AND DUMP VALVE (50 HZ) T.O. 33D4-6-493-1 
CID50041 TEST STAND-BREATHER PRESSURIZING TURBO JET T.O. 33D4-6-496-1 
D048602 KIT-MAINTENANCE, ENGINE T.O. 33D4-6-524-1 
H278K TEST SET-AIRCRAFT ENGINE A/E 24Т-137 T.O. 33D4-6-518-1 
H298 TEST SET-AIRCRAFT ENGINE A/E 24Т-141 T.O. 33D4-6-556-1 
H605 TEST SET-PRESSURE, TTU-471/E T.O. 33D4-6-712-4 
HS754160 TEST SET-AIRCRAFT ENGINE A/E 24Т-136 T.O. 33D4-6-521-1 
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MA50132 KIT-MAINTENANCE, AIRCRAFT ENGINE T.O. 32A2-18-1 
P4006409 SUPPORT ASSY-ENGINE T.O. 35-1-645 
PWA 24667 JACK-MAJOR COMPONENT ASSY AND DISASSY FROM FLOOR LEVEL T.O. 35A-5-33-1 
PWA 25672 CONTROL-HEATER T.O. 33D4-6-511-1 
PWA 38488 BENCH-INSPECTION, EDDY CURRENT PWA 38488 
PWA 50004 TEST STAND-UNIFIED CONTROL MAIN SECTION T.O. 33D4-6-483-1 
PWA 50006 TEST STAND-TEMPERATURE SENSOR FAN EXIT T.O. 33D4-6-491-1-1 
PWA 50010 TEST STAND-FUEL NOZZLE T.O. 33D4-6-490-1 
PWA 50012 TEST STAND-SPRAY MANIFOLD AUGMENTOR T.O. 33D4-6-481-1 
PWA 50013 TEST STAND-FUEL-OIL COOLER TURBO JET ENGINE T.O. 33D4-6-487-1 
PWA 50014 TEST STAND-FUEL COMPONENTS TURBO JET ENGINE T.O. 334-6-494-1 
PWA 50014-1 TEST STAND-FUEL COMPONENTS (60 HZ) TURBO JET ENGINE T.O. 33D4-6-494-1 
PWA 50014-2 TEST STAND-FUEL COMPONENTS (50 HZ) TURBO JET ENGINE T.O. 33D4-6-494-1 
PWA 50019 TEST STAND-OIL FLOW T.O. 33D4-6-499-1 
PWA 50025 TEST SET-IGNITION SYSTEM A/E 24T-116 T.O. 33D4-6-515-1 
PWA 50035 TEST STAND-GENERATOR, AIRCRAFT T.O. 33D2-4-35-1 
PWA 50038 TEST STAND-FUEL PRESSURE AND DUMP VALVE T.O. 33D4-6-493-1 
PWA 50039 TEST STAND-ENGINE SPEED SENSOR TURBO JET T.O. 33D4-6-495-1 
PWA 50080 KIT-ADAPTER, TEST STAND KMU-453/E T.O. 33D4-6-523-1 
PWA 50091 POWER SUPPLY-MXU-687/E T.O. 33D7-6-177-1 
PWA 50107 POWER SUPPLY-EHR RESET RGU-15/E T.O. 33DA11-84-1 
PWA 50130 TRANSMITTER ASSEMBLY-RCVV, F100/BUC T.O. 33D4-6-556-4 
PWA 50138 TRANSMITTER ASSEMBLY-RCVV, F100/NON-BUC T.O. 33D4-6-556-4 
PWA 50172 SYSTEM-HIGH PRESSURE AIR SUPPLY T.O. 33D2-12-29-1 
PWA 50218 KIT-ASSEMBLY, BACKUP CONTROL ENGINE TESTING T.O. 33D4-6-618-1 
PWA 50308 WRENCH-HYDRAULIC, 120,000 IN.-LBS Т.О. 32B14-5-2-1 
PWA 50573 FIXTURE-AIR LEAK CHECK, NO. 2 BEARING FRONT SEAL ASSEMBLY T.O. 33D4-6-512-1 
PWA 50700 HEATER-NO. 2 BEARING SUPPORT T.O. 33D4-6-511-1 
PWA 51021 FIXTURE-AIR LEAK CHECK, NO. 2 AND NO. 3 BEARING SEAL ASSEMBLY T.O. 33D4-6-512-1 
PWA 51069 FIXTURE-LEAK CHECK, NO. 5 BEARING SEAL ASSY, AIR T.O. 33D4-6-512-1 
PWA 51114 ADAPTER-BORESCOPE INSPECTION, ROTATION, N2 ROTOR T.O. 33D4-6-514-1 
PWA 51240 HEATER-REAR COMPRESSOR DISKS AND REAR HUB T.O. 33D4-6-511-1 
PWA 51248 HEATER-TURBINE EXHAUST CASE NO. 5 CARBON SEAL SNAP T.O. 33D4-6-511-1 
PWA 51261 HEATER-REAR HUB ID BORE INLET FAN MODULE T.O. 33D4-6-511-1 
PWA 51263 HEATER-FRONT COMPRESSOR, FRONT AND REAR HUB FLANGES T.O. 33D4-6-511-1 
PWA 51294 HEATER-NO. 2 BEARING HOUSING REAR FLANGE T.O. 33D4-6-511-1 
PWA 51309 PUSHER-NO. 2 BEARING, COUPLING AND SUPPORT T.O. 321-23-7-1 
PWA 51757 WRENCH-PRIMARY CONVERGENT NOZZLE BALL SCREW ACTUATOR, Т.О. 32B14-4-23-1 
TURN AND COUNT 
PWA 51777 HEATER-TURBINE REAR HUB T.O. 33D4-6-511-1 
PWA 51824 HEATER-NO. 3 BEARING SEAL SUPPORT FLANGE, INTERMEDIATE CASE T.O. 33D4-6-511-1 
PWA 51984 FIXTURE-AIR FLOW, NO. 1 BEARING HOUSING, CARBON SEAL T.O. 33D4-6-512-1 
PWA 52105 TEST SET-AUTOMATED GROUND ENGINE, A/E 24T-162 T.O. 33D4-6-690-1 
PWA 52374 HEATER-1ST STAGE TURBINE DISK RETURN PLATE SNAP DIAMETER T.O. 33D4-6-511-1 
PWA 52382 HEATER-2ND STAGE TURBINE DISK AND HUB ASSEMBLY TO 1ST STAGE T.O. 33D4-6-511-1 
TURBINE DISK 
PWA 52391 ARBOR-BALANCE, REAR COMPRESSOR DRIVE TURBINE ROTOR T.O. 33D4-6-513-1 
PWA 52407 HEATER-1ST STAGE TURBINE DISK FLANGE T.O. 33D4-6-511-1 
PWA 52423 FIXTURE-AIR LEAK CHECK, NO. 4 BEARING FRONT SEAL ASSEMBLY T.O. 33D4-6-512-1 
PWA 52426 FIXTURE-AIR LEAK CHECK, NO. 4 BEARING REAR SEAL ASSEMBLY T.O. 33D4-6-512-1 
PWA 52433 HEATER-NO. 2 BEARING SUPPORT T.O. 33D4-6-511-1 
PWA 52434 HEATER-NO. 2 BEARING SEAL ASSEMBLY T.O. 33D4-6-511-1 
PWA 52454 HEATER-NO. 4 BEARING FRONT HEATSHIELD REAR FLANGE T.O. 33D4-6-511-1 
PWA 52464 HEATER-DIFFUSER CASE INNER REAR FLANGE T.O. 33D4-6-511-1 
PWA 52665 HEATER-GEARBOX DRIVE, BEVEL GEAR SHAFT T.O. 33D4-6-511-1 
PWA 52666 WRENCH-HYDRAULIC, 960,000 IN.-LBS. Т.О. 32B14-5-3-1 
PWA 52744 HEATER-13TH STAGE SPACER, FRONT INNER FLANGE T.O. 33D4-6-511-1 
PWA 52756 HEATER-NO. 3 BEARING SEAL SUPPORT AND INTERMEDIATE CASE INNER T.O. 33D4-6-511-1 


FLANGE 
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PWA 52859 HEATER-FAN INLET CASE/NO. 1 BRG T.O. 33D4-6-511-1 
PWA 52879 FIXTURE-CHECKING, RUBBER BOND INTEGRITY T.O. 33D4-6-571-1 
PWA 52950 MASTER-TEST STAND, HYDRAULIC TORQUE WRENCH CALIBRATION T.O. 33D4-6-563-1 
PWA 52986 GAGE-1ST STAGE TURBINE VANE CLUSTER, CLASSIFICATION T.O. 32A19-33-1 
PWA 52988 GAGE-2ND STAGE TURBINE VANE CLUSTER, CLASSIFICATION T.O. 32A19-33-1 
PWA 52990 GAGE-3RD STAGE TURBINE VANE CLUSTER, CLASSIFICATION T.O. 32A19-33-1 
PWA 52991 MASTER-3RD STAGE TURBINE VANE CLUSTER CLASSIFICATION T.O. 32A19-33-1 
PWA 52992 GAGE-4TH STAGE TURBINE VANE CLUSTER, CLASSIFICATION T.O. 32A19-33-1 
PWA 53298-3 FLOW MODULE-MANIFOLD T.O 33D4-6-731-4 
PWA 53645 PULLEY ASSEMBLY-FRONT COMPRESSOR ROTOR AND STATOR BALANCE T.O. 33D4-6-573-1 
PWA 53861 GAGE-STRETCH, 2ND STAGE TURBINE BLADE T.O. 33K6-4-1482-1 
PWA 53880 PULLER-NO. 2 BEARING, COUPLING AND SUPPORT T.O. 32A23-6-1 
PWA 54149 TOOL-ALIGNING, IST STAGE TURBINE RADIAL COOLING HOLE T.O. 33B2-36-1 
PWA 54155 TOOL-ALIGNING, IST STAGE COMPRESSOR OIL DRAIN SLOTS T.O. 33B2-36-1 
PWA 54206 BENCH-INSPECTION, EDDY CURRENT T.O. 33B2-36-1 
PWA 54233 BENCH-INSPECTION, EDDY CURRENT T.O. 33B2-36-1 
PWA 55226 GAGE-NO. 4 BEARING ID AND REAR COMPRESSOR JOURNAL DIAMETER T.O. 32A19-39-1 
PWA 55380 HAND PUMP-HYDRAULIC T.O. 9H4-4-29-1 
PWA 55795 FIXTURE-LEAK CHECK, NO. 3 BEARING SEAL ASSY, REAR AIR T.O. 33D4-6-512-1 
PWA 56017 KIT-ADAPTER, TEST STAND T.O. 33D4-6-685-1 
PWA 56033 SYSTEM-INTERFACE ASSEMBLY, EAU, INTERMEDIATE T.O. 33D4-6-684-1 
PWA 56057 ADAPTER-BELLMOUTH, EXTENSION DUCT T.O. 33D4-6-684-1 
PWA 56068 SYSTEM-INTERFACE ASSEMBLY, EAU INTERMEDIATE T.O. 33D4-6-684-1 
PWA 56075 BOROSCOPE, FLEX T.O. 32A2-18-1 
PWA 56083 DATA COLLECTION UNIT-GSU-312/E T.O. 33D4-6-686-1 
PWA 56084 ANALYZER UNIT-JET ENGINE EAU 15/E T.O. 33D4-6-684-1 
PWA 56102 TRANSFER UNIT-MMU-167/P T.O. 31S5-4-2142-2 
PWA 56113 INTERFACE ASSEMBLY-DIAGNOSTIC SYSTEM (ORGANIZATIONAL) T.O. 33D4-6-745-2 
PWA 56114 INTERFACE ASSEMBLY-DIAGNOSTIC SYSTEM (INTERMEDIATE) T.O. 33D4-6-745-2 
PWA 56322 HEATER-NO. 5 SEAL, LPT HUB/TURBINE EXHAUST CASE T.O. 33D4-6-511-1 
PWA 56323 HEATER-FAN INLET CASE/NO. 2 BRG SUPPORT INNER FLANGE T.O. 33D4-6-511-1 
PWA 56324 HEATER-NO. 2 BEARING SUPPORT, RR FLANGE/NO. 3 BRG SEAL T.O. 33D4-6-511-1 
SUPPORT/DIFF CASE INNER FLANGE 
PWA 56573 FIXTURE-AIR FLOW, NO. 1 BEARING HOUSING, CARBON SEAL T.O. 33D4-6-512-1 
PWA 56574 FIXTURE-LEAK CHECK, NO. 3 BEARING REAR SEAL ASSY T.O. 33D4-6-512-1 
PWA 56575 FIXTURE-LEAK CHECK, NO. 2 BEARING FRONT SEAL ASSY (AIR) T.O. 33D4-6-512-1 
PWA 56576 FIXTURE-AIR LEAK CHECK, NO. 4 BEARING REAR SEAL ASSY T.O. 33D4-6-512-1 
PWA 56582 HEATER-FAN INLET CASE, NO. 2 BRG SUPPORT INNER FLANGE T.O. 33D4-6-511-1 
PWA 57032 HEATER-1ST STAGE TURBINE DISK NO. 4 BEARING AIR SEAL FLANGE T.O. 33D4-6-511-1 
PWA 57113 HEATER-2ND STAGE TURBINE DISK, FRONT AND REAR OUTER SNAP T.O. 33D4-6-511-1 
DIAMETER 
PWA 57128 HEATER-5TH STAGE COMPRESSOR DISK T.O. 33D4-6-511-1 
PWA 57151 HEATER-HIGH PRESSURE TURBINE HUB ASSEMBLY ID T.O. 33D4-6-511-1 
PWA 57221 HEATER-8TH STAGE COMP. DISK, TIEROD HOLES T.O. 33D4-6-511-1 
PWA 57353 HEATER-2ND STAGE TURB, DISK AND HUB ASSY TO IST STAGE TURB DISK T.O. 33D4-6-511-1 
PWA 57393 HEATER-NO.2 BEARING SUPPORT T.O. 33D4-6-511-1 
PWA 57394 HEATER-REAR COMPRESSOR DISKS AND REAR HUB T.O. 33D4-6-511-1 
PWA 57396 HEATER-FRONT COMPRESSOR, FRONT AND REAR HUB FLANGES T.O. 33D4-6-511-1 
PWA 57398 HEATER-13TH STG SPACER FRONT INNER FLANGE T.O. 33D4-6-511-1 
PWA 57399 HEATER-NO.3 BEARING SEAL SUPPORT AND INTERMEDIATE CASE INNER T.O. 33D4-6-511-1 
FLANGE 
PWA 57400 HEATER-NO.2 BEARING SUPPORT TOWER SHAFT ROLLER BEARING T.O. 33D4-6-511-1 
PWA 57401 HEATER-NO.4 BEARING FRONT SEAL ASSY INNER FLANGE T.O. 33D4-6-511-1 
PWA 57402 HEATER-12TH STG STATOR CASE ID T.O. 33D4-6-511-1 
PWA 57403 HEATER-IST STAGE TURBINE DISK RETAINER PLATE SNAP DIAMETER T.O. 33D4-6-511-1 
PWA 57404 HEATER-IST STAGE TURBINE DISK AIR SEAL SNAP DIAMETER T.O. 33D4-6-511-1 
PWA 57405 HEATER-IST STAGE TURBINE DISK, REAR T.O. 33D4-6-511-1 
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PWA 57406 HEATER-IST STG TURBINE DISK, NO. 4 BRG AIR SEAL T.O. 33D4-6-511-1 
PWA 57407 HEATER-5TH STG COMPRESSOR DISK T.O. 33D4-6-511-1 
PWA 57410 HEATER-2ND STAGE TURBINE DISK FRONT/REAR OUTER SNAP DIAMETER T.O. 33D4-6-511-1 
PWA 57495 HEATER-HIGH PRESSURE TURBINE HUB ID, REAR T.O. 33D4-6-511-1 
PWA 57632 HEATER-FAN CASE, SHROUD INSTALLATION T.O. 33D4-6-511-1 
PWA 57661 HEATER-FRONT COMPRESSOR, REAR BORE T.O. 33D4-6-511-1 
PWA 57683 HEATER-DRUM ROTOR, 2ND STAGE REAR A/S ASSY T.O. 33D4-6-511-1 
PWA 57720 HEATER-10TH-12TH STAGE COMPR CASE T.O. 33D4-6-511-1 
PWA 57805 HEATER-FAN CASE, SHROUD INSTALLATION T.O. 33D4-6-511-1 
PWA 57825 HEATER-FAN CASE, SHROUD INSTALLATION, VARIOUS T.O. 33D4-6-511-1 
PWA 57862 HEATER-NO. 4 BEARING FRONT AIR SEAL RING OUTER DIAMETER T.O. 33D4-6-511-1 
PWA 57885 HEATER-NO. 4 BRG FRONT SEAL ASSY, INNER FLANGE T.O. 33D4-6-511-1 
PWA 57886 HEATER-LOW PRESSURE TURBINE HUB/TURBINE EXHAUST CASE, NO. 5 T.O. 33D4-6-511-1 
SEAL 
PWA 70265 FIXTURE-INSPECTION, REAR LUG, FORWARD SURFACE ID PLATFORM T.O. 33K6-4-2797-1 
PWA 70270 FIXTURE-INSPECTION, ID REAR LUG, NOTCH T.O. 33K6-4-2798-1 
PWA 70273 FIXTURE-INSPECTION, ID PLATFORM FORWARD LUG FORWARD T.O. 33K6-4-2799-1 
PWA 70275 FIXTURE-INSPECTION, ID PLATFORM EDGES CONCAVE AND CONVEX T.O. 33K6-4-2800-1 
PWA 70392 GAGE-INSPECTION, CROSS NOTCH, CONVEX SIDE, 4TH STAGE TURBINE T.O. 33K6-4-2742-1 
BLADE 
TI50003F TESTER-CARBON SEAL T.O. 33D4-6-498-1 
ТІ50010-1 TEST STAND-FUEL NOZZLE (60 HERTZ MANUAL) T.O. 33D4-6-490-1 
Т150010-2 TEST STAND-FUEL NOZZLE (50 HERTZ SEMI-AUTOMATIC) T.O. 33D4-6-490-1 
Т150010-3 TEST STAND-FUEL NOZZLE (60 HERTZ SEMI-AUTOMATIC) T.O. 33D4-6-490-1 
TI50010-4 TEST STAND-FUEL NOZZLE (50 HERTZ SEMI-AUTOMATIC) T.O. 33D4-6-490-1 
TI50010-5 TEST STAND-FUEL NOZZLE (60 HERTZ SEMI-AUTOMATIC) T.O. 33D4-6-490-1 
TI50010-6 TEST STAND-FUEL NOZZLE (50 HERTZ SEMI-AUTOMATIC) T.O. 33D4-6-490-1 
ТІ50011 TEST STAND-TURBINE COMPONENTS AIR COOLED, A/F 37T 14 T.O. 33D4-6-678-1 
1150029 TEST STAND-TURBINE СОМРОМЕМТ$ AIR COOLED T.O. 33D4-6-500-1 
Т150039-1 TEST STAND-ENGINE SPEED SENSOR TURBO JET (60 HZ) T.O. 33D4-6-495-1 
1150039-2 TEST STAND-ENGINE SPEED SENSOR ТОКВО ЈЕТ (50 HZ) T.O. 33D4-6-495-1 
ТІ50047 TEST SET-PNEUMATIC, AIRCRAFT ENGINE COMPONENT T.O. 35D29-8-2-1 
TI50083 KIT - MAINTENANCE, TRIMMER CONTROL T.O. 33D4-6-519-1 
TI50096 TESTER-HYDRAULIC, COMPRESSOR VANE POSITIONING TTU-372/E T.O. 33D4-6-617-1 
1150109 CART-TEST, ENGINE ELECTRONIC CONTROL ЕТО-104Е T.O. 33D4-6-628-1 
ТІ50175 TEST STAND-COMPONENTS, FUEL CONTROL A/F 37Т-7 T.O. 33D4-6-564-1 
TI50182 TEST SET-ELECTRICAL CABLE, TTU-362/E T.O. 33D4-6-567-1 
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appear on the Usable On Code columns in Section II identify support equipment or parts which are restricted to specific engine model 
or support equipment. If no Usable On Code is assigned, there are no restrictions. 
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MODEL DESIGNATION 
F100-PW-100 
F100-PW-200 
F100-PW-220 
F100-PW-229 
F100-PW-100 and 200 
F100-PW-100 and 220 
F100-PW-100, 200 and 220 
F100-PW-220 and 229 
F100-PW-200 and 220 
F100-PW-200, 220, and 229 
F100-PW-100, 200 and 229 
F100-PW-100 and 229 


F100-PW-100, 200, 220, 
and 229 


F100-PW-220 and 220Е 
F100-PW-100, 200 and 220E 


F100-PW-100, 200, 220, 
and 220E 


F100-PW-220E 
F100-PW-100 and 200 


F100-PW-220, 220E and 229 


Change 5 


DESCRIPTION 

Parts coded A are for F100-PW-100 only 

Parts coded B are for F100-PW-200 only 

Parts coded C are for F100-PW-220 only 

Parts coded D are for F100-PW-229 only 

Parts coded E are for F100-PW-100 and 200 only 
Parts coded F are for F100-PW-100 and 220 only 
Parts coded G are for F100-PW-100, 200 and 220 only 
Parts coded H are for F100-PW-220 and 229 only 
Parts coded J are for F100-PW-200 and 220 only 

Parts coded K are for F100-PW-200, 220 and 229 only 
Parts coded L are for F100-PW-100, 200 and 229 only 


Parts coded M are for F100-PW-100 and 229 only 


Parts coded P are for F100-PW-100, 200, 220 and 229 only 


Parts coded O are for F100-PW-220 and 220E only 


Parts coded R are for F100-PW-100, 200 and 220E only 


Parts coded S are for F100-PW-100, 200, 220 and 220E only 


Parts coded T are for F100-PW-220E only 


Parts coded U are used only to retrofit F100-PW-100 and 200 
to F100-PW-220E 


Parts coded V are for F100-PW-220, 220E and 229 only 
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20. HOW TO LOCATE A PART. The following procedures describe the operations used to locate a part in the Maintenance Parts List 


if the part number is known or is not known. 


TO 2J F100 54 


3. IF A PICTORIAL REPRESENTATION OF THE PART OR ITS 
LOCATION IS DESIRED, REFER TO THE SAME INDEX NUMBER 
ON THE ACCOMPANYING ILLUSTRATION. 


DESIRED INFORMATION. 


TO 2) F100 54 


FIGURE 
& NDEX 
NUMBER 


PART 
NUMBER 


USABLE 
он 
CONE 


з? 


NO NUMBER 


4067110 


КТ 
ST2015 016 


4070184 
4061881 
08556A 


5309 009 
4051880 


4070987 от 
4051887 


061774 
ST2275 03 


ST2016 016. 
ЕЕЕ 


AS3209 150 
4064153 


4019254 


4084184 
151209 165 
3578 OG 
3880 OG 
064156 


4055105 01 


4075120 


4075124 
4075124 
4075127 
4075128 
4075129, 
4075125, 
183209 042 
4010042. 


TANTI UNG CONE, 
TURB NE LOCK SHAFT 

SEE FIG 3 FOR 

NUT PLAN ROUMD 8875 18UNJ 38 
ховво N THI 

WASHER KEY 010 D X 0097 ТНК 
BOLT MACHI/E 0 190 32UNJF 3AX 

0500 N LONG DOUBLE HEX 


FOLLAR PIN THREADED 0164 32 
ELF LOCKING 
РА THREADED 0 164 32 FLAT 
ЕТТЕ 
DOUBLE 


BOLT MACHINE 0190 32UNJF ЗАХ 
0500 N LONG DOUBLE HEX AP) 

SENSOR ELECTR CAL QUAD NI 
PAHA PART NO 4061499 

PACKING PREFORMED 

SUPPORT COMPRESSOR NLET CONE 
ASSY OF 

PN SHOULDER HEADLESS 009325 
DIA AND 0 1855 D AX 0200 N 

LONG 

COVER NO 1 BEARING HOUSING 

PACKING PREFORMED 

BOLT 

WASHER 

TUBE PRESSURE NO 1 BEARING 
ASSYOF 

STRANER ELEMENT SLEEVE NO 1 
BEARNG 

PACKING PREFORMED 

TUBE TRANSFER PACK NG 0216 D X 
0560 OD X0 860 IN LONG 

NUT OPTION 

SEE NUT OPTION TABLE 

BOLT SELF LOCKING 0500 20UNJF 
X1000 N LONG HEX 

COVER COUNTERWE GHT HOUS NG 

COUNTERWEIGHT COMPRESSOR 

COUNTERWEIGHT COMPRESSOR 

COUNTERWEIGHT COMPRESSOR 

COUNTERWEIGHT COMPRESSOR 

HOUSING COUNTERWEIGHT 

PACKNG PREFORMED 

NUT TURBINE SHAFT ASSY OF 
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2. TURN TO THE FIGURE AND INDEX NUMBER REFERENCED 
IN THE NUMERICAL INDEX TO OBTAIN 


LOCATE THE PART NUMBER IN THE NUMERICAL 
INDEX. NOTE THE FIGURE AND INDEX NUMBER 
WHERE THE PART IS CALLED OUT IN THE 
MAINTENANCE PARTS LIST. 


PART 
NUMBER 


FGURE 
INDEX 
NUMBER 


FGURE 
& INDEX 
NUMBER 


4060165 
4060166. 
4060167 
4060168. 
4050186. 
4060218 
4060449 
2060477 
4060478 
4060564 
4060565 
4060566 
4060568 
4060574 
2060627 
4060689 
4060764 
4060785 
4060815 
4060816 


4060996 
PW4060996 
4061076 
4061079 
4061080 
406108 
4061082 
4061084 
4061085 
4061086 
4061087 
4061180 
4061214 
4061267 
4061374 
PW4061378 
PW4061499 
4061586 
PW4061617 
4061621 
4061622 
4061632 
4061226 
4051748 
КИЛ 


4061880 
4061881 
4061887 
4062030 
PW4062056 
4062062 
4062286 


па 
пы 
п» 
па 
18 
я 
т 
10 
2 
2 
2 
10 
3 
% 
% 
2 
2 
7 
я 


зезичччваввачнавя 


406228 


4062206) 
4062296 
4062261. 
4062340 
4062432 
4062463 
4062489 


4062497 


4082498. 


4062511 
4062514 
4082551 


4062665 
4062666. 
4062668 
4082671 
4062707 
4062708. 
4082738. 
4062739 
4062773 
4063375 
4069376 01 
4063377 
4063571 
4063729 
4063750 
4063876 
4069884 


4064162 


жолы 
4084167 
4064229 
4064230 
4064232 


4064982 


76 4 
42 
16 
в 
ю 
в 
- 
2 
16 
2 
а 
16 
7 
4 
16 
в 
т 
16 
2 
16 
Я 
5 


т 
ғ 
ЕЧ 
45 
57 
57 
51 
El 
ar 


DO THIS 
IF PART NUMBER 
ISKNOWN...... 
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IF PART NUMBER IS NOT KNOWN .... DO THIS 


1. TURN TO THE LIST OF ILLUSTRATIONS. FROM THIS LIST, SELECT THE ILLUSTRATION 
MOST LIKELY TO CONTAIN THE DESIRED PART. NOTE FIGURE NUMBER OR PAGE. 


TO 2J F100 54 


а . REFER TO THE FIGURE NUMBER OR PAGE NUMBER OF THE ILLUSTRATION 
TANT SELECTED FROM THE LIST OF ILLUSTRATIONS. LOCATE THE DESIRED 
праз О біва PART ON THE ILLUSTRATION. NOTE INDEX NUMBER. 


F gure 28 Gearbox and No 2 and No 3 Bearing 
Anti Siphon Tub ng (Sheet 2 of 2) ___ = 
F gure 29 Damper Bea ing and Co Start Va ve Wani od and Oi 


FIGURE 37  ANTI-ICING СОМЕ... 2-108 


ТРЕТ Air Tubing 

Fgure 32 Anti eng Mani ó Vave and Convergent Exhaust Nozze 
Control Tubing 
(Shhet 1012) 

F gure 32 Anti cng Mani d Vave and Convergent Exhaust Nozze 
Control Tubing 
(Sheet 2 of 2) 

F gure 33 ‘Augmenter Рид Pump Air 

F gure 34 PS2 Ar Tubing (Sheet 1 of 

F gure 34 PS2 Ar Tubing (Sheet 2012) 

F gure 35 ‘Augmenter Fuel Pump Control, 


F gure 35 
TO 2J F100 54 


боља . REFER ТО THE CORRESPONDING MAINTENANCE PARTS 


F gure 37 


rd рон LIST. LOCATE THE INDEX NUMBER SELECTED FROM THE 


F gure 38 


sae 7 фе ILLUSTRATION FOR PART NUMBER, NOMENCLATURE, ЕТС. 


F gure 39 
F gure 39 
F gure 39 


F gure 40 
Foure 41 
Fure 42 
Fure 43 
Foure 44 
Fgure 45 


TO 2) F100 54 


FIGURE USABLE 
а МЕК PART 
NUMBER NUMBER 1234567 DESCRIPTION CONE 
т NONUNBER ANTI IC NG СОМЕ PS2 PROBE AND 
T 


4067110 МЛ PLAN ROUND 8875 18UNJ 38 
X 0 690 N THK 

4084164 WASHER KEY 9010 DX0 007 N THK 

512015 016 BOLT MACHINE 0 190 32UNJF ЗАХ 
0500 N LONG DOUBLE НЕХ 

заема СОМЕ ANTI CNG ASSYOF 

4061881 SPACER PS2 PROBE 

08556A PROBE PS2 
РЕША PART КО 4073980 

AS23209 009 PACKING PREFORMED 

4061880 WASHER KEY 1 250 OD X 0031 IN 


4070887 01 TUBE PS2 PROBE ASSY OF 

4061887 SPANG HEL CAL COMPRESSION 1 000 
OD X0 149 DIA W RE X 8 044 COILS 

4061774 COLLAR PINTHREADED 0 164 32 
SELF LOCKING 


ST2016 016 BOLT MACHINE 0190 32UNJF ЗАХ 


A | 
FIGURE 37 ANE З 


ASSY OF 

4010254 PN SHOULDER HEADLESS 00925 
DA AND 0 1855D AX0200 N 

LONG 

4064154 COVER НО 1 BEARING HOUSNG 

AS3209 165 PACKNG PREFORMED 

MS0676 06 вот 

MS0880 09 WASHER 

4054156. TUBE PRESSURE NO 1 BEARING 
ASS 


у 
4055105 01 STRAINER ELEMENT SLEEVE NO 1 


BEAR NG 
5209 110 PACKING PREFORMED 
4084155. TUBE TRANSFER PACK NG 0 31610 X 
0560 OD X 0860 N LONG 
4075402. NUT OPT ON 
SEE NUT OPTIONTABLE 
4075120 BOLT SELF LOCKING 0 500 20UNJF 
X 1000 N LONG HEX 
4075124 (COVER COUNTERWEIGHT HOUS NG 
% 4075126 COUNTERWEIGHT COMPRESSOR 
4075127 COUNTERWEIGHT COMPRESSOR 
4075128 COUNTERWEIGHT COMPRESSOR 
4075129 COUNTERWEIGHT COMPRESSOR 
4075125 HOUSING COUNTERWEIGHT 
AS3209 042 PACKING PREFORMED 
4010242 NUT TURG NE SHAFT ASSY OF 


1-16 


T.O. 2J-F100-94 


SECTION ІІ 


MAINTENANCE PARTS LIST 


2-1 


T.O. 2J-F100-94 


INDEX 5 PWA 8518 


FIGURE 1. ADAPTERS 
(SHEET 1 OF 2) 


2-2 


T.O. 2J-F100-94 


INDEX 58 PWA 8797 64 63 


FIGURE 1. ADAPTERS 
(SHEET 2 OF 2) 


Change 21 2-3 


T.O. 2J-F100-94 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


PWA 8772-101 
PWA 21604 
MS16997-111 
PWA 21604-200 
PWA 8518 

PWA 16020-20 


MS51971-3 
PWA 8518-19 


PWA 8518-18 
PWA 8518-15 
PWA 8518-7 
PWA 8518-8 
20097-6C-20B 


PWA 8518-3 
PWA 8518-4 
20097-6C-20B 


PWA 8518-21 
MS24671-2 
AA-1108 


PWA 8518-12 
MS16995-50 
PWA 8518-10 
1191-16BN1000 


PWA 8518-9 
5105-100 


PWA 8518-27 
N5000-206 


7304WSU 


PWA 8518-1 
PWA 50358 


PWA 16020-20 


EAM 3800-1 


AM-1U 
CL-7-KHS 
MS16555-60 
CF-1-S 
AM-1U-P2 
AM-1U-P1 
MS16995-48 
AM-3800-P9 
MS16555-42 
AM-3800-P16 
AM-3800-P24 
AM-3800-P23 
AM-3800-P22 
AM-3800-P10 
AM-3800-P5 


2-4 Change 23 


DESCRIPTION 


ADAPTERS 


ADAPTER ASSY-ENGINE SUPPORT OVERHEAD .... 


. SUPPORT-TRANSVERSE OVERHEAD 
. SCREW (AP) 
.. SUPPORT ASSY 


.. SCREW-CAP, SOCKET HD, SELF-LOCKING 
0.562-18 X 1.380 IN. LONG (AP) 


(7 HANDKNOB 
MAKE FROM HK515, MFD BY 97557 


.. SCREW (AP) 
P&WA PART NO. PWA 8518-32 
SUPERSEDES MS16995-82 


.. SCREW (AP) 
P&WA PART NO. PWA 8518-32 
SUPERSEDES MS16995-82 


.. SCREW (AP) 
.. BEARING-PLAIN, BRONZE 
P&WA PART NO. PWA 8518-20 
.. COLLAR-SPLIT 
.. SCREW (AP) 


.. RING-RETAINING 
P&WA PART NO. PWA 8518-28 


.. RING-RETAINING 
P&WA PART NO. PWA 8518-6 
.. BEARING-BALL 
P&WA PART NO. PWA 8518-30 
.. PLATE ASSY 
. SPACER-HORIZONTAL ENGINE SUPPORT 
(HORIZONTAL) 
.. SCREW-CAP, SOCKET HD, SELF-LOCKING 
0.562-18 X 1.380 IN. LONG (AP) 


. ROLLER-ENGINE MAINTENANCE AND OVERHAUL . 


P&WA PART NO. PWA 8772-101-2 
REPLACES AM 3800-1 
P&WA PART NO. PWA 8772-101-2 
.. ATTACHMENT-UPLIFT 
.. SCREW-KNURLED HD 


.. CLAMP-RIGHT HALF 
.. CLAMP-LEFT HALF 


.. INSERT-CLAMP SHAFT 
.. ROLLER 


ОМІТ | USABLE 


PER 
ASSY 


ass Nm = = = — 


ON 
CODE 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


AM-3800-P16 
23-S-187-2000 
AM-3800-P4 
AM-3800-P3 
AM-3800-P13 
AM-3800-P12 
AM-3800-P11 
AM-3800-P14 
AM-3800-P15 
AM-3800-P2 
PWA 8797 


PWA 51941 


MS16997-111 
MS9245-66 
MS9358-17 
MS9321-17 
PWA 51941-13 


CL6-BPD-R3.375 
CL23-KA-15LR 


MS24674-54 
PWA 51941-22 
PWA 51941-18 
PWA 51941-3 
PWA 51941-5 
TRD 3648 


NTA 3648 
PWA 51941-8 


NAS607-8-32 
PWA 51941-1 


DESCRIPTION 


.. SCREW (AP) 
.. PIN-SPRING 
.. SHAFT-ROLLER 


COMPRESSOR INTERMEDIATE CASE 
. SUPPORT-TRANSVERSE OVERHEAD 
COMPRESSOR INTERMEDIATE CASE FOR USE 
WITH PWA 8797 ADAPTER ASSY 
. SCREW (AP) 


.. BOLT-HEX 
0.750-10 X 4.000 IN. LONG 
.. BALL LOCK PIN 
P&WA PART NO. PWA 51941-15 
.. CABLE ASSY 
P&WA PART NO. PWA 51941-21 


.. THRUST RACE 

P&WA PART NO. PWA 51941-16 
.. BEARING-THRUST 

P&WA PART NO. PWA 51941-17 
.. YOKE ASSY 
.. PIN-DOWEL 
.. BRIDGE ASSY 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


===> + + O + У о N + 


USABLE 
ON 
CODE 


2-5 


T.O. 2J-F100-94 


INDEX 2 PWA 57176 


HE 
— 


HE 


INDEX 11 PWA 51114 


INDEX 18 PWA 52920 INDEX 21 PWA 57732 


13322 


FIGURE 2. ADAPTERS-CONTINUED 


2-6 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55562 
PWA 57176 


MS16995-37 

PWA 57176-6 
AN316-C18R 
MS15795-826 
S-276 


PWA 57176-8 
43911 


PWA 57176-5 
PWA 51114 


PWA 52951 


PWA 52951-5 
3591-3CN0285 


18032 

18014 

18010 
MP350H2-RC1 
PWA 52920 


MS9967-113 
PWA 52920-1 
PWA 57732 
MS16555-27 
PWA 57732-6 
MS16555-631 
16903 


PWA 57732-9 
HTM350 


MS15995-35 
PWA 57732-3 
PWA 57732-1 


T.O. 2J-F100-94 


ОМІТ | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


ADAPTERS-CONTINUED 
ADAPTER-JACK EXTENSION, UNIFIED FUEL 
CONTROL, FLIGHT LINE 
ADAPTER-TRUNNION, CORE ENGINE, REAR 
SUPERSEDED BY PWA 56732 


. THUMBSCREW 
P&WA PART NO. PWA 57176-4 
. ADAPTER ASSY 
ADAPTER-BORESCOPE INSPECTION, ROTATION, .. 
N2 ROTOR 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 56018 
ADAPTER-MOMENT WEIGHT SCALE, 
COMPRESSOR BLADE 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 55444 
. BUSHING-HEADLESS 
. INSERT-SCREW THREAD 
P&WA PART NO. PWA 52951-4 
. SPRING 
P&WA PART NO. PWA 52951-3 
. ADAPTER-COUNTERWEIGHT 
P&WA PART NO. PWA 52951-2 


P&WA PART NO. PWA 52951-6 
ADAPTER-FUEL MANIFOLD LEAK CHECK 
SUPERSEDED BY PWA 53687 


. ADAPTER ASSY 
ADAPTER-HEATER, NO. 1 BEARING HOUSING 


` NUT-CHECK 
P&WA PART NO. PWA 57732-5 


= © осо Q) со — — ГО 


0 


Change 22 2-7 


T.O. 2J-F100-94 


INDEX 1 PWA 10356 cl INDEX 22 PWA 71302 


INDEX 23 PWA 21500 INDEX 24 PWA 51854 


INDEX 33 PWA 50631 INDEX 37 PWA 53408 


98675 


FIGURE 3. ADAPTERS-CONTINUED 


2-8 Change 23 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 10356 


HK410 


MS16555-32 
PWA 10356-17 


PWA 10356-15 
PWA 10356-16 
MS51971-3 
MS35338-46 
PWA 10356-2 
518032 


WO2 


P202KDDZ10FS5 


0000 

PWA 10356-13 
MS19068-011 
MS19070-011 
PWA 10356-9 


P201KDDZ10FS5 


0000 
MS16995-81 
MS16555-60 
PWA 10356-8 
PWA 10356-1 
PWA 71302 


PWA 21500 


MS16995-47 
PWA 21500-4 
PWA 21500-3 
PWA 21500-1 
PWA 51854 
PWA 51854-8 
43911 


MS16995-49 

PWA 51854-6 
AN316-C18R 
MS15795-826 
PWA 51854-1 


PWA 51854-11 
PWA 50631 


MS21262-15 
PWA 50631-2 
PWA 50631-1 
PWA 53408 


AN816-4-4K 
AN816-10K 
PWA 53408-1 


` BEARING-BALL 


` PLATE-BASE 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


ADAPTERS-CONTINUED 

ADAPTER-SUBASSY BUILD SUPPORT ТО MOUNT .. 
RING 
FOR DEPOT LEVEL USE ONLY 


. KNOB-HAND 


P&WA PART МО. PWA 10356-18 


0.3750-16 X 3.250 IN. LONG 
MAKE FROM MS35307-371, MFD BY 96906 


P&WA PART NO. PWA 10356-3 


. WASHER 


P&WA PART NO. PWA 10356-4 


. BEARING-BALL 


P&WA PART МО. PWA 10356-5 


P&WA PART МО. PWA 10356-10 


= = љ~ со со со ~ сосо ~ 


ADAPTER-THICKNESS/DENSITY VERIFICATION, .... 
UTRC DENSITY INSP MACHINE 
FOR DEPOT LEVEL USE ONLY 
ADAPTER-HOLDING, VARIOUS BASES AND/OR 
HOLDING PLATES 


` THUMBSCREW 
P&WA PART NO. PWA 51854-4 


MAKE FROM S-276, MFD ВУ 75535 


- ADAPTER ASSY 


ADAPTER-NO. 3 BEARING FRONT SEAL 
RETAINING NUT 
SUPERSEDED BY PWA 53859 


1.250 DIA. X 1.750 IN. LONG 


Change 24 2-9 


T.O. 2J-F100-94 


INDEX 23 PWA 70388 INDEX 27 PWA 55391 


INDEX 28 PWA 55398 INDEX 29 PWA 55406 


101549 


FIGURE 3A. ADAPTERS-CONTINUED 


2-10 Change 24 


эл??? 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57265 
PWA 57265-5 
PWA 57265-8 
PWA 57265-7 
PWA 57265-9 
GF181 

PWA 57265-12 
MS18211-84G 
JH-68 
N5000-62 


MS51021-42 
PWA 57265-10 


PWA 57265-4 
PWA 57265-1 
PWA 57265-15 
UPC630H4RC1 


PWA 55386 


CL-1-SCW 
HL-48-8 
P-24-8 
H-28-8 

PWA 55386-1 
PWA 70388 


PWA 70388-1 
PWA 70388-2 
L10-5X5X3 


PWA 55391 


PWA 55398 


PWA 55406 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


ADAPTERS-CONTINUED 
ADAPTER-FRONT COMPR, TIE ROD NUT, TORQUE . 
FOR DEPOT LEVEL USE ONLY 


. THUMBSCREW 
. GAGE ASSY 

. PIN-GAGE 

. SOCKET ASSY 


P&WA PART NO. PWA 57265-13 


. SOCKET ASSY 


. BEARING-ROLLER 


P&WA PART NO. PWA 57265-2 


. RING-RETAINING 


P&WA PART NO. PWA 57265-11 


. SETSCREW 


` PROTECTOR 
` BOX-STORAGE 


P&WA PART NO. PWA 57265-14 
ADAPTER-DRILLING, DIFFUSER CASE OUTER 
FRONT FLANGE 
FOR DEPOT LEVEL USE ONLY 


. WASHER-SWING C 


P&WA PART NO. PWA 55386-4 
P&WA PART NO. PWA 55386-3 


. BUSHING-HEADLESS 


P&WA PART NO. PWA 55386-5 


. BUSHING-DRILL 


P&WA PART NO. PWA 55386-2 


BUSHING DISASSY 
FOR DEPOT LEVEL USE ONLY 


` EXPANDER 
` CONTAINER 


P&WA PART NO. PWA 70388-3 

ADAPTER-TACKWELD, DIFFUSER CASE REAR 

OUTER FLANGE 

FOR DEPOT LEVEL USE ONLY 
ADAPTER-TACKWELD, DIFFUSER CASE INNER 

CASE 

FOR DEPOT LEVEL USE ONLY 
ADAPTER-WELDING, DIFFUSER CASE BRACKET ... 

FOR DEPOT LEVEL USE ONLY 


Change 24 2-11 


T.O. 2J-F100-94 


45 


GI 


INDEX 1 PWA 57839 


INDEX 4 PWA 24351 


INDEX 28 PWA 25497 40 


FIGURE 4. ADAPTERS-CONTINUED 


2-12 Change 24 


эээ 


Т.О. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


ADAPTERS-CONTINUED 
PWA 57839 ADAPTER-FDT MODULE TO STAND, SHAFT UP 
SUPERSEDES PWA 57708 
PWA 57839-7 
MS51960-67 
604 


MS35691-63 
PWA 57839-9 
MS51975-9 
PWA 57839-3 
MAKE FROM MS18996-12, MFD BY 96906 
PWA 57839-2 . SEGMENT 
PWA 57839-1 . 
PWA 24351 ADAPTER-RUNOUT CHECKING, ROTOR AND 
STATOR ASSY 
FOR DEPOT LEVEL USE ONLY 
MS16995-36 
PWA 24351-18 
NAS607-3-14 . PIN-DOWEL 
0.1875 X 1.750 IN. LONG 
MS16555-44 
MS16555-67 
E0360-055-2000 


PWA 24351-17 
MS16995-96 
MS16995-62 
PWA 24351-2 
MS16995-48 
PWA 24351-1 
PWA 24351-22 
MS16995-84 
PWA 24351-8 
BH-24 


++ O — O) ND — 


2MM9124-WICR- 
FS118 
2MM9124-CR- 
DHUL-FS118C 
W6945-063 


PWA 24351-24 
NAS607-4-4 
PWA 24351-10 
PWA 24351-3 
PWA 25497 


MS51029-53 
PWA 25497-1 
MS51030-49 
PWA 25497-11 
S-1311-S3 
P&WA PART NO. PWA 25497-10 
70455168 .. SADDLE AND INSERT 
70457937 .. PLATE-SWIVEL AND INSERT 
70455586 Е 


70430805 
70455175 


70430805 
70437751 
2.000 IN. 


Change 20 2-13 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 


NUMBER NUMBER DESCRIPTION ASSY CODE 


70455217 .. WASHER 

0.3125 IN. ID 
70433365 .. WASHER-BELLEVILLE 
70455018 
70430807 и 
70430806 .. SPRING-TENSION 
NONE .. SCREW SET 

0.250-20 FLAT POINT X 0.250 IN. LONG 
70456941 .. ARM-INSTRUMENT 
70456943 . 
70456942 . 
70456949 .. BALL-FIXTURE 

0.375 IN. DIA 
70455215 


70456940 
70467301 M 
70437756 .. PIN-GUIDE 
20133041 .. SCREW-SET 

4-40 X 0.1875 IN. 
PWA 25497-9 
MS16995-54 . 
PWA 25497-4 . BRACKET 
CL-12-KHS . SCREW-ADJUSTING 

P&WA PART МО. PWA 25497-6 

PWA 25497-12 
PWA 25497-7 
PWA 25497-5 


2-14 Change 20 


T.O. 2J-F100-94 


INDEX 1 PWA 26147 INDEX 2 PWA 71412 
INDEX 3 PWA 71413 


INDEX 6 PWA 50170 INDEX 7 PWA 50178 


INDEX 8 PWA 57345 INDEX 14 PWA 57649 


101550 


FIGURE 5. ADAPTERS-CONTINUED 


(2-15 Blank)/2-16 Change 24 


7777920 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


ADAPTERS-CONTINUED 
PWA 26147 ADAPTER-LIFT AND TRUNNION 
SUPERSEDES PWA 56562 
PWA 71412 ADAPTER-MACHINE, 4TH, 6TH OR 7TH STAGE 
COMPRESSOR AIR SEAL 
FOR DEPOT LEVEL USE ONLY 
PWA 71413 ADAPTER-MACHINE, 5TH OR 6TH STAGE 
COMPRESSOR AIR SEAL 
FOR DEPOT LEVEL USE ONLY 
DELETED 
DELETED 
PWA 50170 ADAPTER-INLET AND EXIT, ANTI-ICING VALVE 
TEST 
FOR DEPOT LEVEL USE ONLY 
PWA 50178 ADAPTER-OUTLET PORT, FUEL FILTER 
FOR DEPOT LEVEL USE ONLY 
PWA 57345 ADAPTER-RETAINER, MODULE TO 
PULLER/PUSHER 
SUPERSEDES PWA 50887 
SUPERSEDES PWA 56330 
SUPERSEDES PWA 56316 
PWA 57345-5 . CAP-THREAD 
PWA 57345-4 
PWA 57345-3 
PWA 57345-2 | 
PWA 57345-1 . ADAPTER ASSY 
PWA 57649 ADAPTER-SET, HYD WRENCH TO WRENCH 
SUPERSEDES PWA 50307 
SUPERSEDES PWA 51877 
SUPERSEDES PWA 52646 
SUPERSEDES PWA 52671 
SUPERSEDES PWA 52672 
SUPERSEDES PWA 52747 
SUPERSEDES PWA 50982 
SUPERSEDES PWA 51701 
SUPERSEDES PWA 51702 
SUPERSEDES PWA 51703 
SUPERSEDES PWA 57486 
PWA 57649-1 . ADAPTER ASSY 
MS51029-142 
PWA 57649-4 . ADAPTER-WRENCH, ASSY 
REPLACES PWA 57649-2 


MS24671-23 

PWA 57649-2-1 

PWA 57649-2-2 .. BRACKET 
PWA 57649-3 . BASE ASSY 
PWA 57649-3-1 

PWA 57649-3-2 


Change 24 2-17 


T.O. 2J-F100-94 


INDEX 2 PWA 57647-26 


INDEX 1 PWA 50179 


INDEX 15 PWA 50361 


INDEX 25 PWA 50473 


PS005X3 


FIGURE 6. ADAPTERS-CONTINUED 


2-18 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 50179 
PWA 57647-26 
PWA 57408 


PWA 57408-1 
PWA 57408-2 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
PWA 50336 
CL23-KA-1LR 


MS17984-C43 
PWA 50336-1 
PWA 50361 


MS24665-302 
PWA 50361-6 


MS15795-814 
PWA 50361-12 


MS15795-819 
NEG-9 


SBS18ATC35 


PWA 50361-11 
PWA 50361-15 


SBS48ATC78 


PWA 50361-13 
PWA 50473 


CL-3-F 
CL-3-C-5 


PWA 50473-11 
MS51971-7 
MS15795-820 
MS35307-465 
PWA 50473-9 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


ADAPTERS-CONTINUED 
ADAPTER-INLET PORT, FUEL FILTER 
FOR DEPOT LEVEL USE ONLY 
ADAPTER-TEST, AIR LEAK CHECK 
SUPERSEDES PWA 57121 
ADAPTER-PULLER, NO. 1 BEARING AND SEAL 
PLATE 


ADAPTER-SLING, ENGINE HANDLING REAR 
. CABLE ASSY 
P&WA PART NO. PWA 50336-7 


` BOLT-HEX 
0.750 X 2.625 IN. LONG 


. BEARING-SPHERICAL 

P&WA PART МО. PWA 50361-4 
. BEARING-SPHERICAL 

P&WA PART МО. PWA 50361-4 


. BEARING-SPHERICAL 
MAKE FROM 15SF24, MFD BY 60380 
. BEARING-SPHERICAL 
P&WA PART NO. PWA 50361-10 


ADAPTER-HOLDING, MAIN GEARBOX BUILD AND .. 
TRANSMISSION STAND 
- FERRULE-CABLE 
P&WA PART NO. PWA 50473-14 


P&WA PART NO. PWA 50473-13 
. PIN-BUTTON HANDLE 


Change 20 2-19 


T.O. 2J-F100-94 


E INDEX 1 PWA 71414 «Ф INDEX 2 PWA 71415 


INDEX 4 PWA 50526 


INDEX 5 PWA 50527 INDEX 10 PWA 50529 


101551 


FIGURE 7. ADAPTERS-CONTINUED 


2-20 Change 24 


222222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 71414 


PWA 71415 


PWA 50523 


PWA 50526 


PWA 50527 


PWA 50527-5 
PWA 50527-3 
PWA 50527-1 
MP340H2-RC1 


PWA 50529 


PWA 50529-3 


PWA 50529-2 
PWA 50529-1 
F-17874 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


ADAPTERS-CONTINUED 
ADAPTER-MACHINE, 5TH STAGE COMPRESSOR ... 
AIR SEAL 
FOR DEPOT LEVEL USE ONLY 
ADAPTER-MACHINE, 7TH OR 8TH STAGE 
COMPRESSOR AIR SEAL 
FOR DEPOT LEVEL USE ONLY 
ADAPTER-MAIN GEARBOX LOWER TOWERSHAFT.. 
GEAR BACKLASH 
FOR DEPOT LEVEL USE ONLY 
ADAPTER-MAIN GEARBOX POWER TAKEOFF 
DRIVE SHAFT SPUR GEAR BACKLASH 
FOR DEPOT LEVEL USE ONLY 
ADAPTER-MAIN GEARBOX IGNITION 
ALTERNATOR DRIVE SHAFT SPUR GEAR 
BACKLASH 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 50527-6 
ADAPTER-MAIN GEARBOX OIL PUMP IDLER GEAR . 
BACKLASH 
FOR DEPOT LEVEL USE ONLY 
. SCREW-SOCKET HD CAP 
10-32 X 0.6250 IN. LONG, STEEL 


` CONTAINER 


P&WA PART NO. PWA 50529-4 


Change 24 2-21 


T.O. 2J-F100-94 


INDEX 1 PWA 50540 INDEX 5 PWA 50569 


INDEX 13 PWA 50576 


INDEX 21 PWA 50627 INDEX 23 PWA 50629 


13358 


FIGURE 8. ADAPTERS-CONTINUED 


2-22 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 50540 
CL23-KA-10L 


MS17984-C831 
PWA 50540-1 
PWA 50569 


MS9486-64 
MS35690-604 
MS15795-814 
PWA 50569-2 
AN816-12 
4P-2M 


PWA 50569-1 
PWA 50576 


CL23-KA-10L 


MS17984-316 
PWA 50576-1 
PWA 50603 


MS16995-25 
PWA 50603-2 
PWA 50603-4 
PWA 50627 
PWA 50627-2 
PWA 50627-1 
PWA 50629 


MS21262-15 
PWA 50629-4 
MS21262-35 
PWA 50629-5 
PWA 50629-1 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


ADAPTERS-CONTINUED 
ADAPTER-SUPPORTING, HORIZONTAL 
. CABLE ASSY 

P&WA PART МО. PWA 50540-6 


ADAPTER-INTERMEDIATE CASE TOWERSHAFT .... 
NO. 2 AND NO. 3 BEARING COMPARTMENT, 
VACUUM CHECK 


` VALVE-PURGE 
P&WA PART NO. PWA 50569-5 


ADAPTER-HIGH TURBINE REAR RETAINER TO 
RAIL SUPPORT 
. CABLE ASSY 
P&WA PART NO. PWA 50576-6 


` ADAPTER 
ADAPTERS-NO. 2 BEARING INNER RACE 
RETAINING NUT, GOUNTERFORCE 


ADAPTER-NO. 3 BEARING SEAL, WRENCH 
. SCREW-SOCKET 


ADAPTER-NO. 3 BEARING AND GEAR ASSY 
RETAINING NUT 
SUPERSEDED BY PWA 56585 
REPLACED BY PWA 56688 


Change 20 2-23 


T.O. 2J-F100-94 


INDEX 7 PWA 50887 


INDEX 1 PWA 50747 


INDEX 11 PWA 50992 
INDEX 10 PWA 50940 


INDEX 16 PWA 51038 «2 INDEX 24 РМА 71417 


101552 


FIGURE 9. ADAPTERS-CONTINUED 


2-24 Change 24 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 50747 
CL-23-KA-8L 


MS17984-C82 
NAS607-4-20 
MS16555-52 
PWA 50747-1 
PWA 50887 


MS16995-39 
PWA 50887-1 
PWA 50887-2 
PWA 50940 


PWA 50992 
9492 


PWA 50992-3 
NAS607-3-16 
25906 


PWA 50992-1 
PWA 51038 


MS51971-3 
41104 


MS51971-3 
PWA 51038-4 
38104 


PWA 51038-6 
PWA 51038-1 
PWA 71417 


`ADAPTER-MACHINE, 9TH, 10TH, 11TH OR 12TH.... 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


ADAPTERS-CONTINUED 
ADAPTER-INLET FAN MODULE, FRONT RETAINER.. 
TO HORIZONTAL STAND, LEFT 


. CABLE ASSY 


P&WA PART NO. PWA 50747-7 


` ADAPTER ASSY 


ADAPTER-INLET FAN MODULE PULLER 
SUPERSEDED BY PWA 57626 
SUPERSEDED BY PWA 57345 


. ROD ASSY 


ADAPTER-BEARING REAR COMPRESSOR FRONT .. 
HUB BALANCE 
FOR DEPOT LEVEL USE ONLY 

ADAPTER-STAND, MODULE SUPPORT 
PARTIAL BREAKDOWN FOLLOWS 


STORAGE STAND 
SUPERSEDED BY PWA 56338 


8 
8 
6 
8 
8 
8 
1 
1 


STAGE COMPRESSOR AIR SEAL 
FOR DEPOT LEVEL USE ONLY 


Change 24 2-25 


T.O. 2J-F100-94 


INDEX 1 PWA 51068 INDEX 2 PWA 51071 


0 
Y INDEX 7 PWA 51099 
INDEX 6 PWA 71418 


INDEX 11 PWA 51110 INDEX 12 PWA 51111 


101553 


FIGURE 10. ADAPTERS-CONTINUED 


2-26 Change 24 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 


NUMBER 


NUMBER 


PWA 51068 
CL-3-HK-4 
3/8-16X21/2 
CL-2-SW 
12265995 


MS16995-38 
PWA 51068-1 
MS15795-814 
PWA 51068-2 
MS16995-64 

C 0480-042-0750 


NAS607-5-12 
PWA 51068-3 
PWA 51068-13 
PWA 51071 


CL-4-QAK 


PWA 51071-2 
MS35307-411 
MS35307-362 
PWA 51071-1 
PWA 71418 


PWA 51099 


AN929-4 
AN816-4 
PWA 51099-9 
PWA 51099-4 
PWA 51110 


AN416-1 
MS35691-501 
MS16637-19 
AN960-C616 
MS35691-57 
MS35307-486 
PWA 51110-1 
PWA 51111 


CL-23-KA-10-LR 


MS17984-920 
MS35691-1201 
MS35307-486 
PWA 51111-1 


DESCRIPTION 


ADAPTERS-CONTINUED 


ADAPTER-RING, TURBINE EXHAUST CASE STAND . 


FOR DEPOT LEVEL USE ONLY 
. KNOB-HAND 
P&WA PART МО. PWA 51068-7 


P&WA PART МО. PWA 51068-9 
. WASHER-SPHERICAL 

P&WA PART NO. PWA 51068-10 
. WASHER-SPHERICAL 

P&WA PART NO. PWA 51068-10 


SUPERSEDED BY PWA 56567 
. КМОВ 
P&WA PART МО. PWA 51071-3 


` BASE ASSY 


ASSY CODE 


= 


о о о о 


00 со +. O> O> O; D 


ADAPTER-MACHINE, 9TH, 10TH, 11TH OR 12TH..... 


STAGE COMPRESSOR AIR SEAL 
FOR DEPOT LEVEL USE ONLY 


ADAPTER-MAIN OIL PUMP HOUSING LEAK CHECK . 


FOR DEPOT LEVEL USE ONLY 


`ADAPTER-ENGINE SUPPORT, BOTTOM FRONT .... 


FOR DEPOT LEVEL USE ONLY 


ADAPTER-ENGINE SUPPORT, TOP FRONT 
FOR DEPOT LEVEL USE ONLY 
. CABLE ASSY 
P&WA PART МО. PWA 51111-9 


NN N — ә — 


= 


— N N ~ 


Change 24 


2-27 


T.O. 2J-F100-94 


INDEX 1 PWA 51112 INDEX 5 PWA 51113 


ag GN 


бС — 3 в — 6B 


INDEX 7 PWA 51129 


INDEX 10 PWA 51130 INDEX 22 PWA 51124 


93047 


FIGURE 11. ADAPTERS-CONTINUED 


2-28 Change 20 


222 


22222252 


2222022252 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 51112 
CL-23-KA-14-LR 


MS17984-835 
MS35691-1201 
MS35307-486 
PWA 51112-1 
PWA 51113 


PWA 51113-8 
CL-23-KA-14-LR 
MS35308-486 
MS35691-1201 
PWA 51113-1 
PWA 51127 


MS90728-6 
25902 


PWA 51127-4 
CL-0-CS 


PWA 51127-5 
PWA 51129 


PWA 51129-2 
25904 


PWA 51130 
19903 


PWA 51130-21 


PWA 51130-17 


MS35691-B11 
PWA 51130-1 
47816 


MS16995-52 
MS16555-348 
PWA 51130-14 
PWA 51130-16 
PWA 51130-13 
PWA 51124 


PWA 51124-2 
PWA 51124-1 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


ADAPTERS-CONTINUED 
ADAPTER-ENGINE SUPPORT, LOWER REAR 
FOR DEPOT LEVEL USE ONLY 
. CABLE ASSY 
P&WA PART NO. PWA 51112-7 


. PLATE ASSY 
ADAPTER-ENGINE SUPPORT, UPPER REAR 
FOR DEPOT LEVEL USE ONLY 
. PIN-QUICK RELEASE 
MAKE FROM MS17984-0833, MFD BY 96906 
. CABLE ASSY 
P&WA PART NO. PWA 51113-7 


` PLATE ASSY 
ADAPTER-RING, INLET CASE STAND 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 51127-6 
. PIN-DOWEL 
0.1875-20 X 0.7500 IN. LONG, STEEL 
. STRAP-CLAMP 
P&WA PART NO. PWA 51127-2 


ADAPTER-RING, INTERMEDIATE CASE STAND 
FOR DEPOT LEVEL USE ONLY 
. CLAMP ASSY 
. KEENSERT 
P&WA PART NO. PWA 51129-4 
ADAPTER-RING, DIFFUSER CASE STAND 
FOR DEPOT LEVEL USE ONLY 
. NUT-FLANGE 
P&WA PART NO. PWA 51130-10 


MAKE FROM 37920, MFD BY 94882 
SUPERSEDES PWA 51130-5 
. SETSCREW-OVAL POINT 
0.3125-18 X 0.750 IN., STEEL 


== = G ~ со WWW о 


ADAPTER-LIFT AND TURN 

FOR DEPOT LEVEL USE ONLY 
. COVER ASSY 
. ADAPTER 


Change 20 2-29 


T.O. 2J-F100-94 


5 
4 
| 
= 


INDEX 2 PWA 51162 


«Є INDEX 1 PWA 71450 


8 9 
| | 


A == 


INDEX 7 PWA 51200 
INDEX 6 PWA 57734 


INDEX 24 PWA 51225 


INDEX 11 PWA 51209 


101554 


FIGURE 12. ADAPTERS-CONTINUED 


2-30 Change 24 


PART 
NUMBER 


PWA 71450 


PWA 51162 


MS9020-12 
AN816-6 
AN806-12 
PWA 57734 


PWA 51200 
MS16996-1 
PWA 51200-2 
PWA 51200-1 
PWA 51209 


39707 


PWA 51209-9 
MS16996-41 
MS16555-33 
PWA 51209-6 
PWA 51209-4 


MS16637-28 

PWA 51209-2 
MS16555-345 
PWA 51209-7 
PWA 51209-1 
PWA 51209-8 
PWA 51225 


PWA 51225-2 


CL-21-KA-10 


MS17989-1624 
PWA 51225-1 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


ADAPTERS-CONTINUED 

ADAPTER-MACHINE, 4TH STAGE COMPRESSOR ... 
AIR SEAL 
FOR DEPOT LEVEL USE ONLY 

ADAPTER-NO. 4 BEARING SCAVENGE OUTLET 


'ADAPTER-TORQUE, NO. 4 BEARING SCAVENGE ... 


TUBE NUT 
ADAPTER-FRONT RETAINER TO FRONT FAN CASE. 


` ADAPTER ASSV 


ADAPTER-FRONT COMPRESSOR FRONT HUB 
AND INLET CASE LIFTING, REAR 
FOR DEPOT LEVEL USE ONLV 
SUPERSEDED BV PWA 56516 


. NUT-SPHERICAL FLANGE 


P&WA PART NO. PWA 51209-10 


. TRUNNION 


` KNOB-KNURLED 


MAKE FROM 27903, MFD BY 94882 


ADAPTER-REAR COMPRESSOR TURBINE ROTOR.. 
LIFTING 
FOR DEPOT LEVEL USE ONLV 
. SCREW-MACHINE 
5-40 X 0.3750 IN., STEEL 
. CABLE ASSV 
P&WA PART NO. PWA 51225-4 


Change 24 2-31 


T.O. 2J-F100-94 


INDEX 6 PWA 51286 


INDEX 1 PWA 51245 


14 


672 


INDEX 7 PWA 51375 


INDEX 12 PWA 57718 


INDEX 17 PWA 51420 INDEX 27 PWA 51432 


13363 


FIGURE 13. ADAPTERS-CONTINUED 


2-32 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 51245 
CL23-KA-8LR 


MS17984-C82 
NAS607-4-16 


NAS607-4-20 
PWA 51245-1 
PWA 51286 


PWA 51375 


PWA 51375-3 
AN919-15 
4797-8B 


2556-8-12 
PWA 57718 


PWA 57718-1 
PWA 57718-2 
MP350H3-SCU 


DELETED 
DELETED 
PWA 51420 


PWA 51420-9 
MS51971-11 
MS15795-828 
CAT31 


MS51971-1 
MS15795-810 
PWA 51420-4 
MS9390-290 
PWA 51420-5 
PWA 51432 


1022-8C 


PWA 51432-1 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


ADAPTERS-CONTINUED 
ADAPTER-INLET, FAN MODULE FRONT RETAINER . 
TO HORIZONTAL STAND SUPPORT, RIGHT 
. CABLE ASSEMBLY-NYLON 
P&WA PART МО. PWA 51245-8 


. PIN-DOWEL 
0.250 X 2.000 IN. LONG 
. PIN-DOWEL 
- ADAPTER ASSEMBLY 
ADAPTER-REAR COMPRESSOR ROTOR AND 
STATOR DISASSY, ROD 
FOR DEPOT LEVEL USE ONLY 
ADAPTER-NO. 5 BEARING COMPARTMENT 
VACUUM CHECK 


P&WA PART МО. PWA 51375-2 
. FABRIC BRAID HOSE 
P&WA PART NO. PWA 51375-1 
ADAPTER SET-PUSHER/PULLER VERTICAL 
FOR DEPOT LEVEL USE ONLY 
. RETAINER 


| CONTAINER 
P&WA PART МО. PWA 55718-3 


ADAPTER-LIFTING, FAN DUCTS 
FOR DEPOT LEVEL USE ONLY 


"ADAPTER-COMPRESSOR INLET VARIABLE VANE .. 
CONTROL AND CYLINDER, RETURN 


P&WA PART NO. PWA 51432-2 
- ADAPTER ASSEMBLY 


Change 3 2-33 


T.O. 2J-F100-94 


INDEX 1 PWA 51472 INDEX 7 PWA 51473 


INDEX 14 PWA 51492 INDEX 18 PWA 51580 


INDEX 23 PWA 51581 Ес INDEX 28 PWA 57932 


98681 


FIGURE 14. ADAPTERS-CONTINUED 


2-34 Change 25 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 51472 
1012-10C 


MS28741-1-010 
AN816-10J 
MS28741-60100 
AN816-6-8 
AN917-4C 

PWA 51473 


1012-8C 


MS28741-80100 
AN816-8J 
AN816-6-6 
MS28741-60100 
AN917-3C 

PWA 51492 


CL23-KA-8R 
MS17984-80 
PWA 51492-1 
PWA 51580 
PWA 51580-3 
PWA 51580-2 
PWA 51580-1 
UPC520H2-RC1 
PWA 51581 
PWA 51581-3 
PWA 51581-2 
PWA 51581-1 
UPC540-H3-RC1 


PWA 57932 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


ADAPTERS-CONTINUED 
ADAPTER-COMPRESSOR INLET VARIABLE VANE... 
CONTROL EXTEND 


'ADAPTER-COMPRESSOR ИМЕЕТ VARIABLE МАМЕ... 


CONTROL RETRACT 


'ADAPTER-HORIZONTAL SUPPORT AUGMENTOR ... 


FRONT NOZZLE RING 


. CABLE ASSV 


P&WA PART NO. PWA 51492-5 


'ADAPTER-NO. 2 BEARING CONTACT ANGLE 


FOR DEPOT LEVEL USE ONLV 


. SCREW-SOCKET CAP, FLAT HD 


5-40 X 0.250 IN. LONG, STEEL 


` CONTAINER 


P&WA PART NO. PWA 51580-4 
ADAPTER-NO. 3 BEARING CONTACT ANGLE 
FOR DEPOT LEVEL USE ONLY 


. SCREW-SOCKET CAP, FLAT HD 


5-40 X 0.250 IN. LONG, STEEL 


. POINTER 


. CONTAINER 
P&WA PART NO. PWA 51581-4 
ADAPTER-SPLIT CASE SIMULATOR, 
MAINTENANCE AND CORE ROTATION 
REPLACES PWA 57713 


USABLE 
ON 
CODE 


Change 25 


2-35 


T.O. 2J-F100-94 


INDEX 1 PWA 56728 INDEX 2 PWA 51701 


INDEX 10 PWA 57486 INDEX 14 PWA 51711 


INDEX 28 PWA 51852 


INDEX 18 PWA 51719 


98682 


FIGURE 15. ADAPTERS-CONTINUED 


2-36 Change 25 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 


NUMBER 


баса аса 
— © о мо ОГ СО 


NUMBER 


PWA 56728 


PWA 51701 


MS16995-52 
PWA 51701-5 
MS16995-49 
PWA 51701-3 
NAS607-2-8 
PWA 51701-1 
PWA 51701-8 
PWA 57486 


PWA 51703-3 
PWA 57486-2 
PWA 57486-1 
PWA 51711 
MS35649-2384 
MS16996-39 
PWA 51711-1 
PWA 51719 


MS51971-3 
41104 


37105 


MS9321-12 
MS51971-3 
38108 


SC2LX1/20DX0.0 


PWA 51719-1 
PWA 51852 


MS16555-44 
28912 


MS16555-29 
PWA 51852-5 
PWA 51852-3 


DESCRIPTION 


ADAPTERS-CONTINUED 
ADAPTER-LIFT AND SUPPORT, FAN DRIVE 
TURBINE MODULE 
REPLACES PWA 57392 


ASSY CODE 


ADAPTER-REAR COMPRESSOR DRIVE ТОВВІМЕ... 


RETAINING NUT 
SUPERSEDED BY PWA 57649 
SUPERSEDED BY PWA 57664 


RETAINING NUT 
REPLACES PWA 51703 
SUPERSEDED BY PWA 57664 


` BASE ASSY 


ADAPTER-FRONT COMPRESSOR DRIVE TURBINE . 


SUPPORT, STAND 
SUPERSEDED BY PWA 57708 


P&WA PART NO. PWA 51719-5 
. SPRING 

P&WA PART NO. PWA 51719-9 
. REST-HEEL 

P&WA PART NO. PWA 51719-7 
. BASE ASSY 


ANN сунгаа 


Ahh 


ADAPTER-TURNING, REAR COMPRESSOR ROTOR . 


AND STATOR 


Change 25 


2-37 


T.O. 2J-F100-94 


INDEX 45 PWA 51417 


INDEX 39 PWA 52453 


21731 


FIGURE 16. ADAPTERS-CONTINUED 


2-38 Change 1 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 


2222 


NUMBER 


NUMBER 


PWA 51920 
CL-12-BLP-B-32- 
s 
CL-8-BLP-B-3-S 


CL-8-BLPT-2.0-S 


CL-31-KA-18-LR 


MS16995-47 
PWA 51920-12 
HL-64-12 


DELETED 
PWA 51920-20 


PWA 51920-1 
DELETED 
DELETED 
DELETED 
PWA 51921 
CL23-KA-12L 


MS17984-C121 
MS17984-121 
MS17984-C61 
MS16995-47 
PWA 51921-12 
HL-64-12 


MS16995-81 
NAS607-6-12 
PWA 51921-11 
PWA 51921-18 
PWA 51921-1 
PWA 52147 


MS9356-10 
MS16996-23 
MS15795-810 
PWA 52147-1 
DELETED 
DELETED 
DELETED 
DELETED 
PWA 52414 


PWA 52414-4 
PWA 52414-1 


DESCRIPTION 


ADAPTERS-CONTINUED 
ADAPTER-ENGINE TRANSFER REAR 


P&WA PART NO. PWA 51920-21 

SUPERSEDES CL-8-BLP-B-1.7-S 

P&WA PART NO. PWA 51920-15 
. CABLE ASSY-NYLON 

P&WA PART NO. PWA 51920-10 


. BRACKET 
SUPERSEDES PWA 51920-19 
. SUPPORT ASSY 


ADAPTER-TEST, BREATHER PRESSURIZING 
VALVE 
FOR DEPOT LEVEL USE ONLY 


ASSY CODE 


+ ~ со D D ~ © — 


= == го N ~ + 


ADAPTER-2ND STAGE TURBINE DISK FIXTURE AT . 


ROOT SLOT 


Change 20 


2-39 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-40 


PART 
NUMBER 


PWA 52453 


MS35649-204 
MS9321-09 
MS16995-40 
PWA 52453-5 
PWA 52453-1 
PWA 51417 


MS90725-128 
MS51971-5 

PWA 51417-1 
PWA 51417-2 


UNITS 
PER 


DESCRIPTION 


ADAPTER-NO. 4 BEARING OUTER RACE 
RETAINING NUT 


| ADAPTOR ASSEMBLY 


ADAPTER-AIR/LOG RAIL TO TRANSVERSE 
SUPPORT WORKSTAND 
U/W PWA 51415 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


8-8 | 
d 3—8 
INDEX 1 PWA 55747 INDEX 20 PWA 55998 
| 
| — 27 

30 
| 

INDEX 25 PWA 57338 INDEX 29 PWA 57388 


75678 


FIGURE 16A. ADAPTERS-CONTINUED 


(2-40.1 Blank)/2-40.2 Change 15 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55747 
CL-1-SCW 
43904 
34502 
SF-20-22 
SF-20-22 


MS16555-651 
LS-1 


SF-20-22 
SF-20-22 

PWA 55747-11 
PWA 55747-12 
MS16995-53 
MS16555-48 
PWA 55747-10 
PWA 55747-8 
P-24-12 
HL-48-12 


PWA 55747-1 
PWA 55998 


CL-1-SCW 
H-28-8 
HL-48-8 


PWA 55998-1 
PWA 57338 


PWA 57338-3 
P-48-16 


PWA 57338-1 
PWA 57388 


PWA 57388-1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


ADAPTERS-CONTINUED 
ADAPTER-DRILLING, COMPRESSOR 7TH CASE .... 
REAR FLANGE 
. WASHER-SWING C 
P&WA PART NO. PWA 55747-16 
. THUMBSCREW 
P&WA PART NO. PWA 55747-9 
. SCREW-QUARTER TURN 
P&WA PART NO. PWA 55747-6 
. BUSHING-DRILL 
P&WA PART NO 
. BUSHING-DRILL 
P&WA PART NO 


. SCREW-LOCK 
P&WA PART NO 

. BUSHING-DRILL 
P&WA PART NO 

. BUSHING-DRILL 
P&WA PART NO 


` BUSHING-DRILL 
P&WA PART NO 


ADAPTER-DRILLING, DIFFUSER CASE OUTER 
FRONT FLANGE (SCALLOP) 
. WASHER-SWING С 
P&WA PART МО. PWA 55998-4 
. BUSHING-DRILL 
P&WA PART NO. PWA 55998-2 


ADAPTER-BALANCE, STATIC 2ND STAGE 
COMPRESSOR DISK 
. BOLT ASSY 
. BUSHING-HEADLESS 
P&WA PART NO. PWA 57338-2 


MAKE FROM MFIM181-1, MFD BY 55719 


USABLE 
ON 
CODE 


Change 15 


2-40.3 


T.O. 2J-F100-94 


® )) 


INDEX 1 PWA 56588 INDEX 2 PWA 71092 


INDEX 5 PWA 56647 


INDEX 6 PWA 56661 


88638 


FIGURE 16B. ADAPTERS-CONTINUED 


2-40.4 Change 18 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 56588 


PWA 71092 
PWA 71093 


PWA 71292 


PWA 56647 


PWA 56661 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


ADAPTERS-CONTINUED 
ADAPTER-TORQUE, TURBINE TIEBOLT 
RETAINING NUT 
SUPERSEDES PWA 51715 
REPLACED BY PWA 56710 
ADAPTER-PLATE, 1ST STAGE FAN BLADES 
FOR DEPOT LEVEL USE ONLY 
ADAPTER-PLATE, 2ND THRU 5TH STAGE BLADES .. 
FOR DEPOT LEVEL USE ONLY 
ADAPTER-REAR, LIFT, DISK DRUM ROTOR FRONT . 
COMPRESSOR 
FOR DEPOT LEVEL USE ONLY 
ADAPTER-BELLCRANK, INTERNAL RCVV 
SUPERSEDES PWA 57171 
ADAPTER-TORQUE, COMPRESSOR HUB COVER... 
NUT 
SUPERSEDES PWA 52747 


Change 23 2-41 


T.O. 2J-F100-94 


INDEX 1 PWA 52481 


INDEX 2 PWA 52499 


INDEX 6 PWA 52526 


INDEX 8 PWA 52527 


INDEX 17 PWA 52613 


98683 


FIGURE 17. ADAPTERS-CONTINUED 


2-42 Change 23 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52481 
PWA 52499 


MS35307-362 
CL-2-SW 


1185-6CN-052 


PWA 52499-3 
PWA 52499-1 
PWA 52526 


PWA 52526-3 


PWA 52526-2 
PWA 52526-1 
PWA 52527 


MS35307-501 
MS9320-17 
PWA 52527-2 
MS35307-417 
PWA 52527-1 
DELETED 
DELETED 
DELETED 
PWA 52613 


3000-10 


PWA 52613-3 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


ADAPTERS-CONTINUED 
ADAPTER-TORQUE WRENCH EXTENSION 
FOR DEPOT LEVEL USE ONLY 
ADAPTER-OUTER FAN DUCTS 
SUPERSEDED BY PWA 57740 


` WASHER-SPHERICAL 
P&WA PART NO. PWA 52499-4 


. RING ASSY 

ADAPTER-1ST STAGE TURBINE DISK BORE TO .... 
BLADE FIXTURE 

. SCREW-CAP, HEX HD 
0.250-20 X 1.750 IN. LONG, STEEL 


'ADAPTER-2ND STAGE TURBINE DISK AND HUB .... 
BORE TO BLADE FIXTURE 


ADAPTER-MAIN OIL PUMP AIR INLET PRESSURE .. 
TEST 
FOR DEPOT LEVEL USE ONLV 


P&WA PART NO. PWA 52613-2 
. TUBE ASSY 


Change 23 2-43 


T.O. 2J-F100-94 


INDEX 1 PWA 52614 


INDEX 12 PWA 52679 


2-44 Change 21 


FIGURE 18. ADAPTERS-CONTINUED 


INDEX 4 PWA 52638 


INDEX 11 PWA 52651 


96746 


2222222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52614 
3000-10 


PWA 52614-3 
PWA 52638 


PWA 52649 
MS16995-38 


MS16995-38 
PWA 52649-2 
PWA 52649-4 
PWA 52649-1 
PWA 52651 


PWA 52679 
39704 


NAS607-6-14 
CL-1-SB 


MS9245-66 
MS35692-3 
MS51975-4 
MS16555-33 
PWA 52679-13 


MS16555-33 
PWA 52679-7 
PWA 52679-14 
PWA 52679-15 
PWA 52683 


AN816-4K 


MS9356-09 
MS29513-112 
PWA 52683-6 
F-17874 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


ADAPTERS-CONTINUED 
ADAPTER-NO. 4 BEARING OIL NOZZLE AIR FLOW... 


P&WA PART NO. PWA 52614-2 
- ADAPTER ASSY 
ADAPTER-AUGMENTOR MANIFOLD TUBES, LEAK .. 
TEST 
ADAPTER-TURBINE SHAFT RETAINING NUT 


. ADAPTER 
ADAPTER-WRENCH COUPLING, REAR 
COMPRESSOR STATOR LINKAGE 
ADAPTER-LIFTING AUGMENTOR NOZZLE FRONT .. 
FLANGE, VERTICAL ONLY 
. NUT-SPHERICAL FLANGE 
P&WA PART МО. PWA 52679-11 
. PIN-DOWEL 


` BOLT-EVE 
MAKE FROM 32, МЕР BY 03914 


. RING ASSY 

ADAPTER-MAIN OIL PUMP SCAVENGE OUTLET, .... 
AIR FLOW 
FOR DEPOT LEVEL USE ONLY 


Ааа со ОФ о о а а 


` СОМТАМЕВ 
P&WA PART NO. PWA 52683-5 


Change 21 2-45 


T.O. 2J-F100-94 


T 16 148 


INDEX 14 PWA 52748 


INDEX 1 PWA 52747 


INDEX 19 PWA 52787 


22 
24 


INDEX 21 PWA 52789 


96747 


FIGURE 19. ADAPTERS-CONTINUED 


2-46 Change 21 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52747 


PWA 52747-9 
MS16996-10 
MS9321-09 
PWA 52747-16 
MS16555-40 
MS35649-204 
MS16995-38 
MS9321-09 
MS16995-65 
NAS607-5-7 
PWA 52747-18 
PWA 52747-15 
PWA 52748 


3000-10 


MS9198-10 
PWA 52748-3 
PWA 52754 


PWA 52754-3 
CL-1-CA 


PWA 52754-1 
PWA 52787 


PWA 52787-5 
PWA 52787-7 
S3KDD 


PWA 52787-10 
PWA 52787-13 


PWA 52787-9 
PWA 52787-3 


PWA 52787-2 


PWA 52787-4 
PWA 52787-6 
PWA 52787-11 
MM204K-CR 
(ABEC-7TOL) 
PWA 52787-1 
PWA 52788 


DESCRIPTION 


ADAPTERS-CONTINUED 
ADAPTER-ANTI-TORQUE, 1ST STAGE 
COMPRESSOR HUB COVER NUT 
SUPERSEDED BY PWA 57649 
SUPERSEDED BY PWA 57650 
SUPERSEDED BY PWA 56661 


`ADAPTER-NO. 1 BEARING COMPARTMENT 


VACUUM CHECK 
SUPERSEDED BY PWA 56651 


` BODY ASSY 


ADAPTER-FRONT COMPRESSOR DRIVE TURBINE . 
TO STAND 


` CLAMP ASSY 


P&W PART NO. PWA 52754-2 


. ADAPTER ASSY 


ADAPTER-BALANCE, FRONT COMPRESSOR 
DRIVE TURBINE SHAFT, FRONT 
FOR DEPOT LEVEL USE ONLY 


. SCREW-SOCKET HD CAP, SELF LOCKING TYPE... 


10-24 X 0.3750 IN. LONG, STEEL 


. WASHER-FLAT 


10 STD, STEEL 


| SCREW-SOCKET SET, SELF LOCKING ТҮРЕ 


0.250-20 X 0.250 IN. LONG 


. NUT-FINISH HEX, SELF LOCKING TYPE 
0.6250-11, STEEL 

. WASHER-FLAT 
0.6250 STD, STEEL 

. ROD-EXTENSION 


`ADAPTER-BALANCE, FRONT COMPRESSOR 


DRIVE TURBINE SHAFT, REAR 
FOR DEPOT LEVEL USE ONLY 


Change 27 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
ASSY CODE 


— — о о ~ + ~ 00 G) G ог 


2-46.1/(2-46.2 Blank) 


Ре е е: ие Баз Биз Биз Баз Баз Баз Баз Баз Баз ее Биз Биз Биз Баз] 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52788-6 


PWA 52788-7 
SK3DD 


PWA 52788-9 
PWA 52788-10 


PWA 52788-11 
PWA 52788-5 
PWA 52788-2 
PWA 52788-3 
MM207K-CR 
(ABEC-7TOL) 
PWA 52788-4 
PWA 52789 


NAS607-2-8 
PWA 52789-5 
PWA 52789-1 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


. SCREW-SOCKET CAP, BUTTON HD, SELF 
LOCKING TYPE 
10-24 X 0.3750 IN. LONG 


| SCREW-SOCKET SET, CUP POINT, SELF 
LOCKING TYPE 
0.250-20 X 0.250 IN. LONG, STEEL 


P&WA PART NO. PWA 52788-1 
. SUPPORT 
ADAPTER-TORQUE WRENCH, FRONT 
COMPRESSOR TIERODS MAINTENANCE 
FOR DEPOT LEVEL USE ONLY 
. PIN-DOWEL 
. SOCKET ASSY 


Change 21 2-47 


T.O. 2J-F100-94 


INDEX 9 PWA 52958 INDEX 14 PWA 52981 


98684 


FIGURE 20. ADAPTERS-CONTINUED 


2-48 Change 23 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52860 


PWA 52860-3 
25904 

PWA 52860-1 
PWA 52870 


PWA 52919 
MS9966-10 
MS9967-11 
222P-4-2 


628XB-2-62 


M5159B-1M50 


PWA 52919-1 
PWA 52949 


PWA 52958 
MS35691-11 
MS15795-812 
37920 


PWA 52958-1 
PWA 52981 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


ADAPTERS-CONTINUED 
ADAPTER-COMPRESSOR INTERMEDIATE CASE .... 

TO FRONT FLANGE BUILD STAND 

FOR DEPOT LEVEL USE ONLY 


. SLOTTED HEEL CLAMP ASSY 


MAKE FROM CL-3-SHA-4, MFD BY 99862 
P&WA PART МО. PWA 52860-2 


. SUPPORT ASSY 


ADAPTER-LOAD, 1ST STAGE TURBINE BLADE 
ASSY 
FOR DEPOT LEVEL USE ONLY 
ADAPTER-FUEL MANIFOLD LEAK CHECK 


MUST BE USED WITH RELIEF VALVE 628XB-2-62 


. VALVE-RELIEF 


MUST BE USED WITH ADAPTER 222P-4-2 
P&WA PART МО. PWA 52919-3 


. VALVE-RELIEF 


P&WA PART МО. PWA 52919-3 


- ADAPTER ASSY 


ADAPTER-CALIBRATION TEST STAND TO SPLINE .. 
ADAPTER 

ADAPTER-BALANCE DRIVE PULLEY 
FOR DEPOT LEVEL USE ONLY 


'ADAPTER-CALIBRATION, 60 ТООТН SPLINE ТО 43 . 
TOOTH SPLINE 


Change 25 2-49 


T.O. 2J-F100-94 


INDEX 1 PWA 53313 INDEX 2 PWA 53361 


INDEX 7 PWA 53380 


INDEX 8 PWA 53382 


INDEX 14 PWA 53392 INDEX 20 PWA 53394 


97547 


FIGURE 21. ADAPTERS-CONTINUED 


2-50 Change 22 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 


NUMBER 


PWA 53313 


PWA 53361 


PWA 53361-3 
EDP 72030 


PWA 53361-5 
PWA 53361-1 
PWA 53380 
AN816-4K 


PWA 53380-1 
PWA 53382 


MS9783-11 
PWA 53382-5 
MS29512-1 
AN816-4-4 
PWA 53382-1 
PWA 53392 


AN816-4K 
MS9021-11 
MS35307-36 
MS9321-10 
PWA 53392-1 
PWA 53394 


DESCRIPTION ASSY 


ADAPTERS-CONTINUED 
ADAPTER-CORRECTING, STATOR OPENINGS 
COMBUSTION CHAMBER NOZZLE 
FOR DEPOT LEVEL USE ONLY 
ADAPTER-NO. 5 BEARING SEAL SEAT RETAINING .. 
NUT 
SUPERSEDES PWA 51958 
SUPERSEDED BY PWA 56689 


P&W PART NO. PWA 53380-2 


. BODY 


ADAPTER-TUBE PRESSURE TEST 
FOR DEPOT LEVEL USE ONLY 


'ADAPTER-TUBE PRESSURE TEST 


FOR DEPOT LEVEL USE ONLV 


FOR DEPOT LEVEL USE ONLV 


CODE 


Change 27 


2-51 


T.O. 2J-F100-94 


7А 


INDEX 7 PWA 53398 


12А 
INDEX 8 PWA 53399 INDEX 12 PWA 53400 


13C 


INDEX 14 PWA 53406 


INDEX 15 PWA 71537 INDEX 16 PWA 56690 


98685 


FIGURE 22. ADAPTERS-CONTINUED 


2-52 Change 23 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53396 


MS9783-11 
MS9321-09 
MS29513-16 
AN816-4-4 
WA 53396-1 
WA 53398 


WA 53398-1 


P 
P 
AN816-4-4K 
P 
PWA 53399 


AN816-4K 
MS29513-09 
PWA 53399-1 
PWA 53400 


AN816-4K 
PWA 53400-1 
PWA 53405 


AN816-4-4K 
AN816-12K 
PWA 53405-1 
PWA 53406 


AN816-4-4K 
AN816-7K 
PWA 53406-1 
PWA 71537 


PWA 56690 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


ADAPTERS-CONTINUED 
ADAPTER-TUBE PRESSURE TEST 
FOR DEPOT LEVEL USE ONLY 


ADAPTER-TUBE PRESSURE TEST 


FOR DEPOT LEVEL USE ONLY 


. BODY ASSY 


ADAPTER-TUBE PRESSURE TEST 
FOR DEPOT LEVEL USE ONLY 


`ADAPTER-TU BE PRESSURE TEST 


FOR DEPOT LEVEL USE ONLY 


`ADAPTER-TU BE PRESSURE TEST 


FOR DEPOT LEVEL USE ONLY 


`ADAPTER-PULLER, UNIVERSAL 
FOR DEPOT LEVEL USE ONLY 
ADAPTER-HOLDING, SYNC-RING POSITIONER 


USABLE 
ON 
CODE 


Change 23 


2-53 


T.O. 2J-F100-94 


INDEX 2 PWA 53416 


10B 
10А | 


INDEX 10 PWA 53422 


INDEX 11 PWA 53426 


INDEX 24 PWA 56681 iS INDEX 25 PWA 56718 


98686 


FIGURE 23. ADAPTERS-CONTINUED 


2-54 Change 25 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53414 


AN816-5K 
AN816-4K 
PWA 53414-1 
PWA 53416 


MS35307-305 
MS9321-10 
PWA 53416-1 
MS28775-116 
AN816-4K 
PWA 53416-2 
PWA 53419 


AN816-12-8K 
AN816-4-4K 
PWA 53419-1 
PWA 53422 


AN816-4K 
PWA 53422-1 
PWA 53426 


MS35307-308 
MS9321-10 
PWA 53426-3 
MS29513-032 
AN816-4K 
PWA 53426-1 
PWA 53428 


MS35307-307 
PWA 53428-3 
MS28775-017 
AN816-4K 
PWA 53428-1 
PWA 56681 


PWA 56718 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


ADAPTERS-CONTINUED 
ADAPTER-TUBE PRESSURE TEST 
FOR DEPOT LEVEL USE ONLY 


ADAPTER-TUBE PRESSURE TEST 
FOR DEPOT LEVEL USE ONLY 


`ADAPTER-TU BE PRESSURE TEST 


FOR DEPOT LEVEL USE ONLY 


`ADAPTER-TU BE PRESSURE TEST 


FOR DEPOT LEVEL USE ONLY 


` ADAPTER ASSY 


ADAPTER-TUBE PRESSURE TEST 
FOR DEPOT LEVEL USE ONLY 


`ADAPTER-TUBE PRESSURE TEST 
FOR DEPOT LEVEL USE ONLY 


BEARING NUT, REMOVE/INSTALL 
REPLACES PWA 50583 
ADAPTER-LIFT & HANDLING, AUGMENTOR 
MODULE 
SUPERSEDES PWA 52411 


USABLE 
ON 
CODE 


Change 25 


2-55 


T.O. 2J-F100-94 


INDEX 1 PWA 57392 | 


INDEX 9 PWA 56073 


INDEX 21 PWA 57487 INDEX 32 PWA 56654 


88642 


FIGURE 24. ADAPTERS-CONTINUED 


2-56 Change 18 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PWA 57392 


CL-21-KA-8.00LR 


PWA 57392-9 
PWA 57392-2 
PWA 57392-3 


PWA 57392-8 
PWA 57392-1 
PWA 57392-7 
PWA 56073 


EC-16 
EP-14 
202D153 


MIL-T-M7928/1- 
51 

MS3057-8A 
HS59BSW000 


P059BSW00A 


PWA 56073-1 
MS3106A165-8P 
MS3101A165-85 
MIL-C-3432 
PWA 57487 
PWA 57487-1 
MS51959-12 
PWA 57487-1-3 


PWA 57487-1 
PWA 57487-1 
PWA 57487-1 
PWA 57487-1 
PWA 57487-1 
PWA 57487-1 
PWA 57487-2 
L1S-1563 


-4 
-2 
4 
-6 
-8 
-7 


PWA 56654 


ADAPTERS-CONTINUED 
ADAPTER-FAN DRIVE TURBINE MODULE, LIFT 
AND SUPPORT 
SUPERSEDES PWA 55573 
REPLACED BY PWA 56728 


. CABLE ASSY 


P&WA PART NO. PWA 57392-5 


. PIN-QUICK RELEASE 


REPLACES PWA 57392-6 


. SLIDE ASSY 


MAKE FROM MS17984-C605, MFD BY 96906 


. PIN-DOWEL 


MAKE FROM MS16555-42, MFD BY 96906 


ADAPTER-IGNITION SYSTEM TEST SET, RIGHT .... 


HAND 


P&WA PART NO. PWA 56073-2 


. LUG-GROUND 


P&WA PART NO. PWA 56073-9 
SUPERSEDES P0135-72035-90014-04 
P&WA PART NO. PWA 56073-5 


. TUBE-HEAT SHRINK 


P&WA PART NO. PWA 56073-10 
SUPERSEDES HT105-73025-90013-11 
P&WA PART NO. PWA 56073-6 


. CABLE ASSY 


ADAPTER-SET, UFC ADJUSTMENT 


. GEAR ADAPTER ASSY 


· PLUG ADAPTER ASSY 
` CONTAINER 


P&WA PART NO. PWA 57487-4 


ADAPTER-NO. 1 AND МО. 5 BEARING OIL NOZZLE . 


AIR FLOW CHECK 
SUPERSEDES PWA 51374 


СО = аа å а 


== ea 


MIN 


Change 25 


2-57 


T.O. 2J-F100-94 


INDEX 1 PWA 53430 INDEX 7 PWA 53433 


INDEX 13 PWA 53436 %; INDEX 14 PWA 53440 


20А | 


INDEX 21 PWA 53446 X 


FIGURE 25. ADAPTERS-CONTINUED 


98687 


2-58 Change 23 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 


NUMBER 


PWA 53430 


MS35307-36 
MS9321-10 
MS29513-10 
AN816-4K 
PWA 53430-1 
PWA 53433 


MS35307-35 
MS9321-10 
MS29513-22 
AN816-4-4 
PWA 53433-1 
PWA 53436 


AN816-4K 
PWA 53436-1 
PWA 53440 


MS35307-35 
MS9321-10 
MS29513-24 
AN816-4K 
WA 53440-1 
WA 53444 


N816-4K 
WA 53444-1 
WA 53446 


N816-4K 
N816-20K 
PWA 53446-1 


DESCRIPTION ASSY 


ADAPTERS-CONTINUED 
ADAPTER-TUBE PRESSURE TEST 
FOR DEPOT LEVEL USE ONLY 


ADAPTER-TUBE PRESSURE TEST 


FOR DEPOT LEVEL USE ONLY 


`ADAPTER-TU BE PRESSURE TEST 


FOR DEPOT LEVEL USE ONLY 


`ADAPTER-TU BE PRESSURE TEST 


FOR DEPOT LEVEL USE ONLY 


`ADAPTER-TU BE PRESSURE TEST 


FOR DEPOT LEVEL USE ONLY 


CODE 


Change 23 


2-59 


T.O. 2J-F100-94 


| <= 
a 


INDEX 4 PWA 53670 


INDEX 3 PWA 53620 


INDEX 8 PWA 53690 
INDEX 5 PWA 53687 %; 


98688 


FIGURE 26. ADAPTERS-CONTINUED 


2-60 Change 23 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53448 


AN816-4K 
PWA 53448-1 
PWA 53455 


AN816-4-4K 
PWA 53455-1 
PWA 53620 


MS1971-3 
MS35307-374 
PWA 53620-2 


MS9321-12 
SC65 


PWA 53620-1 
PWA 53670 


PWA 53687 


MS9020-12 
PWA 53687-4 
PWA 53690 


AN816-4K 
AN6227-10 
PWA 53690-1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


ADAPTERS-CONTINUED 
ADAPTER-TUBE PRESSURE TEST 
FOR DEPOT LEVEL USE ONLY 


ADAPTER-TUBE PRESSURE TEST 
FOR DEPOT LEVEL USE ONLY 


. BODY ASSY 

ADAPTER-GRINDING, COMPRESSOR STATOR 
EXIT ASSY, SLOTS 
FOR DEPOT LEVEL USE ONLY 


. MOTOR-SPINDLE POWER 


P&WA PART NO. PWA 53620-4 


`ADAPTER-NO. 4 BEARING SCAVENGE OUTLET 


PORT 
ADAPTER-FUEL MANIFOLD LEAK CHECK 
SUPERSEDES PWA 52920 
PARTIAL BREAKDOWN FOLLOWS 


USABLE 
ON 
CODE 


Change 23 


2-61 


T.O. 2J-F100-94 


INDEX 5 PWA 53692 


INDEX 1 PWA 53691 


INDEX 7 PWA 53716 


INDEX 6 PWA 53713 


INDEX 8 PWA 53726 


INDEX 9 PWA 53732 


FIGURE 27. ADAPTERS-CONTINUED 


2-62 Change 23 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53691 


MS9388-020 
AN816-4K 
PWA 53691-1 
PWA 53692 


AN816-4K 
PWA 53692-1 
PWA 53713 


PWA 53713-6 


PWA 53713-1 
PWA 53713-2 
AN816-4-4K 
MS28775-015 
PWA 53713-4 
PWA 53716 


AN816-4-4K 
PWA 53716-1 
PWA 53726 


PWA 53726-2 


PWA 53726-1 
PWA 53732 


628XB-1-4-2 
3000-12 


AN917-16 
MS51846-6 
AN515C6-4 
PWA 53732-1 
MS51967-5 
MS9321-11 
PWA 53732-4 
PWA 53732-8 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


ADAPTERS-CONTINUED 
ADAPTER-TUBE PRESSURE TEST 
FOR DEPOT LEVEL USE ONLY 


ADAPTER-TUBE PRESSURE TEST 
FOR DEPOT LEVEL USE ONLY 


- ADAPTER ASSY 
ADAPTER-TUBE PRESSURE TEST 
SUPERSEDES PWA 53408 
FOR DEPOT LEVEL USE ONLY 
. SCREW-HEX HD CAP 
0.25-20 X 1.5 IN. LONG, STEEL 


ADAPTER-TUBE PRESSURE TEST 
FOR DEPOT LEVEL USE ONLY 
. NIPPLE 
. BODY ASSY 
ADAPTER-PULLEY ASSY, BEARING RETAINING .... 
МОТ, C TORQUE 
FOR DEPOT LEVEL USE ONLY 
. SCREW-HEX HD CAP 
0.3125-18 X 0.75 IN. LONG, STEEL 


ADAPTER-ELECTRICAL CONNECTOR, AIR LEAK.... 
TEST 
FOR DEPOT LEVEL USE ONLY 
. VALVE-RELIEF 
P&WA PART МО. PWA 53732-6 
. PLUG-COUPLING 
P&WA PART NO. PWA 53732-5 


аа а ND — 


Change 25 2-63 


T.O. 2J-F100-94 


INDEX 6 PWA 53757 


16 15 


INDEX 7 PWA 53759 INDEX 14 PWA 53795 


VA 


INDEX 17 PWA 53796 Ç INDEX 18 PWA 53812 


96748 


FIGURE 28. ADAPTERS-CONTINUED 


2-64 Change 21 


дә 22225252 


FIGURE 
8 INDEX 
NUMBER 


> 


РАНТ 
NUMBER 


PWA 53747 


MS35307-306 
MS9321-10 
MS28775-119 
AN816-4K 
PWA 53747-1 
PWA 53747-2 
PWA 53757 
PWA 53759 


PWA 53759-5 
MS9321-10 
PWA 53759-2 
MS28775-09 
AN816-4K 
PWA 53759-1 
PWA 53795 


3000-12 


PWA 53795-2 
PWA 53796 


3-PD5 


2583-6Х71/4 
LONG 
PWA 53796-3 


PWA 53812 
MS9766-10 
MS9895-12 
PWA 53812-1 


DESCRIPTION 


ADAPTERS-CONTINUED 
ADAPTER-TUBE PRESSURE TEST 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 53453 
SUPERSEDES PWA 53552 


ADAPTER-TORQUE DOUBLE HEX 
ADAPTER-TUBE PRESSURE TEST 
FOR DEPOT LEVEL USE ONLY 

SUPERSEDED BY PWA 71491 


FOR DEPOT LEVEL USE ONLY 


. PLUG-COUPLING 


P&WA PART NO. PWA 53795-1 


`ADAPTER-TEST NOZZLE AND PROBE 


AUGMENTOR FUEL DUMP 


MAKE FROM FC9449-060S, MFD BY 00624 
ADAPTER-ANTI-ICING AIR VALVE ASSY, DUMMY ... 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
ASSY CODE 


аа аа = = о СО 


Сћапде 21 


2-65 


T.O. 2J-F100-94 


INDEX 12 PWA 53859 


INDEX 21 PWA 57714 INDEX 32 PWA 52427 


98690 


FIGURE 29. ADAPTERS-CONTINUED 


2-66 Change 23 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 


DUVVIVIIIIID 


NUMBER 


о -Ј О O1 > Q) Гр ~ 


NUMBER 


DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
PWA 53859 


MS35290-72 
PWA 53859-4 
PWA 53859-3 


NAS1352C08LL6 


PWA 53859-6 
MS9390-171 
PWA 53859-2 
PWA 53859-1 
PWA 57714 


19903 
37920 


MS35691-11 
MS51981-64 
PWA 57714-8 
47816 


MS16995-52 
PWA 57714-5 
PWA 57714-2 
PWA 57714-1 
PWA 52427 


MS51971-5 

MS35307-414 
PWA 52427-7 
PWA 52427-6 
PWA 52427-5 


1234567 DESCRIPTION 


ADAPTERS-CONTINUED 


ADAPTER-NO. 3 BEARING FRONT SEAL 
RETAINING NUT 
SUPERSEDES PWA 50631 
SUPERSEDED BY PWA 56677 


`ADAPTER-RING, DIFFUSER RING FWD FLANGE .... 


FOR DEPOT LEVEL USE ONLY 
. NUT-FLANGE 
P&WA PART NO. PWA 57714-9 


` SETSCREW 
` CLAMP ASSY 


ADAPTER-FAN DRIVE TURBINE MODULE, LIFT 
AND SUPPORT 
REPLACED BY PWA 55573 
REPLACED BY PWA 57392 


` RING-SPLIT ASSY 
` RING-SPLIT ASSY 


ASSY CODE 


аа = OO — — 


= = = © со оз 09 02 AV о о 


Change 23 


2-67 


T.O. 2J-F100-94 


INDEX 1 PWA 57712 = 


— 26 


INDEX 35 PWA 57902 


FIGURE 30. ADAPTERS-CONTINUED 


2-68 Change 18 


INDEX 31 PWA 57712-26 


INDEX 34 PWA 71273 


88381 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 


NUMBER 


NUMBER 


PWA 57712 
CL-23-KA-8-LR 
PWA 57712-29 
CL-23515 


MS16555-4 
CL-16513 


MS9321-11 
MS16555-25 
PWA 57712-2 
LC-038F-2 


PWA 57712-16 
MS51832CA102 
MS16555-4 
CL-16513 


LH-045H-2 


MS9321-11 
PWA 57712-17 
PWA 57712-5 
MS16555-25 
PWA 57712-6 
PWA 57712-4 
MS16995-50 
25302 


MS35307-358 
MS9321-12 
PWA 57712-3 
MS51832CA104 
MS16995-48 
PWA 57712-27 
PWA 57712-1 
PWA 57712-26 
PWA 57712-26-2 
PWA 57712-26-1 
PWA 71273 


PWA 57902 


DESCRIPTION 


ADAPTERS-CONTINUED 
ADAPTER-REMOVE/INSTALL, HPT 
ROTOR/STATOR ASSY 


. CABLE ASSY 


P&WA PART NO. PWA 55712-30 


. PIN-QUICK RELEASE 


MAKE FROM MS17984C409, MFD BY 96906 


. KNOB-KNURLED 


P&WA PART NO 


` KNOB-KNURLED 


P&WA PART NO 


. SPRING 


P&WA PART NO 


` BASE ASSY 
ADAPTER-PROOF LOAD 


ADAPTER-FLARING, 1ST AND 2ND STAGE 
COMPRESSOR STATOR ASSY 
FOR DEPOT LEVEL USE ONLY 
ADAPTER-TURBINE EXHAUST DUCT ASSY 
FOR DEPOT LEVEL USE ONLY 


ASSY CODE 


+ ~ ~ + со ~ + + 


== = = NR © NO со 


Change 18 


2-69 


T.O. 2J-F100-94 


INDEX 29 PWA 56705 INDEX 30 PWA 56689 


97548 


FIGURE 31. ADAPTERS-CONTINUED 


2-70 Change 22 


22222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57676 


98381A539 
PWA 57676-24 


MS16555-27 
PWA 57676-25 


CL-7-FW 


MS16995-38 
PWA 57676-22 
LC-032D-11 


91259A537 


PWA 57676-21 
MS16555-27 
MS24671-20 
PWA 57676-19 
MS16995-49 
MS16555-48 
PWA 57676-8 
MS16995-50 
PWA 57676-10 
PWA 57676-2 
MS16995-54 
MS16555-45 
PWA 57676-1 
PWA 57676-5 
MS16995-64 
PWA 57676-6 
PWA 57676-28 


UPC540H6RC3 
PWA 56705 


PWA 56689 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


ADAPTERS-CONTINUED 
ADAPTER-MOMENT WEIGHT, BLADE, 

COMPRESSOR ROTOR 

FOR DEPOT LEVEL USE ONLY 
. PIN-DOWEL 

P&WA PART МО. PWA 57676-17 

- LEVER-CAM, DOUBLE 

MAKE FROM CL-11-CH, MFD BY 99862 


. BOLT-EYE 
MAKE FROM CL-25-EB, MFD BY 99862 
. WASHER 
P&WA PART МО. PWA 57676-12 


. RETAINER-SPRING 
. SPRING 

P&WA PART NO. PWA 57676-18 
. SCREW-SHOULDER 

P&WA PART NO. PWA 57676-20 
. CLAMP-BLADE 


SUPERSEDES PWA 57676-9 


. CONTAINER-STORAGE 


P&WA PART NO. PWA 57676-23 
ADAPTER-SUPPORT, ЗВО STAGE TURBINE DISK ... 
REPLACES PWA 52676 
ADAPTER-NO. 5 BEARING SEAL SEAT RETAINING .. 
NUT 
SUPERSEDES PWA 53361 


Change 22 2-71 


T.O. 2J-F100-94 


р. ы 


INDEX 1 PWA 57677 
(DEPOT) 


PS027C 


FIGURE 32. ADAPTERS-CONTINUED 


2-72 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 


NUMBER 


NUMBER 


PWA 57677 


98381A539 
PWA 57677-15 


MS16555-27 
PWA 57677-16 


CL-7-FW 


MS16995-38 
PWA 57677-19 
LC-032D-11 


91259A537 


PWA 57677-25 
MS16555-27 
MS24671-20 
PWA 57677-27 
MS16995-49 
PWA 57677-8 
MS16995-48 
MS16995-50 
PWA 57677-12 
PWA 57677-2 
MS16995-52 
PWA 57677-1 
MS16555-44 
MS16995-52 
PWA 57677-5 
MS16555-44 
MS16995-64 
PWA 57677-6 
PWA 57677-29 


UPC540H6RC3 


DESCRIPTION 


ADAPTERS-CONTINUED 


ASSY CODE 


ADAPTER-MOMENT WEIGHT, BLADE, 2 STAGE, .... 


COMPRESSOR ROTOR ASSY 
FOR DEPOT LEVEL USE ONLY 
. PIN-DOWEL 
P&WA PART NO. PWA 57677-17 
. LEVER-DOUBLE CAM 
MAKE FROM CL-11-CH, MFD BY 99862 


. BOLT-EYE 
MAKE FROM CL-25-EB, MFD BY 99862 
. WASHER 
P&WA PART МО. PWA 57677-18 


. RETAINER-SPRING 
. SPRING 

P&WA PART NO. PWA 57677-26 
. SCREW-SHOULDER 

P&WA PART NO. PWA 57677-21 
. CLAMP-BLADE 


. PLATE-FACE 

. ARM-BLADE SUPPORT 
SUPERSEDES PWA 57677-9 

. CONTAINER-STORAGE 
P&WA PART NO. PWA 57677-24 


2=NN=NN=N=xNN=N=na 


= 


Change 21 


2-73 


T.O. 2J-F100-94 


р. ы 


INDEX 1 PWA 57678 
(DEPOT) 


PS027D 


FIGURE 33. ADAPTERS-CONTINUED 


2-74 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 


NUMBER 


NUMBER 


PWA 57678 


98381A539 
PWA 57678-17 


MS16555-27 
PWA 57678-16 


CL-7-FW 


MS16995-38 
PWA 57678-13 
LC-032D-11 


91259A537 


PWA 57678-25 
MS16555-27 
MS24671-20 
PWA 57678-27 
MS16995-49 
PWA 57678-8 
MS16995-48 
MS16995-50 
PWA 57678-12 
PWA 57678-2 
MS16995-52 
PWA 57678-1 
MS16555-44 
MS16995-52 
PWA 57678-5 
MS16555-44 
MS16995-64 
PWA 57678-6 
PWA 57678-29 


UPC540H6RC3 


DESCRIPTION 


ADAPTERS-CONTINUED 


ASSY CODE 


ADAPTER-MOMENT WEIGHT, BLADE, 3 STAGE, .... 


COMPRESSOR ROTOR ASSY 
FOR DEPOT LEVEL USE ONLY 
. PIN-DOWEL 
P&WA PART NO. PWA 57678-15 
. LEVER-DOUBLE CAM 
MAKE FROM CL-11-CH, MFD BY 99862 


. BOLT-EYE 
MAKE FROM CL-25-EB, MFD BY 99862 
. WASHER 
P&WA PART NO. PWA 57678-6 


. RETAINER-SPRING 
. SPRING 

P&WA PART NO. PWA 57678-26 
. SCREW-SHOULDER 

P&WA PART NO. PWA 57678-21 
. CLAMP-BLADE 


. PLATE-FACE 

. ARM-BLADE SUPPORT 
SUPERSEDES PWA 57678-9 

. CONTAINER-STORAGE 
P&WA PART NO. PWA 57678-24 


2=NN=NN=N=xNN=N=na 


= 


Change 21 


2-75 


INDEX 1 2564550 INDEX 2 2564564 


> ў 


ай : 


INDEX 3 2564551 INDEX 4 2564565 


INDEX 5 2564559 


INDEX 7 PWA 57364 INDEX 8 PWA 56509 


40526 


FIGURE 34. ADAPTERS-CONTINUED 


2-76 Change 6 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


2564550 
2564564 
2564551 
2564565 
2564559 
2564566 
PWA 57364 
PWA 56509 
PWA 56509-1 


MS16995-10 
PWA 56509-2 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


ADAPTERS-CONTINUED 
ADAPTER-TORQUE-ADJUSTING 

FOR DEPOT LEVEL USE ONLY 
ADAPTER-TORQUE, SERVO VALVE ADJUSTMENT .. 

FOR DEPOT LEVEL USE ONLY 
ADAPTER-TORQUE, ADJUSTING SPOOL 

FOR DEPOT LEVEL USE ONLY 
ADAPTER-TORQUE DRIVE-DOG LEVER 5СВЕМ .... 

FOR DEPOT LEVEL USE ONLY 
ADAPTER-TORQUE, SPANNER NUT 

FOR DEPOT LEVEL USE ONLY 
ADAPTER-TORQUE, REFERENCE SPRING COVER.. 

FOR DEPOT LEVEL USE ONLY 
ADAPTER-TORQUE, NO. 5 BEARING, OIL 

PRESSURE TUBE NUT 
ADAPTER-TORQUE, MAIN FUEL SUPPLY 

TRANSFER TUBE 

SUPERSEDES PWA 52769 


Change 15 2-77 


T.O. 2J-F100-94 


INDEX 1 514T040-01 


INDEX 3 6897130 INDEX 5 PWA 57760 
INDEX 4 6897131 


INDEX 15 PWA 70783 INDEX 16 PWA 70784 


42238 


FIGURE 35. ADAPTERS-CONTINUED 


2-78 Change 6 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 


NUMBER NUMBER DESCRIPTION ASSY CODE 


ADAPTERS-CONTINUED 
514T040-01 ADAPTER-PRESSURE TEST 
FOR DEPOT LEVEL USE ONLY 
2564556 FIXTURE-TEST, BELLOWS, АРС 
FOR DEPOT LEVEL USE ONLY 
6897130 ADAPTER-UNIVERSAL, TURNING 
FOR DEPOT LEVEL USE ONLY 
6897131 ADAPTER-UNIVERSAL, WELDING 
FOR DEPOT LEVEL USE ONLY 
PWA 57760 ADAPTER-NO. 5 BEARING SEAL SUPPORT 
CL-4-HK-4 . KNOB-HAND 
P&WA PART NO. PWA 57760-4 
PWA 57660-3 
PWA 57660-2 
MS35691-35 
MS35307-409 
MS35307-360 
PWA 57660-11 
MS16995-52 
MS16555-50 .. PIN 
PWA 70783 ADAPTER-ADJUSTMENT, AUGMENTOR SPRAY .... 
RING PINTELS 
PWA 70784 ADAPTER-ADJUSTMENT, AUGMENTOR SPRAY .... 
RING PINTELS 


= соо о г — A= 


= 


Change 6 2-79 


T.O. 2J-F100-94 


E INDEX 1 PWA 53902 3 INDEX 2 PWA 55131 


— 15Е 


15F — 


INDEX 9 PWA 55379 


INDEX 20 PWA 57225 


INDEX 16 PWA 56045 


FIGURE 36. ADAPTERS-CONTINUED 


2-80 Change 23 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


ол 


< 


PWA 53902 
MS9390-420 
PWA 53902-1 
PWA 55131 
AN806-6 
CL-21-KA-8LR 


PWA 55131-3 
DELETED 
DELETED 
DELETED 
PWA 55379 


MS35307-359 
MS9321-12 
PWA 55379-5 
CL-3816-KS 


PWA 55379-1 
PWA 55383 


MS16208-31 
MS15795-812 
MS51029-55 
PWA 55383-11 
MS51971-5 
MS9321-14 
PWA 55383-4 
MS16995-48 
PWA 55383-6 
PWA 55383-9 
MS51975-17 
PWA 55383-10 
PWA 55383-2 
PWA 55383-1 
PWA 56045 


MS9361-09 
92312D829 


PWA 56045-1 
PWA 57225 
MS16995-50 
MS35649-2254 
MS9967-11 
628XB-2-6-2 


222P-4-2 


PWA 57225-1 
MP3803-1 


ADAPTERS-CONTINUED 
ADAPTER-TORQUE CENC PULLEY 


. ADAPTER ASSY 
ADAPTER-RCVV MANUAL ACTUATION 


` CABLE ASSY 
P&WA PART NO. PWA 55131-2 
. ADAPTER ASSY 


ADAPTER-HOLDING NO. 3 BEARING FRONT SEAL.. 


RETAINING NUT 


'ADAPTER-TACKWELD, DIFFUSER CASE OUTER.... 


FRONT FLANGE 
FOR DEPOT LEVEL USE ONLV 


. ВАЗЕ ASSY 
ADAPTER-AP-7 THIRD BLADE RETAINER 
INSPECTION 
SUPERSEDED BY PWA 56103 
. МОТ 
. SCREW-SOCKET SET 
P&WA PART NO. PWA 56045-2 
. ADAPTER ASSY 


P&WA PART NO. PWA 57225-3 
. ТОВЕ ASSY 
. CONTAINER 

P&WA PART NO. PWA 57225-8 


= p. В со — — 0) — — — со со co со 


Change 23 


2-81 


T.O. 2J-F100-94 


INDEX 21 PWA 57608 


INDEX 20 PWA 55396 


INDEX 29 PWA 57609 


INDEX 30 PWA 57622 


101555 


FIGURE 37. ADAPTERS-CONTINUED 


2-82 Change 24 


эл? 


DD 2222222222252 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55395 


H-36-10 


PWA 55395-3 
CL-3-RP 


CL-5-QTS 
CL-3DP-X 
PWA 55395-7 
LS-1 

L-40-8 
MS16995-66 
PWA 55395-12 
CL-2-SCW 


PWA 55395-10 
HL-48-8 


PWA 55395-15 
PWA 55395-16 
H-36-16 

PWA 55395-1 
PWA 55400 
CL-3-CP 
CL-6-JN 
CL-1-SCW 
HL-48-12 
P-28-10 

PWA 55400-1 
PWA 55396 
PWA 55396-3 
PWA 55396-4 
PWA 55396-6 
PWA 55396-9 
PWA 55396-10 


LS-1 


TW-3 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


ADAPTERS-CONTINUED 
ADAPTER-DRILLING, DIFFUSER CASE OUTER 

REAR FLANGE 

FOR DEPOT LEVEL USE ONLY 


` SCREW-LOCK 
P&WA PART NO. 


. LINER-HEADLESS 
P&WA PART NO. 


'ADAPTER-DRILLING, DIFFUSER CASE INNER 
CASE FLANGE 
FOR DEPOT LEVEL USE ONLV 


P&WA PART NO. PWA 55400-3 
: WASHER-SWING C 

P&WA PART NO. PWA 55400-4 
. LINER-HEAD 

P&WA PART NO. PWA 55400-5 
. BUSHING-HEADLESS 

P&WA PART NO. PWA 55400-6 


ADAPTER-DRILLING, DIFFUSER CASE INNER 

REAR FLANGE 

FOR DEPOT LEVEL USE ONLV 
. BUSHING-SLIP RENEWABLE 

MAKE FROM S-32-12, MFD BV 80204 
. BUSHING-SLIP RENEWABLE 

MAKE FROM S-32-12, MFD BV 80204 
. BUSHING-SLIP RENEWABLE 

MAKE FROM S-32-12, MFD BV 80204 
. BUSHING-SLIP RENEWABLE 

MAKE FROM S-36-8, MFD BY 80204 
. BUSHING-SLIP RENEWABLE 

MAKE FROM S-36-8, MFD BV 80204 
. SCREW-LOCK 

P&WA PART NO. PWA 55396-5 


P&WA PART NO. PWA 55396-8 


USABLE 
ON 
CODE 


Change 24 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-82.2 


PART 
NUMBER 


HL-48-12 
L-56-12 
CL-2-SCW 


PWA 55396-1 
PWA 57608 
MS16555-28 
PWA 57608-6 


PWA 57608-4 


PWA 57608-1 
PWA 57608-8 
H-64-16 


PWA 57608-10 
PWA 57609 
PWA 57622 
PWA 57622-4 
PWA 57622-1 


Change 24 


UNITS 
PER 
DESCRIPTION ASSY 


. LINER-HEAD 
P&WA PART NO. PWA 55396-2 


P&WA PART NO. PWA 55396-11 
. WASHER-SWING С 
P&WA PART МО. PWA 55396-7 


. SOCKET 
MAKE FROM FDHB-160, MED BY 55719 


MAKE FROM A9-3, MFD BY 29440 
. ROD ASSY 


"ADAPTER-ANTI-ICE, RETAINING NUT 
ADAPTER-FAN SIMULATOR TO INT CASE 
. SCREW ASSY 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


16 
15 | 
| 
9221] 


NERF INDEX 14 PWA 55419 


18 21 22 
INDEX 17 PWA 55440 


INDEX 35 PWA 55443 INDEX 43 PWA 55441 


101735 


FIGURE 38. ADAPTERS-CONTINUED 


(2-83 Blank)/2-84 Change 24 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57623 
MS16555-48 
MS35307-332 
PWA 57623-16 
47816 


CL-1213-KS 


MS16995-53 
PWA 57623-8 
MS16555-61 
MS16995-84 
PWA 57623-2 
PWA 57623-1 
DELETED 
PWA 55419 
MS16555-7 
PWA 55419-1 
F-17870 


PWA 55440 


CL-6-JN 
CL-3-CP 
TW-3 
CL-1-SCW 
S-40-12 
HL-48-12 
PWA 55440-9 
PWA 55440-8 


PWA 55440-1 
PWA 55442 


MS16995-50 
MS16555-48 
MS16995-51 
CL-17-SHS 


PWA 55442-5 
PWA 55442-10 


PWA 55442-11 
MS16555-343 
MS16995-50 
PWA 55442-6 
PWA 55442-1 


UPC-520-H4-RC1 


PWA 55443 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


ADAPTERS-CONTINUED 
ADAPTER-TRUNNION, CORE ENGINE, FRONT 


P&WA PART NO. PWA 57623-13 
. KEENSERT 
P&WA PART NO. PWA 57623-10 


. CONTAINER 
P&WA PART NO. PWA 55419-3 
ADAPTER-DRILLING, DIFFUSER CASE INNER 
CASE FLANGE 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO 
. WASHER-SWING С 
P&WA PART МО 


`ADAPTER-MOMENT WEIGHT, 1ST STAGE 
COMPRESSOR BLADE 
FOR DEPOT LEVEL USE ONLY 


SUPERSEDES PWA 55442-5 
. REST-BLADE 


P&WA PART NO. PWA 55442-8 
ADAPTER-MOMENT WEIGHT, 2ND STAGE 
COMPRESSOR BLADE 
FOR DEPOT LEVEL USE ONLY 


USABLE 
ON 
CODE 


Change 8 


2-85 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-86 


PART 
NUMBER 


MS16995-50 
MS16555-48 
MS16995-51 
CL-17-SHS 


PWA 55443-5 
PWA 55443-12 


PWA 55443-10 
MS16555-343 
MS16995-50 
PWA 55443-4 
PWA 55443-1 
UPC-520-H5-RC1 


PWA 55441 


Change 8 


UNITS 
PER 
DESCRIPTION ASSY 


P&WA PART NO. PWA 55443-9 


. BODY 


SUPERSEDED BY PWA 55443-12 


SUPERSEDES PWA 55443-5 


. REST-BLADE 


| CONTAINER 


P&WA PART МО. PWA 55443-8 
ADAPTER-DRILLING, DIFFUSER CASE INNER 
REAR FLANGE 
FOR DEPOT LEVEL USE ONLY 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


<= => 


зс er к] ==, 
| Ne > 
| | `Q 
ST 22 808: 30—320 
[| l-i 25D kii 
25C INDEX 18 PWA 55446 INDEX 27 PWA 55447 


51115 


FIGURE 39. ADAPTERS-CONTINUED 
(SHEET 1 OF 2) 


(2-87 Blank)/2-88 Change 8 


T.O. 2J-F100-94 


INDEX 36 PWA 55448 ii 54 
| 
51— 201 «кешр 


INDEX 44 PWA 55573 INDEX 50 PWA 56572 


93049 


FIGURE 39. ADAPTERS-CONTINUED 
(SHEET 2 OF 2) 


Change 20 2-88.1 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-88.2 


PART 
NUMBER 


PWA 55444 


MS16995-50 
MS16555-48 
PWA 55444-5 


PWA 55444-10 


PWA 55444-12 
PWA 55444-11 
MS16995-36 
PWA 55444-6 
MS16995-51 
CL-17-SHS 


PWA 55444-1 
UPC-520-H5-RC1 


PWA 55445 


MS16995-50 
PWA 55445-4 
PWA 55445-3 


PWA 55445-10 


PWA 55445-12 
PWA 55445-11 
MS16995-36 
CL-17-SHS 


MS16555-46 
MS16995-51 
MS16555-48 
PWA 55445-1 
UPC-520-H5-RC1 


PWA 55446 


MS16995-49 
MS16995-51 
MS16555-48 
MS16555-47 
PWA 55446-5 
CL-1-SHS 


PWA 55446-2 
PWA 55446-10 
PWA 55446-12 


PWA 55446-11 
MS16995-36 


Change 8 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


ADAPTERS-CONTINUED 
ADAPTER-MOMENT WEIGHT, 3RD STAGE 
COMPRESSOR BLADE 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 52951 


SUPERSEDED BY PWA 55444-10 


. BODY 


SUPERSEDES PWA 55444-5 


| СОМТАМЕН 


P&WA PART NO. PWA 55444-8 
ADAPTER-MOMENT WEIGHT, 1ST STAGE 
TURBINE BLADE 
FOR DEPOT LEVEL USE ONLY 


. PLATE-FACE 
. CONTAINER 
P&WA PART NO. PWA 55445-9 
ADAPTER-MOMENT WEIGHT, 2ND STAGE 
TURBINE BLADE 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 55446-3 


. BODY 


SUPERSEDED BY PWA 55446-10 


ON 
CODE 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55446-1 
UPC-520-H5-RC1 


PWA 55447 


MS16995-51 
MS16995-50 
MS16555-48 
PWA 55447-6 
PWA 55447-5 


PWA 55447-10 


PWA 55447-12 
PWA 55447-11 
MS16995-36 
CL-1-SHS 


MS16555-41 
PWA 55447-1 
UPC-520-H5-RC1 


PWA 55448 


MS16995-51 
MS16995-50 
MS16555-48 
PWA 55448-6 
PWA 55448-5 


PWA 55448-9 


PWA 55448-11 
PWA 55448-10 
MS16995-36 
CL-2-SHS 


PWA 55448-1 
UPC-520-H5-RC1 


PWA 55573 


MS51971-5 
MS35307-414 
PWA 55573-5 
PWA 55573-1 
PWA 55573-2 
PWA 56572 


CL-2-CN 
CL-3-SW 
PWA 10001-3 


PWA 10001-6 
PWA 56572-1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


. PLATE-FACE 
. CONTAINER 
P&WA PART NO. PWA 55446-4 
ADAPTER-MOMENT WEIGHT, 3RD STAGE 
TURBINE BLADE 
FOR DEPOT LEVEL USE ONLY 
REPLACED BY PWA 56706 


SUPERSEDES PWA 55447-5 
. REST-BLADE 


. CONTAINER 
P&WA PART NO. PWA 55447-9 
ADAPTER-MOMENT WEIGHT, 4TH STAGE 
TURBINE BLADE 
FOR DEPOT LEVEL USE ONLY 
REPLACED BY PWA 56716 


SUPERSEDED BY PWA 55448-9 
. BODY 
SUPERSEDES PWA 55448-5 


. SCREW-SWIVEL HD 
P&WA PART NO. PWA 55448-4 
. PLATE-FACE 
. CONTAINER 
P&WA PART NO. PWA 55448-8 
ADAPTER-LIFT AND SUPPORT, FAN DRIVE 
TURBINE MODULE 
SUPERSEDES PWA 52427 
SUPERSEDED BY PWA 57392 


. RING ASSY-SPLIT 
. RING ASSY-SPLIT 
ADAPTER-ENGINE BUILD STAND 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 10001 
. NUT-COUPLING 
P&WA PART NO. PWA 56572-5 
. WASHER-SPHERICAL 
P&WA PART NO. PWA 56572-4 


USABLE 
ON 
CODE 


Change 22 


2-89 


T.O. 2J-F100-94 


INDEX 1 PWA 56564 INDEX 2 PWA 70714 


INDEX 3 PWA 70758 INDEX 4 PWA 56585 


“>. 


INDEX 5 PWA 56596 INDEX 6 PWA 57838 


66243 


FIGURE 39A. ADAPTERS-CONTINUED 


2-90 Change 12 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


ADAPTERS-CONTINUED 
PWA 56564 ADAPTER-TORQUE, AUGMENTOR NOZZLE 
SUPPORT 
SUPERSEDES PWA 53688 
PWA 70714 ADAPTER-HARDNESS INSPECTION, 
COMPRESSOR STATOR AND DUCT SEGMENTS 
FOR DEPOT LEVEL USE ONLY 
PWA 70758 ADAPTER-POWDER PORT, PLASMA SPRAY (220 ... 
AND 229) 
FOR DEPOT LEVEL USE ONLY 
PWA 56585 ADAPTER-NO. 3 BEARING AND GEAR ASSY 
RETAINING NUT 
SUPERSEDES PWA 50629 
REPLACED BY PWA 56688 
PWA 56596 ADAPTER-GRADUATED, NO. 3 BEARING 
CONTACT ANGLE 
SUPERSEDES PWA 51582 
PWA 57838 ADAPTER-HPC BLADE LOCK REMOVAL 


Change 20 2-91 


T.O. 2J-F100-94 


5 
| | 
4 
| 13 
2 INDEX 1 PWA 55584 INDEX 6 PWA 55589 


15 INDEX 14 PWA 55592 ne 
55 


28 
INDEX 24 PWA 70130 INDEX 29 PWA 57752 


6125 


FIGURE 40. ADAPTERS-CONTINUED 


2-92 Change 9 


DDD 


22222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55584 


43303 


MS35307-362 
MS16555-641 
PWA 55584-1 
PWA 55589 


43303 


MS35307-362 
PWA 55589-4 
PWA 55589-3 
PWA 55589-6 
MS51021-107 
PWA 55589-1 
PWA 55592 


43303 


MS35307-362 
PWA 55592-2 


PWA 55592-1 
PWA 55608 

MS29561-236 
PWA 55608-3 
PWA 55608-2 


PWA 55608-1 
PWA 70130 


CL-1-SCW 
HL-48-12 
H-28-12 


PWA 70130-1 
PWA 57752 


MS17987-C615 
MS17987-C415 
CL-21-KA-6-LR 


PWA 57752-1 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


ADAPTERS-CONTINUED 

ADAPTER-FLAME SPRAY, COMPRESSOR STATOR.. 
ARM BEARING, RIGHT 
FOR DEPOT LEVEL USE ONLY 


'ADAPTER-FLAME SPRAV, COMPRESSOR STATOR.. 


ARMS 
FOR DEPOT LEVEL USE ONLV 


` LOCATOR 
` LOCATOR 
` SETSCREW 


`ADAPTER-FLAME SPRAY, STATOR ARM BEARING, . 


LEFT 
FOR DEPOT LEVEL USE ONLY 


`ADAPTER-GAS BACK UP, DIFFUSER CASE 


MANIFOLD SEGMENTS 
FOR DEPOT LEVEL USE ONLY 


. PLUG ASSY 


ADAPTER-DRILL 10TH-13TH STAGE 
COMPRESSURE CASE REAR FLANGE 
REPLACEMENT 
FOR DEPOT LEVEL USE ONLY 

SUPERSEDES PWA 55604 
FOR SERIES 100 AND 200 ENGINES 


. WASHER-SWING C 


P&WA PART NO. PWA 70130-4 


P&WA PART NO. PWA 70130-2 


. BASE-ADAPTER 


ADAPTER-HOLDING, GEARBOX BUILD AND 
TRANS STAND 


P&WA PART NO. PWA 57752-4 


. ADAPTER 


Change 23 2-93 


T.O. 2J-F100-94 


INDEX 6 PWA 55726 


13 12 14 18 24 27 


INDEX 9 PWA 55865 INDEX 20 PWA 55866 


35 
36 


INDEX 28 PWA 57049 INDEX 34 PWA 57182 


13381 


FIGURE 41. ADAPTERS-CONTINUED 


2-94 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55690 


43303 


MS35307-362 
MS16555-651 
PWA 55690-1 
PWA 55726 


KA-4 


PWA 55726-1 
PWA 55865 


PWA 55865-7 
PWA 55865-8 
CL-22-KA-12LR 


MS51971-3 
PWA 55865-6 
MS9321-12 
PWA 55865-3 
PWA 55865-9 
PWA 55865-2 
PWA 55865-1 
PWA 55866 


MS51971-3 
MS9321-12 
PWA 55866-5 
PWA 55866-3 
PWA 55866-7 
PWA 55866-2 
PWA 55866-1 
PWA 57049 


MS16995-37 
MS16995-41 
MS9356-10 
PWA 57049-2 
PWA 57049-1 
PWA 57182 


LL-10 


PWA 57182-1 


DESCRIPTION 


ADAPTERS-CONTINUED 

ADAPTER-FLAME SPRAY ARM, COMPRESSOR 
STATOR LINKAGE 
FOR DEPOT LEVEL USE ONLY 


`ADAPTER-HOLDING, BREATHER PRESSURE 


VALVE 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 51194 


P&WA PART NO. PWA 55726-2 


. PLATE ASSY 


ADAPTER-PULLER, NO. 2 BEARING AND 
COUPLING ASSY 
SUPERSEDES PWA 51307 
SUPERSEDES PWA 53880 


'ADAPTER-PUSHER, NO. 2 BEARING AND 


COUPLING ASSV 
SUPERSEDES PWA 53881 


ADAPTER-TORQUE, BEVEL GEARSHAFT DRIVE.... 
DUPLEX BEARING NUT 
FOR DEPOT LEVEL USE ONLV 
SUPERSEDES PWA 50436 


` BRACKET 
` SHAFT-SPLINE 


ADAPTER-REDUCTION GEARBOX AIR FLOW 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 57182-2 


. BODY ASSY 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
ASSY CODE 


= ~ = = 02 Од — 


== љ = од — СОСО 


Сћапде 24 


2-95 


T.O. 2J-F100-94 


INDEX 18 PWA 57171 


INDEX 32 PWA 57362 INDEX 36 PWA 70513 


а E 


INDEX 37 PWA 71536 INDEX 38 PWA 51757 


Es” 


103668 


FIGURE 42. ADAPTERS-CONTINUED 


2-96 Change 25 


эээ п 


222222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55505 
CL-23-KA-12-4-R 


PWA 55505-27 
1400-J-12-A 


PWA 55505-3 
727-8-8 


CL-43-KA-10-5-R 
3286-8-12 
8-4FTX 


PWA 55505-10 
MS9068-011 
PWA 55505-20 
MS9068-010 
PWA 55505-28 
DELETED 
DELETED 
DELETED 
PWA 57171 


PWA 57171-14 
MS51971-2 
MS9321-11 
5100-87 


PWA 57171-3 
COR-14 


PWA 57171-1 
MS16995-52 
MS16555-50 
MS35307-340 
225-USS 


MS16995-50 
PWA 57171-6 
PWA 57362 


MS16555-28 
PWA 57362-1 
PWA 57362-4 
PWA 70513 


PWA 71536 


PWA 51757 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


ADAPTERS-CONTINUED 
ADAPTER-REAR COMPRESSOR VARIABLE VANE ... 
CYLINDER, MANUAL ACTUATION, EXTEND 


. CABLE ASSY 


P&WA PART NO 


P&WA PART NO 


. CABLE ASSY 


P&WA PART NO 


` PACKING 
` FITTING 


ADAPTER-RCVV INTERNAL BELLCRANK 
ACTUATION 
SUPERSEDED BY PWA 56647 


· NUT (AP) 
` WASHER (AP) 
` RING-RETAINING 


P&WA PART NO. PWA 57171-5 


. SHAFT-V-NOSE 


P&WA PART NO. PWA 57171-8 


. SCREW (AP) 


'ADAPTER-AIR SUPPLV MANIFOLD SUPPORT 


RETAINING NUT 


SOCKET-INNER 
. SOCKET-OUTER 


ADAPTER-SUPPORT, MACHINING, 11ТН STAGE .... 
COMPRESSOR STATOR 

ADAPTER-WELD, COMBUSTION CHAMBER INNER.. 
ASSY 
FOR DEPOT LEVEL USE ONLY 

ADAPTER-TORQUE, PRIMARY CONVERGENT 
NOZZLE BALL SCREW ACTUATOR, TURN € 
COUNT 


USABLE 


ON 


CODE 


Change 25 2-97 


T.O. 2J-F100-94 


INDEX 1 PWA 57102 INDEX 13 PWA 57103 


INDEX 36 PWA 55248 INDEX 43 PWA 57708 


110153 


FIGURE 43. ADAPTERS-CONTINUED 


2-98 Change 29 


2222022252 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57102 


PWA 57102-6 
1012-8C 


CL-23-KA-10.0- 
LR 

6C7- 
GPCT6FJX6PCT8 
FJX8.0 

PWA 57102-2 
PWA 57102-10 
MS9068-011 
MS9068-010 
PWA 57102-11 
PWA 57102-7 


PWA 57102-1 
MP390-H2-RC1 


PWA 57103 


CL-23-KA-10.0- 
LR 

PWA 57103-8 
PWA 57103-7 
6C7- 
6PCT6FJX6PCT8 
FJX8.0 

PWA 57103-10 
PWA 57103-11 
MS9068-010 
MS9068-011 
PWA 57103-4 
PWA 57103-5 
PWA 57103-1 
MP390-H2-RC1 


DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 


. CAPLUG 


` FITTING ASSY 
` CONTAINER 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


ADAPTERS-CONTINUED 
ADAPTER-REAR COMPRESSOR VARIABLE VANE ... 
CYLINDER, MANUAL ACTUATING, RETRACT 
SUPERSEDES PWA 53789 
FOR 220 ENGINES ONLY 


P&WA PART NO. PWA 57102-13 
REPLACES PWA 57102-5 


. CABLE ASSY 


P&WA PART NO. PWA 57102-4 


. HOSE ASSY 


P&WA PART NO. PWA 57102-3 


MAKE FROM RCL-8, MFD BY 99017 


. FITTING ASSY 
. CONTAINER 


P&WA PART NO. PWA 57102-12 
ADAPTER-REAR COMPRESSOR VARIABLE VANE ... 
CYLINDER, MANUAL ACTUATION, EXTEND 
SUPERSEDES PWA 55505 
FOR 220 ENGINES ONLY 


. CABLE ASSY 


P&WA PART NO. PWA 57103-6 


` HOSE ASSY 
P&WA PART NO. PWA 57103-6 


== N N N N = № 


P&WA PART NO. PWA 57103-12 


Change 23 2-99 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


22222 


ол? 


PWA 62502 
PWA 62502-5 
NAS1756-24 
CL-22KA-12-LR 


10-552943-17G 
PWA 56071 
MS29513-218 
PWA 62502-1 
660-024M19R6- 
19 
TVS01RK9-11SN 


202A163-12-00 


68420-19-4-4B 
HT105- 
7302510013-11 
PO135- 
7203510013-09 
CL-22KA-12-LR 


NAS1756-24 
FIT-600-3/8 


2815/8 


202A153-12-00 


FIT-600-1/2 
FIT-600-5/8 
FIT-600-3/4 


660-021M16R6- 
17 


M83723-87-R- 
1610N 
M83723-15-S-16 


MP-380-H3-RC1 


PWA 55248 


AN816-4-4K 


2-100 Change 21 


ADAPTER-IGNITION TEST 


. САР ASSY-OPEN CIRCUIT 
.. STREAMER ASSY 


P&WA PART NO. PWA 62502-5-2 


.. CAP-RECEPTACLE PROTECTION 


P&WA PART NO. PWA 62502-5-1 


. IGNITER-END САР AUGMENT 


` CABLE ASSY 
.. CAP-PROTECTION 


P&WA PART NO. PWA 62502-1-1 
SUPERSEDES 10-552943-19G 
P&WA PART NO. PWA 62502-1-1 


.. PLUG-STRAIGHT 


P&WA PART NO. PWA 62502-1-2 
P&WA PART NO. PWA 62502-1-4 
SUPERSEDES 202A163-12 

P&WA PART NO. PWA 62502-1-4 


P&WA PART NO. PWA 62502-1-3 


.. OVERLAY-CLEAR TAG 


P&WA PART NO. PWA 62502-1-5 


.. TAG-WHITE BACKGROUND 


P&WA PART NO. PWA 62502-1-6 
P&WA PART NO. PWA 62502-1-14 


.. STREAMER ASSY 
.. JACKET-NEOPRENE 


P&WA PART NO. PWA 62502-1-13 


.. CABLE-20AWG SHIELDED 


P&WA PART NO. PWA 62502-1-12 


P&WA PART NO. PWA 62502-1-10 
SUPERSEDES 202A153-12 
P&WA PART NO. PWA 62502-1-10 


.. JACKET-NEOPRENE 


P&WA PART NO. PWA 62502-1-16 


.. JACKET-NEOPRENE 


P&WA PART NO. PWA 62502-1-17 


.. JACKET-NEOPRENE 


P&WA PART NO. PWA 62502-1-18 


P&WA PART NO. PWA 62502-1-9 
SUPERSEDES MS27298-4 


.. PLUG-STRAIGHT 


P&WA PART NO. PWA 62502-1-8 


.. BACKSHELL 


P&WA PART NO. PWA 62502-1-7 


. CONTAINER 


P&WA PART NO. PWA 62502-8 
SUPERSEDES UPC-540-H1-RC1 
P&WA PART NO. PWA 62502-2 


ADAPTER-PRESSURE TEST, NO. 4 BEARING 
SCAVENGE TUBE FERRULE, REOPERATION 


FOR DEPOT LEVEL USE ONLY 


. NIPPLE 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


NAS607-4-5 
MS9068-112 
CL-5-HK4T 


PWA 55248-5 
PWA 55248-1 
PWA 57708 


604 


MS51960-67 
PWA 57708-7 
MS35691-63 
PWA 57708-9 
MS51975-9 
PWA 57708-3 


PWA 57708-2 
PWA 57708-1 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


. PIN-DOWEL 
. PACKING 
. HANDKNOB ASSY 


P&WA PART NO. PWA 55248-3 


` BLOCK-BASE 


ADAPTER-FDT MODULE TO STAND SHAFT LIP 
SUPERSEDES PWA 51719 
SUPERSEDED BY PWA 57839 


Change 21 2-101 


T.O. 2J-F100-94 


INDEX 1 PWA 57657 


INDEX 32 PWA 57781 


INDEX 47 PWA 56562 


INDEX 34 PWA 56516 


96850 


FIGURE 44. ADAPTERS-CONTINUED 


2-102 Change 21 


DDD 


2222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57657 
CL-1-F 
CL-1-C-7.0 


PWA 57657-17 
NASA1091A30 


Y5-0-S 


4521-18-180-2 


MS51971-2 
5100-87H 


LHSS-14 


PWA 57657-3 
PWA 57657-4 
MS35307-340 
MS16995-50 
225-USS 


MS16555-50 
MS16995-52 
PWA 57657-21 
MS16555-47 
MS16555-46 
PWA 57657-1 
PWA 55392 


PWA 55392-4 
MS51967-14 
31905 


PWA 55392-9 
PWA 55392-2 
MS51975-29 
PWA 55392-6 
MS16997-44 
PWA 55392-1 
PWA 57781 
PWA 57814 
MS24677-39A 
MS51480-01 
PWA 57814-2 
PWA 57814-1 
PWA 56516 


39707 


PWA 51209-9 
MS16996-41 
MS16555-33 
PWA 51209-6 
PWA 51209-4 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


ADAPTERS-CONTINUED 
ADAPTER-RCVV INTERNAL BELLCRANK 
ACTUATION 


` STREAMER 


P&WA PART NO. PWA 57657-16 


. SCREW-SOCKET HD CAP 


P&WA PART NO. PWA 57657-15 
SUPERSEDES MS16995-2 


. SPRING-CLIP 


P&WA PART NO. PWA 57657-14 


. RING-RETAINING 


P&WA PART NO. PWA 57657-5 


P&WA PART NO. PWA 57657-2 
. SHAFT-NOSE, VEE 


ADAPTER-TACKWELD, DIFFUSER CASE, REAR 
INNER FLANGE 
FOR DEPOT LEVEL USE ONLY 

. ADJUSTER 


P&WA PART NO. PWA 55392-8 
. WASHER-STOP 


`ADAPTER-INSTALLATION TOOL 
ADAPTER-FDT CASE 


. CROSSBAR 
ADAPTER-LIFTING, FRONT HUB AND INLET CASE .. 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 51209 
. NUT-SPHERICAL FLANGE 
P&WA PART NO. PWA 51209-10 


ышы а em ADAN 


MAKE FROM 27903, MFD BY 94882 


Change 21 


USABLE 
ON 
CODE 


7777917 


22222 


Т.О. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-102.2 


PART 
NUMBER 


MS16637-28 
PWA 51209-2 
MS16555-345 
PWA 51209-7 
PWA 56516-2 
PWA 56516-3 
PWA 56562 


92391A054 
CL-23-KA-7.0-L 


PWA 56562-1 


Change 20 


UNITS 
PER 
DESCRIPTION ASSY 


`ADAPTER-LIFT AND TRUNNION 
SUPERSEDED BY PWA 26147 


P&WA PART NO. PWA 56562-2 
. CABLE ASSY 

P&WA PART NO. PWA 56562-3 
. ADAPTER 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


= II 


INDEX 1 PWA 56801 


ë 


106502 


FIGURE 45. ADAPTERS-CONTINUED 


(2-103 Blank)/2-104 Change 27 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


ADAPTERS-CONTINUED 
PWA 56801 ADAPTER-TORQUE, OIL FILTER SHUTOFF VALVE .. 


Change 27 2-105 


T.O. 2J-F100-94 


| 1 > [ 1⁄2 
/ 4; Na 
21 E ЕЕ Y : | 
4 i = 
в = 
37 TË сода a 
NAN | 
30 
{з 
34 Ра 35 


INDEX 1 PWA 8815 r= INDEX 44 PWA 56805 


104911 


FIGURE 46. ADAPTERS-CONTINUED 


2-106 Change 26 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 8815 


EAM 3800-1 


PWA 16020-20 
PWA 53742 


MS35289-8 


0.562X0.38-0.047 


MS16995-36 
PWA 53742-30 


PWA 53742-25 
PWA 53742-35 
CL-23-KA-9LR 


PWA 53742-36 


NAS607-1-3 
PWA 53742-24 
1.0X0.50X0.062 


PWA 53742-34 
PWA 53742-26 
PWA 53742-29 
5133-18 


PWA 53742-27 
PWA 53742-14 
MS35289-32 
PWA 53742-11 
MS16995-50 
MS35289-33 
PWA 53742-19 


MS35691-11 
PWA 53742-16 
PWA 53742-21 
MS16995-48 
PWA 53742-13 


MS35289-42 
PWA 53742-2 


NAS607-3-12 
PWA 53742-4 
NAS1352-03-6 
PWA 53742-10 
PWA 53742-5 
NAS607-3-12 
16-Y-01 


PWA 53742-7 
MS16995-48 
PWA 53742-1 
PWA 56805 


DESCRIPTION 


ADAPTERS-CONTINUED 
ADAPTER-ASSY, NO. 5 BEARING WRENCHES, 
ADAPTERS AND HORIZONTAL SUPPORT 


. ROLLER-ENGINE MAINTENANCE AND OVERHAUL . 


(HORIZONTAL) 
P&WA PART NO. PWA 8662 
SEE FIG. 001 FOR DETAIL PARTS 
. SCREW-CAP, SOCKET HD, SELF-LOCKING 
0.562-18 X 1.380 IN. LONG (AP) 
. SUPPORT-NO. 5 BEARING AND SEAL NUT 
WRENCHES (HORIZONTAL) 


.. SPRING-EXTENSION 
P&WA PART NO. PWA 53742-28 


.. CABLE ASSY 
P&WA PART NO. PWA 53742-37 
.. PIN-QUICK RELEASE 
MAKE FROM MS17984-C608, MFD BY 96906 


.. RING-RETAINING (АР) 
P&WA PART NO. PWA 53742-31 
.. LEVER ASSY 


.. CLAMP ASSY 
.. PLATE ASSY 
.. SCREW (AP) 
.. PIN-DOWEL 
MAKE FROM MS6555-383, MFD BY 96906 


.. SCREW (АР) 
.. SCREW ASSY 


.. BEARING 
P&WA PART NO. PWA 53742-9 


KEVWASHER 
FOR DEPOT LEVEL USE ONLV 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
ASSY 


D D б D ~ = ~ Na о — 0) 


оо — Со 


- 


ON 
CODE 


Change 26 


T.O. 2J-F100-94 


INDEX 1 PWA 51103 


INDEX 5 PWA 56057 
INDEX 10 PWA 53788 


23 24E 


21 
INDEX 18 PWA 53789 
(2 INDEX 24 PWA 55157 


101556 


FIGURE 47. ADAPTERS-CONTINUED 
(SHEET 1 OF 2) 


2-108 Change 24 


T.O. 2J-F100-94 


INDEX 25 PWA 51115 


F-51123 


FIGURE 47. ADAPTERS-CONTINUED 
(SHEET 2 OF 2) 


Change 8 2-108.1 


7779779 


T.O. 2J-F100-94 


FIGURE 
8 INDEX 
NUMBER 


2-108.2 


PART 
NUMBER 


PWA 51103 
PWA 51103-1 
MS9021-027 
PWA 56639 
PWA 56057 
DELETED 
DELETED 
DELETED 
DELETED 
PWA 53788 
CL43-KA-10-7LR 
CL23-KA-10LR 
B-203-10 
1012-10C 


MS9314-06 
AN821-65 


6C7-6FJX-10FJX- 


8 
PWA 53789 


5/8 SC 
1012-8C 
CL23-8LR 


6C7-6FJX90- 
8FJX-8 
AN806-C6 
PWA 55157 


LL10 


12A 
LCO80L-12 


PWA 55157-3 
PWA 55157-1 
PWA 51115 


PWA 51115-18 
202K 


MS51975-19 
MS51971-2 
MS35338-140 
PWA 51115-17 
MS51975-23 
R6-77R6 


MS16995-96 
MS35338-143 


Change 24 


ОМІТ | USABLE 


PER 
DESCRIPTION ASSY 


ADAPTERS-CONTINUED 
ADAPTER-MAIN GEARBOX BREATHER LINE 
FLANGE, AIR AND VACUUM 


. PLATE ASSY 


'ADAPTER-AUGMENTOR NOZZLE ACTUATOR 


DRIVE 
ADAPTER-BELLMOUTH, EXTENSION DUCT 
FOR DEPOT LEVEL USE ONLV 


ADAPTER-REAR COMPRESSOR VARIABLE VANE... 
CYLINDER MANUAL ACTUATION, EXTEND 
SUPERSEDES PWA 51412 


. CABLE ASSY 


P&WA PART МО. PWA 53788-5 


. CABLE ASSY 


P&WA PART NO. PWA 53788-7 


` HOSE ASSY 


P&WA PART МО. PWA 53788-2 
ADAPTER-REAR COMPRESSOR VARIABLE VANE ... 
CYLINDER MANUAL ACTUATION 
SUPERSEDED BY PWA 57102 


P&WA PART МО. PWA 53789-1 


. CABLE ASSY 


P&WA PART МО. PWA 53789-4 


. HOSE ASSY 


P&WA PART МО. PWA 53789-2 


ADAPTER-ENGINE WATER WASH, AP2 AND AP3 ... 
BORESCOPE 
. PLUG-SERIES 3000 
P&WA PART МО. PWA 55157-4 


P&WA PART NO. PWA 55157-2 


. TUBE ASSY 
. PIPE ASSY 


ADAPTER-BALANCE, REAR COMPRESSOR REAR .. 
HUB 
FOR DEPOT LEVEL USE ONLY 


. PIN-DOWEL 


ON 
CODE 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 


& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


MS16995-81 
MS35338-141 
PWA 51115-33 
PWA 51115-29 
R6-77R6 


аа а 5 ~ 


MS16995-78 
PWA 51115-28 
MS16995-81 
MS35338-141 
PWA 51115-30 
PWA 51115-27 
MS51959-64 
PWA 51115-9 
207K 


N D + = = D ND № 


MS51971-2 

MS35338-140 

PWA 51115-15 

MS51975-24 

MS51959-64 

PWA 51115-12 

PWA 51115-21 . BASE ASSY 

PWA 51115-34 . CONTAINER-STORAGE 


=== O ROA A 


Change 8 2-109 


T.O. 2J-F100-94 


INDEX 1 PWA 57635 


INDEX 15 PWA 57635-13 


INDEX 32 PWA 57617-15 


INDEX 19 PWA 57528 


INDEX 39 PWA 70971 


INDEX 38 PWA 70970 


72687 


FIGURE 48. ADAPTERS-CONTINUED 


Change 14 


2-110 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57635 
PWA 57635-22 


PWA 57635-8 
PWA 57635-2 
47816 


PWA 57635-21 
PWA 57635-18 


PWA 57635-15 
PWA 57635-16 
PWA 57635-20 


32904 
33510 
47818 


PWA 57635-14 
PWA 57635-13 
MS16995-50 
PWA 57635-13-1 
PWA 57635-13-2 
PWA 57528 


PWA 57528-11 
PQ-16 


PWA 57528-9 
PWA 57528-8 
PWA 57528-7 


MS16995-36 
PWA 57528-6 
PWA 57528-5 
MS16995-36 
PWA 57528-1 
PWA 57528-2 


PWA 57528-4 
PWA 57617-15 


MS51971-3 
MS51975-34 
PWA 57617-15-1 
PWA 57617-5 
PWA 57617-4 
PWA 70970 


PWA 70971 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


ADAPTERS-CONTINUED 
ADAPTER-TRUNNION, CORE ENGINE REAR 


. SCREW-HEX HD 


MAKE FROM MS90725, MFD BY 96906 


. SEGMENT-RING 
. SEGMENT-RING 


P&WA PART NO. PWA 57635-6 


. SCREW-SOC HD 


MAKE FROM MS16997-100, MFD BY 96906 


. SCREW-SOC HD 


MAKE FROM MS16997-97, MFD BY 96906 


. CROSSBAR ASSY 
. TRUNNION ASSY 


P&WA PART МО. PWA 57635-4 


. THUMBSCREW-TOGGLE 


P&WA PART NO. PWA 57635-17 


. INSERT-KEYLOCKING 


P&WA PART МО. PWA 57635-5 


| PLATE-LOAD ADAPTER 
. RING-LOAD ADAPTER 


TOOL ASSY-LO TURBINE TIE BOLTS 
SEE FIG. 519 FOR NHA 


. ADAPTER-TORQUE 


MAKE FROM FRDH 141, MFD BY 90191 


. THUMBSCREW 


P&WA PART NO. PWA 57528-10 


. SCALE ASSY 
. WRENCH ASSY 
. PIN-DOWEL 


MAKE FROM MS16555-77, MFD BY 96906 


. SEGMENT-NUT HOLDING 
. BEARING ASSY 
MAKE FROM AA627-5, MFD BY 8E733 
. RING-BOLT HOLDING 
ADAPTER-LOAD ASSY 
FOR DEPOT LEVEL USE ONLY 


| ВВАСКЕТ ASSY-RIGHT REAR 
. BRACKET ASSY-LEFT REAR 


ADAPTER-RIVETING, INLET STAGE REAR 
COMPRESSOR STATOR SYNC RING BUMPER 

ADAPTER-RIVETING, 4TH AND 5TH STAGE REAR .. 
COMPRESSOR STATOR SYNC RING BUMPER 


Change 14 2-111 


T.O. 2J-F100-94 


INDEX 10 PWA 57659-9 
INDEX 28 PWA 57766-9 


ў INDEX 14 PWA 57659-10 


INDEX 32 PWA 57766-10 


— 18 


ес. 


е 


INDEX 16 PWA 57744 INDEX 19 PWA 57766 


31435 


FIGURE 49. ADAPTERS-CONTINUED 


2-112 Change 3 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57659 
CL-21-KA-8.00L 
PWA 57659-3 


PWA 57659-1 
PWA 57659-5 


PWA 57659-8 
PWA 57659-7 
PWA 57659-11 
PWA 57659-6 
PWA 57659-9 
MS51971-3 
MS51975-33 
PWA 57659-8-1 
PWA 57659-10 
AHT56064 


PWA 57744 
PWA 57744-2 
PWA 57744-1 
PWA 57744-3 
PWA 57766 


CL-23-KA-8.0-LR 
PWA 57766-3 
PWA 57766-5 


PWA 57766-8 
PWA 57766-7 
PWA 57766-4 
PWA 57766-6 
PWA 57766-1 
PWA 57766-9 
MS51971-3 
MS51975-33 
PWA 57766-9-1 
PWA 57766-10 


DESCRIPTION 


ADAPTERS-CONTINUED 
ADAPTER ASSY 

SEE FIG. 517 FOR NHA 
. CABLE ASSEMBLY 

P&WA PART NO. PWA 57659-2 

. PIN-QUICK RELEASE 

MAKE FROM MS17984C610, MFD BY 96906 
. ARM ASSEMBLY 
. PIN-QUICK RELEASE 

MAKE FROM MS17984C615, MFD BY 96906 


` SLIDE ASSEMBLY 
ADAPTER ASSY 


ADAPTER ASSY-A/M37-T20 TEST CELL 

P&WA PART NO. PWA 56064 
ADAPTER-TORQUING, ROD SPANNER NUT 
. PIN-DOWEL 


ADAPTER-LIFT AND TRUNNION, FDT MODULE 
SEE FIG. 517 FOR NHA 
. CABLE ASSEMBLY 
P&WA PART NO. PWA 57766-2 
. PIN-QUICK RELEASE 
MAKE FROM MS17984C610, MFD BY 96906 
. PIN-QUICK RELEASE 
MAKE FROM MS17984C615, MFD BY 96906 


| PLATE-ADAPTER ASSEMBLY 
ADAPTER ASSY 


Т.О. 2J-F100-94 


UNITS| USABLE 


PER 


ASSY CODE 


ааа ГГ SN 


аа = A 


а 2 о Гаа де ~ 


Change З 


ON 


2-113 


T.O. 2J-F100-94 


INDEX 1 PWA 57650 


52686 


FIGURE 50. ADAPTERS-CONTINUED 


2-114 Change 8 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57650 


MS16555-24 
PWA 57650-19 
MS16555-30 
PWA 57650-22 
PWA 57650-31 
MS16555-31 
PWA 57650-49 


MS16555-44 
PWA 57650-27 
PWA 57650-32 
CL-13-RB 


PWA 57650-50 


PWA 57650-55 


MS16995-4 
PWA 57650-39 
PWA 57650-41 


PWA 57650-43 
PWA 57650-37 
MS16995-36 
PWA 57650-1 
MS16996-15 
MS16995-36 
PWA 57650-16 


PWA 57650-53 


MS24671-23 
MS24677-26 
CL-13-RB 


PWA 57650-48 
PWA 57650-45 
PWA 57650-42 
PWA 57650-44 


PWA 57650-47 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


ADAPTERS-CONTINUED 


ADAPTER SET-REMOVE/INSTALL VARIOUS 


RETAINING NUTS 
SUPERSEDES PWA 50307 
SUPERSEDES PWA 51877 
SUPERSEDES PWA 52671 
SUPERSEDES PWA 52672 
SUPERSEDES PWA 52747 
SUPERSEDES PWA 57438 
REPLACED BY PWA 57807 


E ADAPTER ASSEMBLY 
. REST BUTTON 


P&WA PART NO. PWA 57650-40 


. KEY RING 


REPLACES PWA 57650-46 
SUPERSEDED BY PWA 57650-55 


. KEY RING 


SUPERSEDES PWA 57650-50 


. SCREW (AP) 


. SCREW (АР) 


MAKE FROM MS16997-9, MFD BY 96906 


. RETAINER 

. RING SEGMENT 
. SCREW (AP) 

. SUB BASE 


. REST BUTTON 


P&WA PART NO. PWA 57650-40 


. RETAINER 


. SCREW (АР) 
MAKE FROM MS16997-10, MED BY 96906 


Change 8 


USABLE 
ON 
CODE 


2-114.1/(2-114.2 Blank) 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PWA 57650-6 
MS16995-36 
PWA 57650-33 
MS24671-32 
PWA 57650-7 
PWA 57650-50 


PWA 57650-55 
SUPERSEDES PWA 57650-50 
MS16995-4 . SCREW (АР) 
PWA 57650-35 і 
PWA 57650-5 в 
РУМА 57650-41 . SCREW (АР) 
MAKE FROM MS16997-9, MFD BY 96906 
PWA 57650-23 . RETAINER 
PWA 57650-8 
PWA 57650-34 


Change 6 2-115 


T.O. 2J-F100-94 


се» 
Ж — 


INDEX 1 GS22430-1 


В 


INDEX 3 GS22429-1 


2-4 7 


INDEX 4 PWA 54147 


INDEX 27 PWA 56646 


87514 


FIGURE 51. ADAPTERS-CONTINUED 


2-116 Change 18 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


GS22430-1 
GS22433-1 
GS22429-1 
PWA 54147 


32307 


PWA 54147-12 
MS16555-31 
PWA 54147-14 
PWA 54147-16 
PWA 54147-15 
PWA 54147-17 
PWA 54147-9 
MS16997-64 
MS16997-66 
PWA 54147-11 
LE-0497D-7 


91792D192 


PWA 54147-7 
MS16997-61 
PWA 54147-6 
PWA 54147-4 
MS16997-62 
MS16555-48 
MS16555-45 
47506 


PWA 54147-1 
PWA 56646 


DESCRIPTION 


ADAPTERS-CONTINUED 
ADAPTER-DEPTH MICROMETER 

FOR DEPOT LEVEL USE ONLY 
ADAPTER-DILLON GAGE 

FOR DEPOT LEVEL USE ONLY 
ADAPTER-TORQUE 

FOR DEPOT LEVEL USE ONLY 
ADAPTER-UNIVERSAL, EDDY CURRENT 

INSPECTION 

FOR DEPOT LEVEL USE ONLY 


. SPRING-EXTENSION 


P&WA PART NO. PWA 54147-7 


. SCREW (AP) 


P&WA PART NO. PWA 54147-23 


. PLATE-GUIDE 
. SCREW (AP) 
. PLATE-NUT 

. POST ASSY 

. SCREW (AP) 


`ADAPTER-VACCUM CHECK, NO. 4 BRG 
COMPARTMENT 
SUPERSEDES PWA 8151 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 


ASSY CODE 


N — O — — 00 0) 02 N СО -а QD СО å å å å å а = 


— = 


Сћапде 18 


ON 


2-117 


T.O. 2J-F100-94 


1 


INDEX 17 PWA 57504— 


INDEX 2 PWA 57504-7 


INDEX 41 PWA 57504-6 


INDEX 28 PWA 57504-8 


Es” 


INDEX 1 PWA 57504 


106503 


FIGURE 52. ADAPTERS-CONTINUED 


Change 27 


2-118 


по DD 


по DD 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57504 


PWA 57504-7 
PWA 57504-7-4 
MS9460-101 
MS51021-102 
PWA 57504-2-1 
PWA 57504-2-12 
PWA 57504-2-7 


5100-12 


PWA 57504-7-3 
PWA 57504-7-2 
PWA 57504-2-14 
PWA 57504-2-5 


PWA 57504-2-4 
PWA 57504-2-3 
PWA 57504-2-9 


PWA 57504-2-2 
PWA 57504-1 
MS16555-17 
PWA 57504-1-8 
MS35649-204 
PWA 57504-1-6 
MS16555-17 
5100-25 


PWA 57504-1-4 
LC-022D-6 


PWA 57895-1-1 


PWA 57504-1-7 
PWA 57504-8 


PQ-16 

PWA 57504-4-1 
MS51959-61 
PWA 57504-4-6 
PWA 57504-4-8 
PWA 57504-4-3 
ANSI L-40-6 
CL-1-BSS 
CL-1A-FSS-N 
PWA 57504-8-1 


MS18211-44C 
DELRIN 500 


PWA 57504-6 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


ADAPTERS-CONTINUED 

ADAPTER-TORGUE SET, INSTALL AND REMOVE ... 
HI TURBINE TIEBOLTS 
SEE FIG. 538-24A FOR NHA 

. МОТ STARTER ASSY 


.. RETAINER 
.. GEAR-SPUR 

MAKE FROM Р72$7-50, MFD BY 29440 
.. PLATE-COVER 


MAKE FROM Р72$7-50, MFD ВУ 29440 
.. PLATE-COVER 
. CRIMPER ASSY 


.. RING-RETAINER 
P&W PART МО. PWA 57504-1-5 


. TORQUE ADAPTER ASSY 
SUPERSEDES PWA 57504-4 
.. THUMBSCREW 
P&W PART NO. PWA 57504-4-7 
.. SCALE ASSY 


.. WRENCH ASSY 
.. LINER-HEADLESS 

P&W PART NO. PWA 57504-4-2 
.. SCREW-SOCKET TOGGLE 

P&W PART NO. PWA 57504-4-10 


P&W PART NO. PWA 57504-4-11 
.. LOCATOR RING ASSY 
SUPERSEDES PWA 57504-4-4 


... RING-LINER 
P&W PART NO. PWA 57504-4-4-2 
. NUT HOLDING ASSY 


Change 27 2-119 


T.O. 2J-F100-94 


UNITS| USABLE 


FIGURE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PWA 57504-6-1 .. BUSHING 32 
27 
9 
1 


MAKE FROM P4506, MFD BY 94882 


MS16995-37 
PWA 57504-3-2 
PWA 57504-6-2 


2-120 Change 3 


T.O. 2J-F100-94 


INDEX 3 PWA 56687 INDEX 4 PWA 56688 


INDEX 5 PWA 71303 INDEX 6 PWA 71329 


90099 


FIGURE 52A. ADAPTERS-CONTINUED 


(2-120.1 Blank)/2-120.2 Change 19 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


ADAPTERS-CONTINUED 
PWA 57851 ADAPTER-MOMENT WEIGHT, FAN DRIVE ТОВВІМЕ. 
BLADE, 4TH STAGE 
FOR DEPOT LEVEL USE ONLY 
REPLACES PWA 57758 
PWA 71089 ADAPTER-CALIBRATION WEIGHT, 4TH AND 5TH.... 
STAGE DRUM ROTOR 
FOR DEPOT LEVEL USE ONLY 
PWA 56687 ADAPTER-ASSY/DISASSY, FRONT COMPRESSOR .. 
HUB BALANCE BEARING NUT 
FOR DEPOT LEVEL USE ONLY 
PWA 56688 ADAPTER-ASSY/DISASSY, МО. 3 BEARING INNER .. 
RACE NUT 
REPLACES PWA 50629 
REPLACES PWA 56585 
PWA 71303 ADAPTER-STRESS RELIEF, CHAMBER 
COMBUSTION OUTER, ASSY OF 
FOR DEPOT LEVEL USE ONLY 
PWA 71329 ADAPTER-WELD, CHAMBER, COMBUSTION, ASSY . 
OF 
FOR DEPOT LEVEL USE ONLY 


Change 20 2-120.3 


T.O. 2J-F100-94 


INDEX 1 PWA 56677 INDEX 2 PWA 57906 


INDEX 3 PWA 56676 INDEX 4 PWA 56675 


INDEX 5 PWA 71088 INDEX 6 PWA 71478 


ww 


97549 


FIGURE 52B. ADAPTERS-CONTINUED 


2-120.4 Change 22 


PART 


NUMBER 


PWA 56677 


PWA 57906 


PWA 56676 


PWA 56675 


PWA 71088 


PWA 71478 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


ADAPTERS-CONTINUED 
ADAPTER-NO. 3 BEARING FRONT SEAL SEAT 
RETAINING NUT 
SUPERSEDES PWA 53859 
ADAPTER-TORQUE, REMOVE AND INSTALL, 
VARIOUS NUTS 
SUPERSEDES PWA 57807 
ADAPTER-NO. 4 BEARING OIL SCAVENGE 
TRANSFER TUBE 
SUPERSEDES PWA 52667 
ADAPTER-TORQUE, NO. 4 OIL PRESSURE TUBE ... 
SUPERSEDES PWA 52686 
ADAPTER-STATIC BALANCE, 4TH AND 5TH STAGE . 
DRUM ROTOR 
FOR DEPOT LEVEL USE ONLY 
ADAPTER-PIN, DIFFUSER CASE INSTALL/REMOVE . 
FOR DEPOT LEVEL USE ONLY 


Change 22 2-121 


T.O. 2J-F100-94 


INDEX 1 PWA 57740 INDEX 35 PWA 56652 


INDEX 34 PWA 56651 
INDEX 20 PWA 57542 84474 


FIGURE 53. ADAPTERS-CONTINUED 


2-122 Change 19 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57740 


MS35307-413 
MS9321-14 
21505 

PWA 57740-3 
MS51959-65 
MS16995-81 
1185-6CN-0562 
PWA 57740-5 
PWA 57740-1 
PWA 57383 
28232 

70213 


PWA 57383-6 
PWA 57383-5 


GF678 
CL-2-SHS 
PWA 57383-2 


PWA 57383-1 
1500 


PWA 57542 
GFC22A 


PWA 57542-15 
GF678 


MS16555-630 
PWA 57542-9 


MS51957-63 
CL-2-SHS 


PWA 57542-2 
MS16555-628 
PWA 57542-8 
PWA 57542-7 
PWA 57542-1 
1500BK 

PWA 56651 


PWA 56652 


` RING ASSY 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


ADAPTERS-CONTINUED 
ADAPTER-OUTER FAN DUCTS 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 52499 


== © о © + со оо © со 


ADAPTER-TORQUE, NO. 4 ВВС OIL PRESSURE .... 
TUBE 
SUPERSEDES PWA 55241 


P&W PART NO. PWA 57383-7 


. CROWFOOT 
. EXTENSION ASSY 


MAKE FROM GFX11A, MFD BY 55719 


P&W PART NO. PWA 57383-4 


. SCREW-SWIVEL HD 


P&W PART NO. PWA 57383-3 


. TORQUE ASSY 


MAKE FROM GFX3, MFD BY 55719 


. CROSSBAR 
. CONTAINER 


P&W PART NO. PWA 57383-9 
ADAPTER-TORQUE, NO. 4 BEARING OIL 
PRESSURE TUBE 


. CROWFOOT 


P8W PART NO. PWA 57542-16 


. EXTENSION ASSY 


` PALMGRIP 
MAKE FROM PN 20905, MFD BY 94882 


РАМУ PART МО. PWA 57542-6 


. TORQUE ASSY 


. CONTAINER 


РАМУ PART МО. PWA 57542-13 
ADAPTER-VACUUM CHECK, МО. 1 BRG COMPT .... 
SUPERSEDES PWA 52748 
ADAPTER-VACUUM CHECK, МО. 5 BRG COMPT .... 
SUPERSEDES PWA 51376 


Change 27 2-123 


T.O. 2J-F100-94 


— 


03 
59 
CO 


INDEX 2 GS21620-1 
INDEX 3 GS21621-1 


INDEX 6 GS21633-1 
INDEX 8 GS22403-1 


INDEX 1 GS21612-1 


> ІМОЕХ 7 PWA 70803 
INDEX 13 GS22271-1 
INDEX 14 GS22271-2 
INDEX 9 GS21647-1 
INDEX 10 GS21654-1 
INDEX 11 GS21655-1 
INDEX 12 GS21657-1 
( | 
== 
INDEX 15 GS21641-1 INDEX 16 GS22408-1 


96749 


FIGURE 54. ADAPTERS-CONTINUED 


2-124 Change 21 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


ADAPTERS-CONTINUED 
GS21612-1 ADAPTER-POWER ARM 

FOR DEPOT LEVEL USE ONLY 
GS21620-1 ADAPTER-TORQUE 

FOR DEPOT LEVEL USE ONLY 
GS21621-1 ADAPTER-TORQUE 

FOR DEPOT LEVEL USE ONLY 
GS21627-1 ADAPTER-TORQUE 

FOR DEPOT LEVEL USE ONLY 
GS21629-1 ADAPTER-TORQUE 

FOR DEPOT LEVEL USE ONLY 
GS21633-1 ADAPTER-TORQUE 

FOR DEPOT LEVEL USE ONLY 
PWA 70803 ADAPTER-MACHINING, COMPRESSOR STATOR .... 

SEGMENT, 10-12TH STAGE ASSY OF 

FOR DEPOT LEVEL USE ONLY 
GS22403-1 ADAPTER-TORQUE 

FOR DEPOT LEVEL USE ONLY 
GS21647-1 ADAPTER-TORQUE 

FOR DEPOT LEVEL USE ONLY 
GS21654-1 ADAPTER-TORQUE 

FOR DEPOT LEVEL USE ONLY 
GS21655-1 ADAPTER-TORQUE 

FOR DEPOT LEVEL USE ONLY 
GS21657-1 ADAPTER-TORQUE 

FOR DEPOT LEVEL USE ONLY 
GS22271-1 ADAPTER-PULL TEST 

FOR DEPOT LEVEL USE ONLY 
GS22271-2 ADAPTER-PULL TEST 

FOR DEPOT LEVEL USE ONLY 
GS21641-1 ADAPTER-TORQUE 

FOR DEPOT LEVEL USE ONLY 
GS22408-1 ADAPTER-TORQUE 

FOR DEPOT LEVEL USE ONLY 


о мə о о оо о со 


Change 23 2-125 


T.O. 2J-F100-94 


INDEX 1 GS22409-1 


INDEX 3 2564575 INDEX 4 2564576 


INDEX 6 PWA 57297 


= INDEX 8 PWA 71530 EN INDEX 9 PWA 56743 


93265 


FIGURE 55. ADAPTERS-CONTINUED 


2-126 Change 20 


2222 


Т.О. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


ADAPTERS-CONTINUED 
GS22409-1 ADAPTER-TORQUE 
FOR DEPOT LEVEL USE ONLY 
GS22410-1 ADAPTER-TORQUE 
FOR DEPOT LEVEL USE ONLY 
2564575 ADAPTER-TORQUE, RETAINING SLEEVE PLUG 
FOR DEPOT LEVEL USE ONLY 
2564576 ADAPTER-TORQUE, SERVO BELLOWS 
FOR DEPOT LEVEL USE ONLY 
2564577 ADAPTER-WORD POSITIONER, AIR VALVE AND .... 
HOUSING 
FOR DEPOT LEVEL USE ONLY 
PWA 57297 ADAPTER-TORQUE, INLET CASE OIL TANK BRKT .. 
PWA 57297-1 Я 
PWA 71530 ADAPTER-SHOTPEEN, 1ST STAGE TURBINE 
BLADE RETAINING PLATE 
FOR DEPOT LEVEL USE ONLY 
PWA 56743 ADAPTER-LIFT 


Change 20 2-127 


T.O. 2J-F100-94 


INDEX 10 PWA 57758 


INDEX11 PWA 57807 


82926 


FIGURE 55A. ADAPTERS-CONTINUED 


2-128 Change 17 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


ADAPTERS-CONTINUED 
PWA 54430 ADAPTER-BROACH INSPECTION 3RD 
COMPRESSOR DISK 
FOR DEPOT LEVEL USE ONLY 
91833A118 


PWA 54430-5 
PWA 54430-4 
PWA 54430-6 
MS16555-627 
MS16555-680 Е 
РМА 54430-1 . BLOCK-RISER 
MP350H2RC1 . CONTAINER 
P&W PART NO. PWA 54430-8 
PWA 57757 ADAPTER-MOMENT WEIGHT, BLADE, FDT 3RD 
STAGE 
FOR DEPOT LEVEL USE ONLY 
PWA 57758 ADAPTER-MOMENT WEIGHT, BLADE, FDT 4TH 
STAGE 
FOR DEPOT LEVEL USE ONLY 
REPLACED BY PWA 57851 
PWA 57807 ADAPTER SET-REMOVE/INSTALL VARIOUS 
RETAINING NUTS 
REPLACES PWA 57650 
SUPERSEDED BY PWA 57906 
PWA 56671 ADAPTER-TORQUE TURBINE HUB RETAINING NUT. 
REPLACES PWA 53340 


со со со — O O1 KRW 
= ©з 02 02 00 ww о 


= 


' 
ae 
о 


Change 27 2-128.1 


T.O. 2J-F100-94 


INDEX 2 PWA 56567 


INDEX 1 PWA 57806 


INDEX 37 PWA 57809 


106504 


INDEX 3 PWA 57818 


FIGURE 55B. ADAPTERS-CONTINUED 
(SHEET 1 OF 2) 


Change 27 


2-128.2 


INDEX 43 PWA 56566 


INDEX 45 PWA 56789 


T.O. 2J-F100-94 


INDEX 44 PWA 56586 


FIGURE 55B. ADAPTERS-CONTINUED 


(SHEET 2 OF 2) 


Change 29 


110154 


2-128.3 


T.O. 2J-F100-94 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


PWA 57806 
PWA 56567 


PWA 57818 


MS16995-66 
CL-8-HK4T 


CL-147 
LC-038G-6 


PWA 57704-42 
MS16995-48 
PWA 57704-44 
PWA 57704-17 
PWA 57704-21 
CL-7-KHS 


PWA 57704-51 
LC-063L-12 


MS16995-52 
PWA 57704-47 
PWA 57704-52 
MS16995-35 
PWA 57704-18 
PWA 57704-19 
MS16995-48 
PWA 57818-1 
MS16555-46 
MS16995-52 
PWA 57704-39 
MS16555-48 
PWA 57704-6 


MS9321-10 
CL-16524 


MS16995-53 
PWA 57704-46 
MS16995-52 
MS9321-10 
PWA 57704-36 
PWA 57704-50 
PWA 57809 


MS18211-50G 
PWA 57809-12 
PWA 57809-5 
PWA 57809-6 
PWA 57809-8 
PWA 56566 


PWA 56586 
PWA 56789 


2-128.4 Change 29 


DESCRIPTION 


ADAPTERS-CONTINUED 
ADAPTER SET-HYD WRENCH TO WRENCH 
ADAPTER-NO. 5 BEARING SEAL SUPPORT 
SUPERSEDES PWA 51071 
ADAPTER-MODULE TO VERTICAL STAND, FAN 
DRIVE TURBINE 


P&W PART NO. PWA 57818-21 


. WASHER-SPHERICAL 


P&W PART NO. PWA 57818-19 


. SPRING 


P&W PART NO. PWA 57818-23 


. SUPPORT 


` STOP-END 
` SCREW-KNURLED HD 
` SCREW-KNURLED HD 


P&W PART NO. PWA 57818-4 


. JACK ASSY 
. SPRING-COMPRESSION 


P&W PART NO. PWA 57818-6 


`ADAPTER-TORQUE SET, INSTALL/REMOVE LOW ... 
TURBINE TIE BOLTS 
SEE FIG. 517B-77 FOR NHA 


` WRENCH ASSY 
ADAPTER-HYDRAULIC LOADING, NO. 5 BEARING .. 


SUPPORT RODS 
SUPERSEDES PWA 52891 
REPLACED BY PWA 56789 


ADAPTER-TORQUE, МО. 3 BEARING AND GEAR .... 


ASSY, RETAINING NUT 


ADAPTER-HYDRAULIC LOADING, NO. 5 BEARING .. 


SUPPORT RODS 
REPLACES PWA 56566 


UNITS| USABLE 


PER 
ASSY 


ww о 02 © + 02 + 


ON 
CODE 


T.O. 2J-F100-94 


“WARNING 
РСС 9 


7 


тие, 


INDEX 1 PWA 56084 


PS036J 


FIGURE 56. ANALYZERS 


(2-128.5 Blank)/2-128.6 Change 27 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER CAGE DESCRIPTION ASSY CODE 


ANALYZERS 
PWA 56084 #| 52661 | ANALYZER UNIT-JET ENGINE EAU 15/Е 
SUPERSEDES PWA 56016 


2-129 


T.O. 2J-F100-94 


INDEX 1 PWA 50793 


INDEX 14 PWA 57199 


9 5 
$ 


2 INDEX 13 PWA 57198 


73730 


FIGURE 57. ANVILS 


2-130 Change 14 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


ANVILS 

PWA 50793 

MS51045-40 

PWA 50793-3 

PWA 50793-1 

PWA 50793-2 E 

F17873 . CONTAINER 

P&WA PART NO. PWA 50793-6 

PWA 50912 ANVIL-STAKING BLEED VALVE STRAP 

CONNECTING LINK BEARING 
SUPERSEDED BY PWA 57199 

PWA 50912-3 
0.125-40 X 0.250 IN. LONG 

PWA 50912-4 . PUNCH-TOP 

PWA 50912-1 . PUNCH-BOTTOM 

PWA 50912-2 . PIN-GUIDE 

PWA 50912-5 . CONTAINER 

PWA 57198 ANVIL-STAKING, SET, FRONT COMP STATOR 
SYNC-RING BELLCRANK BEARING (0.250 ID) 
FOR DEPOT LEVEL USE ONLY 

PWA 57199 ANVIL-STAKING, SET, COMP STATOR SYNC-RING 
BRACKET BEARING (0.190 ID) 
FOR DEPOT LEVEL USE ONLY 

SUPERSEDES PWA 50912 


Change 14 2-131 


T.O. 2J-F100-94 


INDEX 1 PWA 55565 


13384 


FIGURE 58. APPLICATORS 


2-132 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


APPLICATORS 
PWA 55565 APPLICATOR-PLASMA SPRAY, 7TH STAGE 
COMPRESSOR CASE, АЛ BOSS 


2-133 


T.O. 2J-F100-94 


= N т 
23--4| | PING 26 а 
END 


CITAS 
(PES 


24 
14 
DE 


INDEX 9 PWA 52350 
(DEPOT) 


INDEX 27 PWA 52883 INDEX 28 PWA 53639 
(DEPOT) (DEPOT) 


13385 


FIGURE 59. ARBORS 


2-134 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
PWA 52350 


PWA 52350-1 
PWA 52350-3 
MS16995-82 
PWA 52350-6 
PWA 52350-7 
PWA 52350-20 
MS16995-94 
PWA 52350-14 
PWA 52350-19 
MS35691-35 
MS9486-69 
PWA 52350-24 
PWA 52350-23 
NAS607-4-10 
PWA 52350-18 
MS9390-460 
PWA 52350-17 
PWA 52350-16 
PWA 52883 


PWA 53639 


DESCRIPTION 


ARBORS 


ARBOR-BALANCE 2ND STAGE COMPRESSOR 
DISK AND BLADES 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 51677 
PARTIAL BREAKDOWN FOLLOWS 


. SCREW-PUSHER 
. PUCK-SWIVEL 

. PIN-DOWEL 

. PLATE, SPRING 


ARBOR-BEARINGIZING, COMBUSTION CHAMBER .. 
DEFLECTOR OPENING 
FOR DEPOT LEVEL USE ONLY 
ARBOR-BEARINGIZING, COMBUSTION CHAMBER .. 
DEFLECTOR 
FOR DEPOT LEVEL USE ONLY 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
ASSY 


аа а Га ++ а Гаа å на 


ON 
CODE 


2-135 


T.O. 2J-F100-94 


INDEX 1 PWA 52391 
(DEPOT) 


INDEX 2 PWA 57086 
(DEPOT) 


$ 


PS38AX1 


FIGURE 60. ARBORS-CONTINUED 


2-136 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


ARBORS-CONTINUED 
PWA 52391 ARBOR-BALANCE, REAR COMPRESSOR DRIVE .... 
TURBINE ROTOR 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 51905 
PWA 57086 ARBOR-BALANCE, REAR COMPRESSOR DRIVE .... 
TURBINE ROTOR 
FOR DEPOT LEVEL USE ONLY 
PWA 57086-2 . WEIGHT-CALIBRATION 
PWA 57086-3 . WEIGHT-CALIBRATION 
PWA 57086-8 . PLUG-TRIM 
PWA 57086-16 
PWA 57086-5 
MS16555-30 
PWA 57086-6 
PWA 57086-4 Е 
PWA 57086-23 . ACTUATOR-CHUCK 
SUPERSEDES PWA 57086-13 


— = © Со МО O1 + G> 
= о о га Ka 


MS16555-47 : 

PWA 57086-14 . WRENCH-SPANNER ASSY 
PWA 57086-20 . WRENCH-SPANNER ASSY 
PWA 57086-15 . NUT-SPANNER 

Q3L18 


= ND — № 


= 


3118 


PWA 57086-12 
PWA 57086-11 
PWA 57086-9 
3124 


03124 


М516555-46 
PWA 57086-10 
PWA 57086-1 
PWA 57086-22 


Change 22 2-137 


T.O. 2J-F100-94 


INDEX 1 PWA 26584 
(ОЕРОТ) 


13386 


FIGURE 61. ARMS 


2-138 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


ARMS 
PWA 26584 ARM-LIFT AND TURN, HIGH-TURBINE BALANCE ... 
ARBOR 
FOR DEPOT LEVEL USE ONLY 
PWA 26584-6 . MACHINE SCREW 
CL-21-KA-6 . CABLE ASSY 
P&WA PART МО. PWA 26584-5 
MS17990-818 
MS16556-650 | 
PWA 26584-3 . BUSHING 
PWA 26584-1 . LIFTING ASSEMBLY 


2-139 


T.O. 2J-F100-94 


(E INDEX 1 PWA 52329 INDEX 2 PWA 52882 


INDEX 3 PWA 52884 INDEX 4 PWA 53311 


INDEX 5 PWA 53314 INDEX 6 PWA 53494 


96750 


FIGURE 62. BARS 


2-140 Change 21 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52329 


PWA 52329-2 
PWA 52329-3 
PWA 52329-1 
PWA 52882 


PWA 52884 


PWA 53311 


PWA 53314 


PWA 53314-3 
PWA 53314-2 
PWA 53494 


PWA 53494-1 
PWA 53494-2 
PWA 53494-3 
PWA 53494-6 
MS16995-37 


NAS607-3-5 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


BARS 
BAR-EXTENSION, POST AND INDICATOR ADAPTER 
SUPERSEDES PWA 51299 
FOR DEPOT LEVEL USE ONLY 


. SCREW-HEX HD CAP 
. WASHER-PLAIN 


BAR-GAP, COMBUSTION CHAMBER DEFLECTOR... 
FOR DEPOT LEVEL USE ONLY 
BAR-PRY, COMBUSTION CHAMBER LOUVER 
GAPPING 
FOR DEPOT LEVEL USE ONLY 
BAR-GAPPING, COMBUSTION CHAMBER 
BRACKETS LINER 
FOR DEPOT LEVEL USE ONLY 
BAR-CORRECTING, COMBUSTION CHAMBER 
ELBOW LOCATION 
FOR DEPOT LEVEL USE ONLY 


`BAR-BENDING, 6TH STAGE COMPRESSOR 


STATOR VANE, LEADING EDGE 
FOR DEPOT LEVEL USE ONLY 


U/W PWA 53494-3 


. PIN-DOWEL 


U/W PWA 53494-3 


USABLE 
ON 
CODE 


Change 21 


2-141 


T.O. 2J-F100-94 


INDEX 1 PWA 53495 (2 2B INDEX 2 PWA 53512 


| INDEX 3 PWA 53513 | INDEX 4 PWA 53530 
B 


INDEX 5 PWA 53531 


98693 


FIGURE 63. BARS-CONTINUED 


2-142 Change 23 


=== 


77797979 


FIGURE 
8 INDEX 
NUMBER 


PART 
NUMBER 


PWA 53495 


PWA 53495-1 
PWA 53495-2 
PWA 53495-3 
PWA 53495-6 
MS16995-38 


MS16555-40 


PWA 53512 


PWA 53512-1 
PWA 53512-2 
PWA 53512-3 
PWA 53512-4 


PWA 53512-5 


PWA 53513 


PWA 53513-1 
PWA 53513-2 
PWA 53513-3 
PWA 53513-4 


PWA 53513-5 
PWA 53530 


PWA 53530-1 
PWA 53530-2 
PWA 53530-3 
PWA 53530-6 
MS16995-37 


MS16555-41 
PWA 53531 


PWA 53531-1 
PWA 53531-2 
PWA 53531-3 
PWA 53531-6 
MS16995-37 


NAS607-3-6 
PWA 53548 
PWA 53548-1 
PWA 53548-2 
PWA 53548-3 
PWA 53548-6 
MS16995-36 


MS16555-29 


T.O. 2J-F100-94 


ОМІТ | USABLE 


PER 
DESCRIPTION ASSY 


BARS-CONTINUED 

BAR-BENDING, 6TH STAGE COMPRESSOR 
STATOR VANE, TRAILING EDGE 
FOR DEPOT LEVEL USE ONLY 


USE WITH PWA 53495-3 

BAR-BENDING, 7TH STAGE COMPRESSOR 
STATOR VANE, LEADING EDGE 
FOR DEPOT LEVEL USE ONLY 


` SCREW-SOCKET HD CAP 


10-24 X 0.5 IN. LONG, STEEL 


. PIN-DOWEL 


0.1875 IN. DIA X 0.750 IN. LONG, STEEL 
BAR-BENDING, 7TH STAGE COMPRESSOR 

STATOR VANE, TRAILING EDGE 

FOR DEPOT LEVEL USE ONLY 


. SCREW-SOCKET HD CAP 


10-24 X 0.5 IN. LONG, STEEL 


. PIN-DOWEL 


0.1875 DIA X 0.625 IN. LONG, STEEL 
BAR-BENDING, 8TH STAGE COMPRESSOR 

STATOR VANE, LEADING EDGE 

FOR DEPOT LEVEL USE ONLY 


USE WITH PWA 53530-3 

BAR-BENDING, 8TH STAGE COMPRESSOR 
STATOR VANE, TRAILING EDGE 
FOR DEPOT LEVEL USE ONLY 


USE WITH PWA 53531-3 


. PIN-DOWEL 


USE WITH PWA 53531-3 

BAR-BENDING, 9TH STAGE COMPRESSOR 
STATOR VANE, LEADING EDGE 
FOR DEPOT LEVEL USE ONLY 


USE WITH PWA 53548-3 


ON 
CODE 


Change 23 2-143 


T.O. 2J-F100-94 


Å INDEX 1 PWA 53549 INDEX 2 PWA 53565 


| INDEX 3 PWA 53566 


8 
7 5B INDEX 5 PWA 53582 (E INDEX 6 PWA 53597 


98694 


FIGURE 64. BARS-CONTINUED 


2-144 Change 23 


2222222 Бе е ие ие Баз Баз Баз) 


77797779 


FIGURE 
8 INDEX 
NUMBER 


PART 
NUMBER 


PWA 53549 


PWA 53549-1 
PWA 53549-2 
PWA 53549-3 
PWA 53549-6 
MS16995-36 


MS16555-29 
PWA 53565 


PWA 53565-1 
PWA 53565-2 
PWA 53565-3 
PWA 53565-6 
MS16995-36 


MS16556-29 
PWA 53566 
PWA 53566-1 
PWA 53566-2 
PWA 53566-3 
PWA 53566-6 
MS16555-41 
MS16555-37 
PWA 53581 
PWA 53581-1 
PWA 53581-2 
PWA 53581-3 
PWA 53581-4 
PWA 53581-5 
PWA 53582 
PWA 53582-1 
PWA 53582-2 
PWA 53582-3 
PWA 53582-4 
PWA 53582-5 
PWA 53597 
PWA 53597-1 
PWA 53597-2 
PWA 53597-3 
PWA 53597-4 


PWA 53597-5 


T.O. 2J-F100-94 


ОМІТ | USABLE 


PER 
DESCRIPTION ASSY 


BARS-CONTINUED 

BAR-BENDING, ЭТН STAGE COMPRESSOR 
STATOR VANE, TRAILING EDGE 
FOR DEPOT LEVEL USE ONLY 


'BAR-BENDING, 10TH STAGE COMPRESSOR 


STATOR VANE, LEADING EDGE 
FOR DEPOT LEVEL USE ONLV 


USE WITH PWA 53565-3 

BAR-BENDING, 10TH STAGE COMPRESSOR 
STATOR VANE, TRAILING EDGE 
FOR DEPOT LEVEL USE ONLV 


USE WITH PWA 53566-3 

BAR-BENDING, 11TH STAGE COMPRESSOR 
STATOR VANE, LEADING EDGE 
FOR DEPOT LEVEL USE ONLY 


. SCREW-SOCKET HD CAP 
10-24 X 0.625 IN. LONG, STEEL 
. PIN-DOWEL 
0.1875 DIA X 0.750 IN. LONG, STEEL 
BAR-BENDING, 11TH STAGE COMPRESSOR 
STATOR VANE, TRAILING EDGE 
FOR DEPOT LEVEL USE ONLV 


` SCREW-SOCKET HD CAP 


10-24 X 0.5 IN. LONG, STEEL 


. PIN-DOWEL 


0.125 X 0.750 IN. LONG, STEEL 
BAR-BENDING, 12ТН STAGE COMPRESSOR 

STATOR VANE, LEADING EDGE 

FOR DEPOT LEVEL USE ONLY 


. SCREW-SOCKET HD CAP 


10-24 X 0.625 IN. LONG, STEEL 


. PIN-DOWEL 


0.1875 DIA X 0.75 IN. LONG, STEEL 


ON 
CODE 


Change 23 2-145 


T.O. 2J-F100-94 


1B INDEX 1 PWA 53598 2B INDEX 2 PWA 53613 


ЗВ INDEX 3 PWA 53614 INDEX 4 PWA 55368 


98695 


FIGURE 65. BARS-CONTINUED 


2-146 Change 23 


22222222 


22222252 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53598 


PWA 53598-5 
PWA 53598-2 
PWA 53598-1 
PWA 53598-4 


PWA 53598-3 
PWA 53613 


PWA 53613-1 
PWA 53613-5 
PWA 53613-4 
PWA 53613-3 


PWA 53613-2 
PWA 53614 


PWA 53614-1 
PWA 53614-2 
PWA 53614-3 
PWA 53614-6 
MS16995-37 


MS16555-41 


PWA 55368 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


BARS-CONTINUED 

BAR-BENDING, 12TH STAGE COMPRESSOR 
STATOR VANE, TRAILING EDGE 
FOR DEPOT LEVEL USE ONLY 


10-24 X 0.625 IN. LONG, STEEL 


. PIN-DOWEL 


0.1875 DIA X 0.75 IN. LONG, STEEL 
BAR-BENDING, COMPRESSOR STATOR EXIT 

VANE, LEADING EDGE 

FOR DEPOT LEVEL USE ONLY 


. SCREW-SOCKET HD CAP 


10-24 X 0.5 IN. LONG, STEEL 


. PIN-DOWEL 


0.1875 DIA X 0.75 IN. LONG, STEEL 
BAR-BENDING, COMPRESSOR STATOR EXIT 

VANE, TRAILING EDGE 

FOR DEPOT LEVEL USE ONLY 


USE WITH PWA 53614-3 
BAR-PRY, KEYWASHER, DIVERGENT NOZZLE 
SEGMENT 


USABLE 
ON 
CODE 


Change 23 


2-147 


T.O. 2J-F100-94 


INDEX 1 PWA 6660 


INDEX 3 PWA 10631 


< 


INDEX 5 PWA 50408 


INDEX 4 PWA 12126 


INDEX 6 PWA 50413 


13391 


FIGURE 66. BASES 


2-148 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 6660 


PWA 7368 


PWA 10631 


PWA 12126 


PWA 50408 


PWA 50413 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


BASES 
BASE-GOVERNOR AND TACHOMETER SHAFT 
GEAR BEARINGS 
FOR DEPOT LEVEL USE ONLY 
BASE-FUEL CONTROL DRIVE SHAFT GEAR 
BEARINGS 
FOR DEPOT LEVEL USE ONLY 
BASE-FUEL CONTROL SEAL HOUSING 
U/W PWA 50448 
BASE-ACCESSORY DRIVE GEAR ROLLER 
BEARINGS (DISASSY) 
FOR DEPOT LEVEL USE ONLY 
BASE-OIL PUMP DRIVE IDLER SHAFT ROLLER 
AND BALL BEARING 
FOR DEPOT LEVEL USE ONLY 
BASE-IGNITION ALTERNATOR DRIVE SHAFT 
FOR DEPOT LEVEL USE ONLY 


2-149 


T.O. 2J-F100-94 


=> 


INDEX 1 PWA 50418 INDEX 2 PWA 50429 


INDEX 3 PWA 50431 
INDEX 4 PWA 50442 
INDEX 6 PWA 50462 
INDEX 5 PWA 50458 


13392 


FIGURE 67. BASES-CONTINUED 


2-150 


PART 


NUMBER 


PWA 50418 


PWA 50429 


PWA 50431 


PWA 50442 


PWA 50458 


PWA 50462 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


BASES-CONTINUED 
BASE-IGNITION ALTERNATOR DRIVE SHAFT SEAL . 
RETAINER 
U/W PWA 50420 
BASE-IDLER STUB SHAFT GEAR ROLLER 
BEARINGS REMOVAL 
FOR DEPOT LEVEL USE ONLY 
BASE-POWER TAKEOFF DRIVE SHAFT ROLLER 
BEARINGS AND DEOILER GEAR 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 57043 
BASE-MAIN GEARBOX POWER TAKEOFF DRIVE ... 
SHAFT CARBON SEAL HOUSING 
BASE-GEARBOX BREATHER PRESSURE VALVE, ... 
CARBON SEAL 
FOR DEPOT LEVEL USE ONLY 
BASE-GEARBOX TOWERSHAFT SLEEVE ROLLER .. 
BEARING OUTER RACE 
FOR DEPOT LEVEL USE ONLY 


2-151 


T.O. 2J-F100-94 


INDEX 1 PWA 50463 INDEX 2 PWA 50476 


INDEX 4 PWA 50610 


INDEX 3 PWA 50608 


INDEX 5 PWA 50612 


INDEX 6 PWA 50616 


13393 


FIGURE 68. BASES-CONTINUED 


2-152 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


BASES-CONTINUED 

PWA 50463 BASE-GEARBOX TOWERSHAFT SLEEVE BALL 
BEARING OUTER RACE 
FOR DEPOT LEVEL USE ONLY 

PWA 50476 BASE-MAIN GEARBOX TOWERSHAFT SEALING .... 
SLEEVE BEARING 
FOR DEPOT LEVEL USE ONLY 

PWA 50608 BASE-NO. 3 BEARING SUPPORT 

PWA 50610 BASE-NO. 3 BEARING SUPPORT 

PWA 50612 BASE-NO. 3 BEARING BEVEL GEAR 

PWA 50616 BASE-MAIN GEARBOX IGNITION ALTERNATOR 
DRIVE SHAFT 
FOR DEPOT LEVEL USE ONLY 


2-153 


T.O. 2J-F100-94 


INDEX 2 PWA 50650 
INDEX 1 PWA 50620 


I 


INDEX 4 PWA 50659 


INDEX 3 PWA 50655 


INDEX 5 PWA 50684 cl INDEX 6 PWA 50959 


FIGURE 69. BASES-CONTINUED 


93362 


2-154 Change 20 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


BASES-CONTINUED 

PWA 50620 BASE-MAIN GEARBOX FUEL PUMP DRIVE SHAFT .. 
CARBON SEAL RETAINER 

PWA 50650 DRIFT-MAIN GEARBOX POWER TAKEOFF DRIVE ... 
SHAFT LOWER BALL BEARING INNER RACE 
FOR DEPOT LEVEL USE ONLY 

PWA 50655 BASE-MAIN GEARBOX, POWER TAKEOFF SHAFT, .. 
BALL BEARINGS TO PLATE 
FOR DEPOT LEVEL USE ONLY 

PWA 50659 BASE-MAIN GEARBOX POWER TAKEOFF SHAFT ... 
LINER FROM BALL BEARING 

SUPERSEDED BY PWA 56504 

FOR DEPOT LEVEL USE ONLY 

PWA 50684 BASE-GEARBOX DRIVE BEVEL GEARSHAFT 

PWA 50959 BASE-LOW TURBINE REAR BALANCE BEARING .... 
TOOL PLUG 
FOR DEPOT LEVEL USE ONLY 

MS16555-643 . PIN 

PWA 50959-1 . BASE ASSY 


Change 20 2-155 


T.O. 2J-F100-94 


O 
шы 


INDEX 1 PWA 50970 INDEX 2 PWA 51230 


ХХ 
YYYYYYY > X 
И У 

(| 


SRG | 
? 
К АКК TK 
ХХ СК СКАЈ 
И 


INDEX 3 PWA 51562 INDEX 4 PWA 57710 


бы. 


INDEX 8 PWA 56504 


35202 


FIGURE 70. BASES-CONTINUED 


2-156 Change 4 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 50970 
PWA 51230 
PWA 51562 
PWA 57710 


CL-1-CA 
47816 


PWA 57710-1 
PWA 56504 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


BASES-CONTINUED 
BASE-NO. 4 BEARING OUTER RACE, DISASSY 
BASE-NO. 2 BEARING COUPLING 
BASE-AUGMENTOR NOZZLE ACTUATOR SUPPORT. 
BASE-BALANCE FIXTURE, REAR COMPRESSOR ... 
FOR DEPOT LEVEL USE ONLY 


. CLAMP ASSEMBLY 


P&WA PART NO. PWA 57710-2 


`BASE-MAIN GEARBOX PTO SHAFT LINER FROM ... 


BALL BEARING 
SUPERSEDES PWA 50659 


Change 10 2-157 


T.O. 2J-F100-94 


INDEX 1 PWA 51630 


INDEX 3 PWA 51733 INDEX 4 PWA 51763 


9 
INDEX 8 PWA 51818 INDEX 18 PWA 51873 


FIGURE 71. BASES-CONTINUED 


2-158 Change 21 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 51630 


PWA 51630-3 
PWA 51630-5 


PWA 51630-1 
PWA 51630-4 
PWA 51630-2 
PWA 51680 


PWA 51680-2 
PWA 51680-1 
PWA 51733 


PWA 51763 


MS16995-48 
PWA 51763-3 
PWA 51763-4 
PWA 51818 


MS51971-2 
MS9321-11 
MS35307-341 
PWA 51818-6 
PWA 51818-4 
MS35691-11 
MS51959-30 
PWA 51818-5 
PWA 51818-1 
PWA 51873 


PWA 51873-4 


PWA 51873-1 
PWA 51873-2 


DESCRIPTION 


BASES-CONTINUED 
BASE-COMPRESSOR STATOR VANE BEARING 
SLEEVE 
FOR DEPOT LEVEL USE ONLY 
. SCREW-SOCKET HD CAP 
5-40 X 0.250 IN. LONG, STEEL 
. SCREW-SOCKET HD CAP 
10-24 X 0.250 IN. LONG, STEEL 


BASE-NO. 3 BALANCE BEARING BALANCE 
HOUSING REMOVAL 
FOR DEPOT LEVEL USE ONLY 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
ASSY CODE 


BASE-3RD STAGE TURBINE AIR SEALING RING .... 


REMOVAL 
BASE-4TH STAGE TURBINE DISC AND BLADE 
INSTALLATION AND REMOVAL 


. BASE ASSY 
BASE-GEARBOX DRIVE BEVEL GEAR SHAFT 
ROLLER BEARING 


` BASE ASSY 
BASE-REAR COMPRESSOR STATOR LINKAGE 
ARM BRACKET 


MAKE FROM CL-1-TP-C, MFD BY 99862 
. BUTTON-LOCATING 
. BASE ASSY 


= = W 0 


=-=- во © RP PER 


Change 27 


2-159 


T.O. 2J-F100-94 


= 


INDEX 1 PWA 52451 


INDEX 4 PWA 52455 INDEX 5 PWA 52456 


G 


INDEX 6 PWA 52554 INDEX 9 PWA 52555 


96752 


FIGURE 72. BASES-CONTINUED 


2-160 Change 21 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 


NUMBER NUMBER DESCRIPTION ASSY CODE 


BASES-CONTINUED 
PWA 52451 BASE-NO. 4 BEARING OUTER RACE 
PWA 52451-3 . BUSHING 
PWA 52451-1 5 
PWA 52455 ВАЗЕ-МО. 4 BEARING REAR SEAL ASSY 
PWA 52456 ВАЗЕ-МО. 4 BEARING FRONT HEATSHIELD ASSY .. 
PWA 52554 BASE-FRONT COMPRESSOR SYNCHRONIZING .... 
RING BELLCRANK 
FOR DEPOT LEVEL USE ONLY 
PWA 52554-2 . PIN-DOWEL 
PWA 52554-1 Я 
PWA 52555 BASE-FRONT COMPRESSOR STATOR LINKAGE .... 
ARM 
FOR DEPOT LEVEL USE ONLY 


Change 21 2-161 


T.O. 2J-F100-94 


| 
26 INDEX 2 PWA 52760 
INDEX 1 PWA 52581 


INDEX 3 PWA 52905 «2 INDEX 8 PWA 53442 


(2 INDEX 9 PWA 53443 INDEX 10 PWA 56502 


FIGURE 73. BASES-CONTINUED 


96753 


2-162 Change 21 


2222022252 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52581 


PWA 52760 


MS16637-16 
PWA 52760-1 
PWA 52760-3 
PWA 52760-9 
MS35691-39 
26106 


PWA 52760-2 
PWA 52905 
MS16995-36 
MS9321-14 
PWA 52905-4 
PWA 52905-1 
PWA 53442 


PWA 53442-2 
PWA 53442-1 
PWA 53443 


PWA 53443-2 
PWA 53443-1 
PWA 56502 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


BASES-CONTINUED 
BASE-NO. 1 BEARING HOUSING ASSY, BUSHING .. 
ASSY 
BASE-MAIN GEARBOX FRONT HOUSING ASSY 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 56502 


INSERT-THREADED 


P&WA PART МО. PWA 52760-11 


BASE-DRIFT BEARING FROM FRONT BELLCRANK.. 
COMPRESSOR 
FOR DEPOT LEVEL USE ONLY 


. LOCATOR 


COMPRESSOR SYNCHRONIZING RING ARM 
FOR DEPOT LEVEL USE ONLY 


FOR DEPOT LEVEL USE ONLY 


SUPERSEDES PWA 52760 


Change 21 2-163 


T.O. 2J-F100-94 


= E 
I > — 46 
ЕТ 
: — ap 
il) LI av 
лає H 
ШЕ 


INDEX З РМА 53654 


INDEX 4 PWA 55382 


98696 


INDEX 5 PWA 55385 


FIGURE 74. BASES-CONTINUED 


2-164 Change 23 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55394 


PWA 53492 


PWA 53654 
PWA 53654-5 


PWA 53654-4 
PWA 53654-3 


PWA 53654-2 
PWA 53654-1 
PWA 55382 


43912 
19904 
36916 
17108 


PWA 55382-9 
20713 


31904 
CL-9-DP-X 


MS16995-81 
PWA 55382-3 
PWA 55382-2 
PWA 55382-20 


MS16995-47 
MS16995-84 
PWA 55382-18 
MS16555-61 
PWA 55382-17 


PWA 55382-16 


MS16995-108 
PWA 55382-22 
PWA 55382-1 
PWA 55385 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


BASES-CONTINUED 

BASE-DRILLING, DIFFUSER CASE REAR FLANGE .. 
FOR DEPOT LEVEL USE ONLY 

BASE-ELECTRON BEAM WELD, COMPRESSOR .... 
STATOR SEAL RING 
FOR DEPOT LEVEL USE ONLY 

BASE-PULLEY ASSY, BEARING REMOVAL 
FOR DEPOT LEVEL USE ONLY 

. SCREW-SOCKET HD CAP 
10-24 X 1 IN. LONG, STEEL 


. SCREW-SOCKET HD CAP 
10-24 X 0.5 IN. LONG, STEEL 
. RING-SPLIT 
. BASE ASSY 
BASE-TACKWELD, DIFFUSER FRONT FLANGE 
FOR DEPOT LEVEL USE ONLY 
. SCREW-THUMB 
P&WA PART NO 
. NUT-FLANGE 
P&WA PART NO. 
. STRAP-TAPPED 
P&WA PART NO. 
. PAD-PLASTIC 
P&WA PART NO. 


P&WA PART NO. 
. PIN-DIAMOND 
P&WA PART NO. 


` RISER ASSY 
` SCREW-SHOULDER 
MAKE FROM NAS1279-3-11, MFD BY 80205 


` PIN-DIAMOND 
MAKE FROM CL-3-DP-X. MFD BY 99862 


'BASE-DRILLING, DIFFUSER CASE FRONT FLANGE . 
FOR DEPOT LEVEL USE ONLV 


Change 25 2-165 


T.O. 2J-F100-94 


INDEX 1 PWA 55586 INDEX 12 PWA 55603 


INDEX 30 PWA 57043 INDEX 33 PWA 57053 


13397 


FIGURE 75. BASES-CONTINUED 


2-166 


0000 DD DIT 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55586 


MS16995-51 
MS16995-65 
PWA 55586-2 
PWA 55586-5 


MS16555-29 
CL-2-FP 


PWA 55586-8 
PWA 55586-9 
MS16555-48 
PWA 55586-1 
PWA 55603 


CL-127 


MS51971-3 
CL-5-DP-X 


MS16995-66 
PWA 55603-14 
MS16995-66 
PWA 55603-11 
MS16555-640 
PWA 55603-15 


MS51971-1 
MS9321-10 
37101 


MS35691-3 
21301 


17102 


PWA 55603-7 
PWA 55603-1 
PWA 57043 


PWA 57043-2 
PWA 57043-1 
PWA 57053 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


BASES-CONTINUED 

BASE-ASSY, BUSHING COMPRESSOR STATOR 
ARMS 
FOR DEPOT LEVEL USE ONLY 


'BASE-DRILLING, CASE COMPRESSOR 10TH-13TH.. 


STAGE, REAR FLANGE 
FOR DEPOT LEVEL USE ONLV 


. NUT-FLANGE 


P&WA PART NO. PWA 55603-10 


` PIN-DIAMOND 


P&WA PART NO. PWA 55603-8 


. STRAP-PADDED 


P&WA PART NO. PWA 55603-4 


` REST-CLAMP 


P&WA PART NO. PWA 55603-2 


. PAD-PLASTIC 


P&WA PART NO. PWA 55603-17 


'BASE-BEVEL SPUR GEARSHAFT GEARBOX DRIVE . 
FOR DEPOT LEVEL USE ONLV 
SUPERSEDES PWA 50431 


FOR DEPOT LEVEL USE ONLV 


Change 24 2-167 


T.O. 2J-F100-94 


INDEX 2 PWA 57070 
10— = 


INDEX 1 PWA 57059 


INDEX 5 PWA 75088 


INDEX 9 PWA 55740 


| INDEX 27 PWA 52881 


FIGURE 76. BASES-CONTINUED 


75680 


2-168 Change 25 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57059 
PWA 57070 


PWA 57070-2 
PWA 57070-1 
PWA 57088 


MS35307-360 
MS9321-12 
PWA 57088-1 
PWA 55740 


19904 
38122 


MS35691-19 
CL-5-DPX 


MS16995-66 
MS16555-53 
PWA 55740-10 
MS35691-3 
MS9320-10 
37720 


37101 
17102 
21301 
MS35649-2254 
PWA 55740-17 
PWA 55740-16 


PWA 55740-1 
PWA 52881 


DESCRIPTION 


BASES-CONTINUED 


BASE-REMOVING, REDUCTION GEARBOX SEAL ... 


BASE-REDUCTION GEARBOX HOUSING 
FOR DEPOT LEVEL USE ONLY 

. PIN-LOCATING 

. BASE ASSY 

BASE-REDUCTION GEARBOX, HORIZONTAL 
FOR DEPOT LEVEL USE ONLY 


`BASE-DRILLING, CASE COMPRESSOR 7TH STAGE . 


REAR FLANGE 
FOR DEPOT LEVEL USE ONLY 
. NUT-FLANGED 
P&WA PART NO 


` PIN-DIAMOND 
P&WA PART NO. 


P&WA PART NO. 
. STRAP-PADDED 

P&WA PART NO. 
. PAD-PLASTIC 

P&WA PART NO. 
. REST-CLAMP 

P&WA PART NO. 


. PIN-LOCATING 

. PIN-LOCATING 

. PLATE-BASE 

BASE-WELDING, COMBUSTION CHAMBER 
DETAILS 
FOR DEPOT LEVEL USE ONLY 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


== Ф о о о со O) O) — ~ ~ 


USABLE 
ON 
CODE 


Change 25 


2-169 


T.O. 2J-F100-94 


INDEX 1 PWA 55655 


21939 


INDEX 26 PWA 55390 


FIGURE 77. BASES-CONTINUED 


Change 1 


2-170 


т 


= DIII пл D D DI DV 


D DD DJ > 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55655 


19904 


MS35691-19 
38121 


PWA 55655-16 


MS16995-66 
PWA 55655-12 
MS16555-53 
MS51971-2 
MS9321-11 
MS35691-11 
MS51021-75 
36914 


17105 


MS35691-11 
37921 


PWA 55655-17 
MS16995-49 
PWA 55655-24 


98381A537 


PWA 55655-19 
PWA 55655-22 


PWA 55655-18 
PWA 55655-20 
PWA 55655-25 
PWA 55390 


PWA 55390-9 
MS35307-308 
MS9321-10 
17102 


37101 
21301 
PWA 55390-8 


MS16995-95 
PWA 55390-1 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


BASES-CONTINUED 

BASE-DRILLING, CASE COMPRESSOR 10-13 
STAGE FRONT FLANGE 
FOR DEPOT LEVEL USE ONLY 


. NUT-FLANGED 


P&WA PART NO. PWA 55655-14 


P&WA PART NO. PWA 55655-15 


. PIN-DIAMOND 


MAKE FROM CL-9-DP, MFD BY 99862 


У вв ВВ - Ч 


> 


MAKE FROM CL-1-DP-Z, MFD BY 99862 


. PIN-DOWEL 


P&WA PART NO. PWA 55655-23 


. PIN-DIAMOND 
. PIN-ROUND 


MAKE FROM CL-1-RP, MFD BY 99862 


BASE-TACKWELD, DIFFUSER CASE REAR 
FLANGES 
FOR DEPOT LEVEL USE ONLY 

. SCREW ASSY 


P&WA PART NO. PWA 55390-5 


. STRAP-PADDED 


P&WA PART NO. PWA 55390-2 


. REST-CLAMP 


P&WA PART NO. PWA 55390-7 


. RISER ASSY 
. SCREW (АР) 


Change 21 2-171 


T.O. 2J-F100-94 


са” 


INDEX 1 PWA 50672 INDEX 4 PWA 50673 
INDEX 5 PWA 50674 
INDEX 6 PWA 50675 
10 


\ INDEX 7 PWA 51046 INDEX 13 PWA 21350-13 


93356 


FIGURE 78. BEARINGS 


2-172 Change 20 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 50672 


PWA 50672-1 
PWA 50672-2 
PWA 50673 


PWA 50674 


PWA 50675 


PWA 51046 


AN-16 
W-16 


PWA 51046-4 
PWA 51046-6 


MP350-H3-RC1 


PWA 21350-13 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


BEARINGS 

BEARING-HALF, GEARBOX BEVEL GEAR, 
BALANCING 
FOR DEPOT LEVEL USE ONLY 


. BEARING-HALF 


'BEARING-HALF, GEARBOX BEVEL GEAR 


BALANCING, SMALL END 
FOR DEPOT LEVEL USE ONLV 
BEARING-HALF, GEARBOX DRIVE BEVEL 
GEARSHAFT BALANCING, BEVEL GEAR END 
FOR DEPOT LEVEL USE ONLV 
BEARING-HALF, GEARBOX DRIVE BEVEL GEARS .. 
FOR DEPOT LEVEL USE ONLV 
BEARING-BALANCE ASSY, FAN DRIVE TURBINE, ... 
REAR 
FOR DEPOT LEVEL USE ONLV 


P&W PART NO. PWA 51046-3 


: WASHER-LOCK 


P&W PART NO. PWA 51046-2 


P&W PART NO. PWA 51046-5 
BEARING-BALANCE AND СОМСЕМТВІСІТУ CHECK . 
FOR DEPOT LEVEL USE ONLV 


Change 27 2-173 


T.O. 2J-F100-94 


INDEX 1 PWA 21350-41 INDEX 2 PWA 21350-42 


INDEX 3 PWA 21350-43 INDEX 4 PWA 21350-44 


13401 


FIGURE 79. BEARINGS-CONTINUED 


2-174 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 


NUMBER NUMBER DESCRIPTION ASSY CODE 


BEARINGS-CONTINUED 

PWA 21350-41 BEARING-BALANCE AND CONCENTRICITY CHECK . 
FOR DEPOT LEVEL USE ONLY 

PWA 21350-42 BEARING-BALANCE AND CONCENTRICITY CHECK . 
FOR DEPOT LEVEL USE ONLY 

PWA 21350-43 BEARING-BALANCE, REAR COMPRESSOR ROTOR 
AND STATOR, FRONT 
FOR DEPOT LEVEL USE ONLY 

PWA 21350-44 BEARING-BALANCE AND CONCENTRICITY CHECK . 
FOR DEPOT LEVEL USE ONLY 


2-175 


T.O. 2J-F100-94 


INDEX 2 PWA 54233 


INDEX 1 PWA 54206 


INDEX 3 PWA 38488 


13402 


FIGURE 80. BENCHES 


2-176 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


BENCHES 
PWA 54206 BENCH-INSPECTION, EDDY CURRENT 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 38488 
PWA 54233 BENCH-INSPECTION, EDDY CURRENT 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 38488 
PWA 38488 BENCH-INSPECTION, EDDY CURRENT 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 54206 
SUPERSEDES PWA 54233 


2-177 


T.O. 2J-F100-94 


INDEX 3 PWA 55408 


21890 


FIGURE 81. BLOCKS 


2-178 Change 25 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


DELETED 
DELETED 
PWA 55408 


PWA 55408-1 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
1234567 DESCRIPTION ASSY CODE 


BLOCKS 


BLOCK-VIBRATION, DAMPENING, DIFFUSER CASE . 
FOR DEPOT LEVEL USE ONLY 


MAKE FROM SC-610, MFD BY 18873 


Change 25 2-179 


T.O. 2J-F100-94 


ad к) 


INDEX 1 PWA 51257 "El INDEX 6 PWA 52678 


12 11 


(3 INDEX 9 PWA 52684 (3 INDEX 14 PWA 52661 


96754 


FIGURE 82. BOLTS 


2-180 Change 21 


== 


2222252 


22222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 51257 


MS35691-59 
PWA 51257-1 
PWA 51257-5 
PWA 51257-4 
PWA 52678 


PWA 52678-1 
PWA 52678-2 
PWA 52684 


MS9356-10 
4005268 


4028897 


PWA 52684-4 
PWA 52661 


PWA 52661-3 
PWA 52661-2 
PWA 52661-1 
F-17871 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


BOLTS 

BOLT-COMPRESSOR ROTOR, 4TH TO 13TH 
STAGE CLAMPING 
FOR DEPOT LEVEL USE ONLY 


` ROD-THREADED 
` COUPLING 
` ROD-THREADED 


BOLT-WORK, 6TH STAGE COMPRESSOR 
FOR DEPOT LEVEL USE ONLY 


. BOLT ASSY 


`BOLT-WORK, MAIN OIL PUMP AIR LEAK CHECK .... 


FOR DEPOT LEVEL USE ONLY 


0.2775 ID X 0.028 IN. THK 


. BOLT-MACHINE, HEX 


0.250-28UNJF-3A X 11.250 IN. LONG 


. CONTAINER 


BOLT-SET, 4TH AND 5TH STAGE INNER SHROUD .. 
FOR DEPOT LEVEL USE ONLY 


| CONTAINER 


P&WA PART МО. PWA 52661-4 


USABLE 
ON 
CODE 


Change 21 


2-181 


T.O. 2J-F100-94 


INDEX 1 PWA 50329 


INDEX 9 PWA 50587 INDEX 16 PWA 51235 


FIGURE 83. BRACKETS 


2-182 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 50329 


MS35650-304 
MS16996-12 
NAS607-4-8 


PWA 50567 
MS35691-3 
MS35307-307 
PWA 50567-4 
PWA 50587 


MS35691-3 
MS9321-10 
MS16995-52 
PWA 50587-10 


MS16555-48 
PWA 50587-7 
PWA 51235 


MS35649-204 
MS16995-38 
PWA 51235-1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


BRACKETS 
BRACKET-AUGMENTOR, FRONT HORIZONTAL 
MOUNTING 


` PIN-DOWEL, STEEL 


0.250 DIA X 1.000 IN. LONG 
BRACKET-ENGINE LEVELING 


BRACKET-DIFFUSER CASE, REAR, HORIZONTAL .. 
SUPPORT AND TRUNNION HANDLING 


` PIN-LOCATOR 


SUPERSEDES PWA 50587-8 


` BRACKET ASSY 
BRACKET-FAN INLET MODULE HORIZONTAL 
SUPPORT, 2ND STAGE FAN CASE, RIGHT 


USABLE 
ON 
CODE 


Change 15 


2-183 


T.O. 2J-F100-94 


INDEX 1 PWA 51236 


12 


INDEX 10 PWA 51324 INDEX 14 PWA 51325 


28 


INDEX 24 PWA 51423 


13405 


FIGURE 84. BRACKETS-CONTINUED 


2-184 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 51236 


MS35649-204 
MS16995-38 
PWA 51236-1 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
PWA 51324 


CL23-KA-8.0LR 


MS17984-C610 
PWA 51324-1 
PWA 51325 


CL23-KA-6 


PWA 51325-1 
MS17984-C610 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
PWA 51423 


MS35691-3 
MS9321-10 
MS35307-307 
PWA 51423-1 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


BRACKETS-CONTINUED 
BRACKET-FAN INLET MODULE HORIZONTAL 
SUPPORT, 2ND STAGE FAN CASE, LEFT 


BRACKET-COMPRESSOR INTERMEDIATE CASE ... 
HORIZONTAL MOUNTING, RIGHT 


. CABLE ASSEMBLY 


P&WA PART МО. PWA 51324-5 


`ВВАСКЕТ-СОМРВЕЗЗОВ INTERMEDIATE САЗЕ, ... 


HORIZONTAL MOUNTING, LEFT 


. CABLE ASSEMBLY 


P&WA PART NO. PWA 51325-6 


. BRACKET 


BRACKET-FRONT FAN DUCT, HORIZONTAL 
MOUNTING, RIGHT 


2-185 


T.O. 2J-F100-94 


16B 
| 
— 16А 
— 16C 
é INDEX 16 PWA 53736 
INDEX 11 PWA 51787 
ў 
INDEX 23 PWA 57643 
INDEX 17 PWA 52523 98697 


FIGURE 85. BRACKETS-CONTINUED 


2-186 Change 23 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 51424 


MS35691-3 
MS9321-10 
MS35307-307 
PWA 51424-1 
PWA 51424-1D 
PWA 51611 
AN315C-4R 
AN4C-6A 
PWA 51611-1 
PWA 51787 
CL23-KA-8LR 


MS17984-C823 
PWA 51787-2 
PWA 51787-1 
PWA 53736 
PWA 53736-3 
PWA 53736-2 
PWA 53736-1 
PWA 52523 


PWA 52523-6 
MS51971-1 
AN960-C416 
MS35307-308 
PWA 52523-2 
PWA 57643 


PWA 57643-4 
PWA 57643-1 
MP380-H2-RC1 


DESCRIPTION 


BRACKETS-CONTINUED 
BRACKET-FRONT FAN DUCT, HORIZONTAL 
MOUNTING, LEFT 


. BRACKET 


BRACKET-TURBINE EXHAUST CASE, 


. CABLE ASSY-NYLON 


P&WA PART NO. PWA 51787-6 


. LOCATOR 
. BRACKET 

BRACKET-HOLDING, AUGMENTOR NOZZLE FLAP .. 
. TAG-MARKING 


BRACKET-FAN DUCT CASES, HORIZONTAL 
MOUNTING 


`BRACKET SET-COMPRESSOR CASE, 


HORIZONTAL SUPPORT 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 


ASSY CODE 


ak 


=== N N = N = N N N 


о а а аа а = 


= ~ о N о ~ 


Change 23 


ON 


2-187 


T.O. 2J-F100-94 


| 


INDEX 1 PWA 57731-2 


Zn 


INDEX 3 PWA 57731-3 


PSO61AX1 


FIGURE 86. BRACKETS-CONTINUED 


2-188 


FIGURE 
& INDEX 
NUMBER 


4 
-2 
-3 
-4 
-5 
-6 
-7 
-8 
-9 


PART 
NUMBER 


PWA 57731 
PWA 57731-2 
PWA 57731-1 
PWA 57731-3 
MS51975-34 
MS51971-3 
PWA 57731-3-1 
MS35307-308 
MS51971-1 
PWA 57731-3-4 


. BRACKET ASSEMBLY, RIGHT 
. ВВАСКЕТ ASSEMBLY, LEFT 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


BRACKETS-CONTINUED 
BRACKET SET-FRONT FAN DUCT 


LOAD ADAPTER ASSY 


мегечи Го ГО а а а а 


Change З 


2-189 


T.O. 2J-F100-94 


INDEX 1 PWA 53916 
(DEPOT) 


INDEX 8 PWA 57638-3 INDEX 14 PWA 57638 


INDEX 25 PWA 57617 ри 


FIGURE 87. BRACKETS-CONTINUED 


2-190 Change 7 


= 2 по 


2222 ID 


т 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53916 


MS51971-1 
MS35307-313 
MS9321-10 
CL-5-SHS-N 


PWA 53916-6 
DELETED 

PWA 57638-3 
MS51971-3 
MS51975-36 
MS51975-31 
PWA 57638-3-5 
PWA 57638-3-1 
PWA 57638 
PWA 57638-4 
PWA 57638-5 
PWA 57638-4-2 
CL-23-KA-10-LR 


PWA 57638-1-4 


MS51975-16 
PWA 57638-1-10 
PWA 57638-1-13 
CL-6-HN 


MS51975-29 
PWA 57638-5-1 
PWA 57638-1-11 
PWA 57638-4-1 
PWA 57617 
CL-23-KA-7.5-LR 


PWA 57617-10 
CL-10-KHS 


MS16555-46 
PWA 57617-12 


PWA 57617-6 
PWA 57617-7 
PWA 57617-5 
PWA 57617-4 
PWA 57617-17 
MS16995-94 
PWA 57617-14 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


BRACKETS-CONTINUED 
BRACKET-POSITIONING BAND SEGMENT 
FOR DEPOT LEVEL USE ONLY 


'BRACKET-SET, SUPPORT ENGINE, HORIZONTAL ... 
. BRACKET ASSY-LEFT 
. BRACKET ASSY-RIGHT 


.. CABLE ASSY 
P&WA PART NO. PWA 57638-1-6 
.. PIN-BALL LOCK 
MAKE FROM MS17984C511, MFD BY 96906 


P&WA PART NO. PWA 57617-9 
. PIN-QUICK RELEASE 
MAKE FROM MS17984-C825, MFD BY 96906 
. SCREW-KNURLED HD 
P&WA PART NO. PWA 57617-11 


. PIN-QUICK RELEASE 
MAKE FROM MS17984-C517, MFD BY 96906 
. BRACKET ASSY-RIGHT FRONT 
. BRACKET ASSY-LEFT FRONT 
. BRACKET ASSY-RIGHT REAR 
. BRACKET ASSY-LEFT REAR 


Change 25 2-191 


T.O. 2J-F100-94 


INDEX 1 P4030580 


13406 


FIGURE 88. BUMPERS-ENGINE 


2-192 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


BUMPER-ENGINE 
P4030580 BUMPER ASSY-ENGINE 
MS21045-8 
MS27183-18 
MS90726-113 . 
Р4030584 . BRACE-ENGINE SHIPPING BUMPER, LH 
P4030585 . BRACE-ENGINE SHIPPING BUMPER, RH 
MS21045-8 
MS27183-18 
MS90726-113 
P4030587 
MS90726-128 
MS35338-48 
P4030591 
MS90726-113 
MS35338-48 E 
P4030592 - PLATE-ENGINE SHIPPING BUMPER 
P4030590 . PLATE-ENGINE SHIPPING BUMPER 
P4030578 . BASE-ENGINE SHIPPING BUMPER 
P4030579 . BASE-ENGINE SHIPPING BUMPER 


о SID СЛ RON ~ 


—— 
— — со O 0) P O O — NI Ns N — — + + + — 


2-193 


T.O. 2J-F100-94 


IE INDEX 11 PWA 56048 


FIGURE 89. CABLES 


2-194 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 50285 
CL-22-KA-12-LR 
NAS1089-24 


MS3057-6A 
462A011-4 


PWA 52052 
PWA 52037 
202A163-4 
WC440TYPETC1 


MS90454-16-16 
PWA 56048 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


CABLE 
CABLE ASSY-STEPPER VOLTAGE RESISTANCE .... 


P&WA PART NO. PWA 50285-2 


. STREAMER 


P&WA PART NO. PWA 50285-11 


` CABLE-TRANSITION 


P&WA PART NO. PWA 50285-16 


. RING-RETAINING 
. BACKSHELL 
. BOOT-THERMOFIT, MOLDED 


P&WA PART NO. PWA 50285-9 


. CLIP-ALLIGATOR 


P&WA PART NO. PWA 50285-1 


FOR DEPOT LEVEL USE ONLY 


Change 25 2-195 


T.O. 2J-F100-94 


INDEX 1 PWA 51192 


13407 


FIGURE 90. CAPS 


2-196 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


CAPS 
PWA 51192 CAP-DRAIN, LUBRICATING OIL TANK 
QS-800M-4H . HOSE CLAMP 
P&WA PART NO. PWA 51192-4 
F-0630 


PWA 51192-3 
PWA 51192-2 
PWA 51192-1 


2-197 


T.O. 2J-F100-94 


МИНИ | 


ШШШ 


ИИЦ 
ШЦ 


INDEX 1 РМА Т150109 


INDEX 14 PWA 70391 


2-198 Change 10 


FIGURE 91. 


CARTS 


INDEX 2 PWA 57211 


INDEX 15 PWA 70394 


57439 


DID 


779779 DD DV 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


150109 


PWA 57211 


PWA 57211-7 
PWA 57211-9 


MS15795-807 
PWA 57211-8 


PWA 57211-6 
99-1868-9 


PWA 57211-2 
MS51959-83 
PWA 57211-3 
MS51958-83 
PWA 57211-13 


PWA 70391 
PWA 70394 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


CARTS 
CART-TEST, ENGINE ELECTRONIC CONTROL 
ETU-104E 
P&WA PART NO. PWA 50109 
FOR DEPOT LEVEL USE ONLY 
CART-TRANSPORTING LN2 
FOR DEPOT LEVEL USE ONLY 


0.164-32 (AP) 
. WASHER (AP) 
. SCREW-FILLISTER HD 

0.164-32 X 0.375 IN. LONG (AP) 


MAKE FROM DT-25-P, MFD ВУ 65743 
CART-FLUSHING, FAN INLET CASE, REPAIR 

FOR DEPOT LEVEL USE ONLY 
CART-HYDRAULIC, 6TH THRU 12TH STAGE 

COMPRESSOR STATORS 

FOR DEPOT LEVEL USE ONLY 


USABLE 
ON 
CODE 


Change 24 


2-199 


T.O. 2J-F100-94 


INDEX 1 PWA 57713 


13408 


FIGURE 92. CASES-SIMULATED 


2-200 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


CASES 
PWA 57713 CASE-SIMULATED, REAR COMPRESSOR FWD 
CASES 
REPLACED BY PWA 57932 
PWA 57713-8 . BOLT-WASHER ASSY 
MS16997-78 
PWA 57713-3 
PWA 57713-4 Я 
CL-22-KA-15-LR . CABLE ASSY 
P&WA PART NO. PWA 57713-6 
PWA 57713-11 
MAKE FROM MS17984C516, MFD BY 96906 
PWA 57713-1 . GUIDE-OUTER 
PWA 57713-2 . GUIDE-INNER 


Change 25 2-201 


T.O. 2J-F100-94 


INDEX 1 PWA 57482 ' INDEX 2 PWA 50397 


FIGURE 93. CHUCKS 


2-202 Change 20 


2222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57482 


PWA 50397 


MS16995-97 
AN505-108 
MS16996-41 
PWA 50397-9 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


CHUCKS 
CHUCK-HYDRAULIC, REAR COMPRESSOR REAR .. 
HUB BUILD STAND 
FOR DEPOT LEVEL USE ONLY 
REPLACES PWA 50503 
CHUCK-HYDRAULIC, FRONT COMPRESSOR 
FRONT HUB 
FOR DEPOT LEVEL USE ONLY 


Change 20 2-203 


T.O. 2J-F100-94 


< 


ў 


INDEX 1 PWA 50973 INDEX 15 PWA 51667 


fa 


ў 
4 


INDEX 26 PWA 52604 INDEX 32 PWA 70488 


6128 


FIGURE 94. CLAMPS 


2-204 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 50973 


MS16555-57 
PWA 50973-11 
PWA 50973-5 
MS9321-12 
MS16555-61 
29501 


MS16555-79 
PWA 50973-9 
MS51959-63 
PWA 50973-10 
PWA 50973-15 
PWA 50973-14 
PWA 50973-13 
PWA 51667 


PWA 51942 
PWA 52490 


PWA 52490-6 


PWA 52490-8 
PWA 52490-7 
MS16637-5 

PWA 52490-4 


25903 


MS16995-50 
PWA 52490-1 
PWA 52604 
MS35425-70 
MS9321-10 
PWA 52604-5 
MS51971-1 
PWA 52604-1 
PWA 70488 


CL-3-C-16LR 
PWA 70488-7 
MS16624-4037 
PWA 70488-19 


PWA 70488-18 
MS16624-4037 


DESCRIPTION 


CLAMPS 


CLAMP-LOW TURBINE BALANCE ASSY OR SHAFT . 


TO TRUCK 


` SCREW-LATCH 


P&W PART NO. PWA 50973-6 


` CLAMP-UPPER 
CLAMP-5TH STAGE COMPRESSOR DISK TO NO. 2 . 


HUB 
FOR DEPOT LEVEL USE ONLY 
CLAMP-1ST STAGE TURBINE DUCT SEGMENT 


CLAMP-CASE AND DUCT SET TURBINE, REAR, .... 


2ND STAGE SEGMENT 
FOR DEPOT LEVEL USE ONLY 


. SCREW-SOCKET HD CAP 


5-40 X 0.250 IN. LONG, STEEL 


` SCREW-SOCKET HD CAP 


0.3125-18 X 1.500 IN. LONG 


FIXTURE-DRILL INTERMEDIATE COMPRESSOR .... 


CASE 
FOR DEPOT LEVEL USE ONLY 


. CABLE ASSY 


P&W PART NO. PWA 70488-8 


` PIN-DOWEL 
MAKE FROM MS16555-61, MED BY 96906 
. BLOCK-BUSHING 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


N ONN — — - 


аа а а 0) ГО ГО 


USABLE 
ON 
CODE 


Change 27 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PWA 70488-17 . PIN-DOWEL 

MAKE FROM MS16555-60, MFD BY 96906 
PWA 70488-16 . BLOCK-BUSHING 
PWA 70488-15 


MAKE FROM 6D-421, MFD BY 14272 


2-206 Change 21 


T.O. 2J-F100-94 


INDEX 1 PWA 53344 


INDEX 2 PWA 53373 


INDEX 15 PWA 53753 
INDEX 16 PWA 55058 


«Є INDEX 17 PWA 55116 ç = INDEX 18 PWA 55177 


FIGURE 95. CLAMPS-CONTINUED 


(2-207 Blank)/2-208 Change 23 


эл 


эээ 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53344 


PWA 53373 


PWA 53373-8 
MS16228-5C 
MS51975-20 

35306 


NAS1352-04-8 
PWA 53373-3 
MS16995-17 
PWA 53373-11 
MS16995-35 
PWA 53373-9 
PWA 53373-1 
PWA 53373-2 
PWA 53753 


PWA 55058 


PWA 55116 
PWA 55116-9 


PWA 55116-2 
33503 


PWA 55116-6 
PWA 55116-3 
PWA 55116-4 
PWA 55116-8 
PWA 55116-5 
PWA 55116-1 
PWA 55177 


MS16995-25 
PWA 55177-13 
MS16995-50 
PWA 55177-8 
MS16996-10 
PWA 55177-9 
MS51871-3 
41104 


PWA 55177-3 


PWA 55177-10 
MS51975-4 
MS16555-29 
PWA 55177-4 
PWA 55177-6 
PWA 55177-7 


DESCRIPTION 


CLAMPS-CONTINUED 


CLAMP-3RD STAGE TURBINE AIR SEALING RING... 


HONEYCOMB 
FOR DEPOT LEVEL USE ONLY 


CLAMP-3RD STAGE TURBINE ROTOR ASSY, LIFT .. 


AND TURN 


. NUT-KNURLED 


. CLAMP ASSY 
. CLAMP ASSY 


CLAMP-POST REPLACEMENT ZONE 3 AND 4, 
AUGMENTOR SPRAY MANIFOLD 
FOR DEPOT LEVEL USE ONLY 
CLAMP-HOLDING, NO. 4 BEARING PRESSURE 
TUBE HEATSHIELD 
FOR DEPOT LEVEL USE ONLY 
CLAMP-HOLDING, OUTER FAIRING BRACKET 
FOR DEPOT LEVEL USE ONLY 


. SCREW-SOCKET HD CAP 


0.164-32 X 1.75 IN. LONG, STEEL 


. BLOCK-PUSHER 
. THUMBSCREW-PADDED 


P&WA PART NO. PWA 55116-7 


TAIL CONE MOUNTING FLANGE 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 55177-12 


. SCREW-SOCKET HD CAP 


MAKE FROM MS16995-48, MFD BY 96906 


` SEGMENT-RING 
` SEGMENT-RING 
` SEGMENT-RING 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


ak 


= о № — 


= = = ND ог со о со 


å += ДО 


MIN 


USABLE 
ON 
CODE 


Change 23 


T.O. 2J-F100-94 


INDEX 1 PWA 55178 INDEX 2 PWA 55664 


INDEX 14 PWA 50084 
INDEX 7 PWA 55685 


13411 


FIGURE 96. CLAMPS-CONTINUED 


2-210 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55178 


PWA 55664 
MS16995-25 
305USS 


215208 


PWA 55664-1 
PWA 55685 


MS16208-7 
MS16995-51 
MS16555-41 
PWA 55685-3 
PWA 55685-2 
PWA 55685-1 
MP340H3-RC2 


PWA 50084 
AN381-4-22 
MS35692-1010 
AN960XC1016 
AN960XC1216 
PWA 50084-19 


CL-23-KA-20.0L 
PWA 50084-26 


MS9360-14 
AN960XC816 
MS9821-35 
PWA 50084-20 
PWA 50084-21 
MS9360-19 
AN960XC1616 
PWA 50084-3 
PWA 50084-2 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


CLAMPS-CONTINUED 
CLAMP-SUPPORT, TACKWELD TURBINE 
EXHAUST CASE TAIL CONE MOUNT FLANGE 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 70285 


P&WA PART МО. PWA 55664-4 


. SPINDLE ASSY 


P&WA PART NO. PWA 55664-2 


. WELDED CONSTRUCTION 


CLAMP-REAR COMPRESSOR VARIABLE VANE 
ARM POSITIONER 


` CONTAINER 


P&WA PART МО. PWA 55685-7 
CLAMP-M-37 THRUST RAIL 


: SCREW-SHOULDER, SOCKET HD 


MAKE FROM 08126, MFD BY 74445 


. CABLE ASSY 


P&WA PART NO. PWA 50084-29 


. PIN-COTTER 


MAKE FROM MS17984C826, MFD BY 96906 


USABLE 
ON 
CODE 


Change 24 


2-211 


T.O. 2J-F100-94 


INDEX 1 PWA 55496 
INDEX 2 PWA 55497 
INDEX 3 PWA 55499 
INDEX 4 PWA 55502 
INDEX 5 PWA 55503 
INDEX 6 PWA 55510 INDEX 7 PWA 70161 


INDEX 20 PWA 70164 


101557 


FIGURE 97. CLAMPS-CONTINUED 


2-212 Change 24 


эээ? 


Т.О. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


CLAMPS-CONTINUED 
PWA 55496 CLAMP-WELD 

FOR DEPOT LEVEL USE ONLY 
PWA 55497 CLAMP-WELD 

FOR DEPOT LEVEL USE ONLY 
PWA 55499 CLAMP-WELD 

FOR DEPOT LEVEL USE ONLY 
PWA 55502 CLAMP-WELD 

FOR DEPOT LEVEL USE ONLY 
PWA 55503 CLAMP-WELD 

FOR DEPOT LEVEL USE ONLY 
PWA 55510 CLAMP-WELD 

FOR DEPOT LEVEL USE ONLY 
PWA 70161 CLAMP-BRIDGE, 1ST STAGE FAN CASE VANE 

PARTING (REPAIR) 

FOR DEPOT LEVEL USE ONLY 
MS24671-9 
PWA 70161-10 
PWA 70161-9 
MS16555-44 й 
PWA 70161-7 . WHEEL-GRIP 
PWA 70161-4 . SCREW-HEX HD 

MAKE FROM MS35307-311, MFD BY 96906 


D 8 D ND TO 


MS16555-41 
MS16995-48 
PWA 70161-3 
PWA 70161-2 
PWA 70161-1 Е 
MP350H5-RC1 . BOX-STORAGE 
P&WA PART NO. PWA 70161-12 
PWA 70164 CLAMP-BRIDGE, 2ND STAGE FAN CASE VANE 


= ~ N N N ~ 


= 


PARTING (REPAIR) 
FOR DEPOT LEVEL USE ONLY 


MS24671-9 
PWA 70164-10 
PWA 70164-9 
MS16555-44 5 
PWA 70164-7 . WHEEL-GRIP 
PWA 70164-4 . SCREW-HEX HD 
MAKE FROM MS35307-311, MFD BY 96906 


D 8 D D ~ D 


MS16555-41 
MS16995-48 
PWA 70164-3 
PWA 70164-2 
PWA 70164-1 A 
MP350H5-RC1 . BOX-STORAGE 
P&WA PART NO. PWA 70164-11 


= ~ D N N ~ 


Change 24 2-213 


T.O. 2J-F100-94 


INDEX 1 MODEL 01-001-055 


12651 


FIGURE 98. CLEANERS 


2-214 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


MODEL 
01-001-055 


1234567 


CLEANERS 
CLEANER-ULTRASONIC 


DESCRIPTION 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
ASSY CODE 


| 


2-215 


T.O. 2J-F100-94 


| 
2А 
| — 2B 
1А 
— 1B 


Ў INDEX 1 PWA 53647 қ INDEX 2 PWA 53751 


==" 


| 
= = 


== 


INDEX 3 PWA 55186 INDEX 6 PWA 55278 


98699 


FIGURE 99. COILS 


2-216 Change 23 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


COILS 

PWA 53647 COIL-INDUCTION, INTERMEDIATE CASE DUCT 
LUG, STRESS RELIEVE 
FOR DEPOT LEVEL USE ONLY 

AN817-4 E 

PWA 53647-1 . COIL ASSY 

PWA 53751 COIL-INDUCTION, INTERMEDIATE CASE REAR 
FLANGE 
FOR DEPOT LEVEL USE ONLY 

AN817-4 

PWA 53751-1 

PWA 55186 COIL-INDUCTION HEATING, 6TH STAGE HUB 
FOR DEPOT LEVEL USE ONLY 

AN817-4 | 

PWA 55186-1 . COIL ASSY 

PWA 55278 COIL-INDUCTION, BRAZING NO. 4, SCAV TUBE 
RING END (REOP) 

41-F-04 . NUT-UNION 

P&WA PART NO. PWA 55278-5 
PWA 55278-4 . COIL ASSY 


Change 23 2-217 


T.O. 2J-F100-94 


INDEX 1 GS22435—1 
(DEPOT) 


13414 


FIGURE 100. COMPARATORS 


2-218 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


COMPARATORS 
GS22435-1 COMPARATOR-STOCK REMOVAL 
FOR DEPOT LEVEL USE ONLY 


2-219 


T.O. 2J-F100-94 


INDEX 14 PWA 52843 


INDEX 19 PWA 53772 


INDEX 18 PWA 52892 = 


INDEX 20 PWA 56501 INDEX 21 PWA 56560 


98700 


FIGURE 101. COMPRESSORS 


2-220 Change 23 


222202222 


== 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 51408 
MS16995-41 
NAS607-3-12 
PWA 51408-6 
MS51971-5 
MS35338-143 
PWA 51408-7 
PWA 51408-5 
NAS607-3-6 
PWA 51408-11 
MS9321-17 
PWA 51408-8 
PWA 51408-1 
PWA 52843 
PWA 52843-3 
PWA 52843-2 
PWA 52843-4 
PWA 52892 


PWA 52892-4 


PWA 52892-3 
PWA 52892-2 


PWA 52892-5 


PWA 52892-1 
PWA 53772 


PWA 53772-1 
PWA 53772-2 
PWA 56501 


PWA 56560 


DESCRIPTION 


COMPRESSORS 
COMPRESSOR-BLEED VALVE STRAP BUMPER 


. PIN-DOWEL 
. JACKSCREW ASSY 


. JAW-MOVABLE 
. BASE ASSY 


. SCREW-SOCKET HD САР 


0.250-20 X 3 IN. LONG, STEEL 


. WASHER-PLAIN FLAT 


0.2813 ID X 0.3125 OD X 0.0625 IN. THICK, STEEL 


`COMPRESSOR-KEY WASHER, CUP TYPE 
SUPERSEDES PWA 52743 
COMPRESSOR-CUP WASHER, GBX SUPPORT 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


AA = а а НЕ НА НА ш ш ч [уь Б5 D D D = 


USABLE 
ON 
CODE 


Change 23 


2-221 


T.O. 2J-F100-94 


INDEX 1 GS21667-1 INDEX 4 GS21671-1 
INDEX 2 GS21669-1 INDEX 5 GS21672-1 
INDEX 3 GS21673-1 


FIL 


INDEX 6 GS21670-1 INDEX 7 GS22412-1 


INDEX 8 PWA 56571 INDEX 9 PWA 56629 ==] 


87527 


FIGURE 102. COMPRESSORS-CONTINUED 


2-222 Change 18 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


COMPRESSORS-CONTINUED 
GS21667-1 COMPRESSOR-SEAL 

FOR DEPOT LEVEL USE ONLY 
GS21669-1 COMPRESSOR-SEAL 

FOR DEPOT LEVEL USE ONLY 
GS21673-1 COMPRESSOR-SEAL 

FOR DEPOT LEVEL USE ONLY 
GS21671-1 COMPRESSOR-SEAL 

FOR DEPOT LEVEL USE ONLY 
GS21672-1 COMPRESSOR-SEAL 

FOR DEPOT LEVEL USE ONLY 
GS21670-1 COMPRESSOR-SEAL 

FOR DEPOT LEVEL USE ONLY 
GS22412-1 COMPRESSOR-SEAL 

FOR DEPOT LEVEL USE ONLY 
PWA 56571 COMPRESSOR-AUGMENTOR NOZZLE LEVER 

ANCHOR BOLT RIVET 

SUPERSEDES PWA 55276 
PWA 56629 COMPRESSOR-TUBE END GASKET 
SUPERSEDES PWA 56320 


Change 18 2-223 


T.O. 2J-F100-94 


INDEX 24 PWA 56641 


INDEX 25 PWA 56771 


INDEX 1 PWA 57433 


101565 


FIGURE 103. COMPRESSORS-CONTINUED 


2-224 Change 24 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57433 
MS51021-31 
PWA 57433-14 
PWA 57433-4 
LC-020C-2 


P-20-6-3/16 


PWA 57433-12 
LC-020C-5-SS 


MS16555-644 
PWA 57433-8 
H-20-6-3/16 


MS35275-215 
PWA 57433-23 


MS9356-14 
MS9321-14 
PWA 57433-6 
PWA 57433-1 
CL-21-KA-8LR 


PWA 57433-21 


PWA 57433-16 
4521-24-200-2N 


MS51957-3 


PWA 57433-15 
PWA 56641 


PWA 56771 


DESCRIPTION 


COMPRESSORS-CONTINUED 


COMPRESSOR-SEAL RING, NO. 2 BEARING SEAL .. 
. SETSCREW 

. KNOB-CLAMP 
. KNOB-SHAFT 
. SPRING 


P&WA PART NO. PWA 57433-3 


` SPRING-STOP BUTTON 
MAKE FROM CL-10C-SSB, MED BY 99862 


P&WA PART NO. PWA 57433-22 


. PIN-QUICK RELEASE 


MAKE FROM MS17984S311, MFD BY 96906 


. POSITIONING TOOL ASSY 
. CLIP-SPRING 


P&WA PART NO. PWA 57433-18 


ROTOR TIEROD CLIP 

FOR DEPOT LEVEL USE ONLY 
COMPRESSOR-RIVET, 4TH STAGE TURBINE 

AIRSEAL SEGMENTS 


T.O. 2J-F100-94 


UNITS 
PER 


ASSY CODE 


ann au © ооо — 


оо 


а-ал л 


Сһапде 24 


USABLE 


ON 


2-225 


T.O. 2J-F100-94 


INDEX 1 PWA 8151 


INDEX 3 PWA 51372 


INDEX 4 PWA 51374 


INDEX 7 PWA 51376 INDEX 10 PWA 51583 


98701 


FIGURE 104. CONNECTORS 


2-226 Change 23 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 


NUMBER 


PWA 8151 


DELETED 
PWA 51372 


3000-10 

PWA 51372-1 
PWA 51372-2 
PWA 51374 


PWA 51374-2 
PWA 51374-4 
PWA 51376 


PWA 51376-2 
PWA 51376-5 
PWA 51583 
1022-8C 
PWA 51583-3 
PWA 51583-5 
65008 

301-8 


PWA 51583-7 


DESCRIPTION ASSY 


CONNECTORS 
CONNECTOR-NO. 6 BEARING AIR CHECK 
SUPERSEDED BY PWA 56646 


MAKE FROM MS9198-12, MFD BY 96906 


. CONNECTOR ASSY 


CONNECTOR-NO. 1 AND NO. 5 BEARING OIL 
NOZZLE, AIR FLOW 
SUPERSEDED BY PWA 56654 


CONNECTOR-NO. 1 BEARING COMPARTMENT 
VACUUM CHECK 
SUPERSEDED BY PWA 56652 


· BODY ASSY 


CONNECTOR-NO. 2 AND NO. 3 BEARING NOZZLE .. 
AIR INLET 


P&WA PART NO. PWA 51583-6 


. РРЕ ASSY 


CODE 


Change 23 


2-227 


T.O. 2J-F100-94 


д l E 
47 (С 
2 INDEX 1 PWA 52838 INDEX 2 PWA 61717 


INDEX 3 PWA 54226 


96756 


FIGURE 105. CONNECTORS-CONTINUED 


2-228 Change 21 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52838 
3000-10 
PWA 52838-1 


PWA 61717 
PWA 54226 


PWA 54226-1 
F-17871 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


CONNECTORS-CONTINUED 
CONNECTOR-AIR PRESSURE TEST, MAIN 
GEARBOX 


P&W PART NO. PWA 52838-2 


. CONNECTOR ASSY 


CONNECTOR-EXTENSION, LOCKING, TRI START ... 
CONNECTOR-UNIVERSAL, EDDY CURRENT 
INSPECTION 
FOR DEPOT LEVEL USE ONLY 


. CONNECTOR ASSY 
. CONTAINER 


P&W PART NO. PWA 54226-4 


Change 29 2-229 


T.O. 2J-F100-94 


É INDEX 1 PWA 53460 INDEX 5 PWA 55436 $ 


98702 


FIGURE 106. CONTAINERS 


2-230 Change 23 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53460 


PWA 53460-4 
PWA 53460-2 
PWA 53460-3 
PWA 55436 


PWA 55436-1 
PWA 55436-2 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


CONTAINERS 
CONTAINER-LIQUID NITROGEN, BRAZE RINGS 
FOR DEPOT LEVEL USE ONLY 


. COVER ASSY 
. INNER TANK ASSY 
. OUTER ТАМК ASSY 


CONTAINER-LIQUID NITROGEN, FELTMETAL 
SEGMENTS 
FOR DEPOT LEVEL USE ONLY 


. COVER ASSY 
. BOX ASSY 


Change 23 2-231 


T.O. 2J-F100-94 


INDEX 1 PWA 25672 INDEX 2 PWA 61685 


= 


13419 


FIGURE 107. CONTROLS 


2-232 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


PWA 25672 


PWA 61685 


1234567 DESCRIPTION 


CONTROLS 
CONTROL-HEATER 
SUPERSEDED BY PWA 61685 
CONTROL-HEATER 
220 V, 50 HZ OR 60 HZ 
SUPERSEDES PWA 25672 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
ASSY CODE 


Change 14 


2-233 


T.O. 2J-F100-94 


INDEX 2 PWA 56603 


INDEX 1 PWA 55308 


75715 


FIGURE 108. CONTROLLERS 


Change 15 


2-234 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


PWA 55308 


PWA 56603 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
1234567 DESCRIPTION ASSY CODE 


CONTROLLERS 
CONTROLLER-COMBUSTION, GAS AND 

TEMPERATURE, NO. 4 BEARING SCAVENGE 

FOR DEPOT LEVEL USE ONLY 
CONTROLLER-HEATER 


Change 17 2-235 


T.O. 2J-F100-94 


4 INDEX 1 PWA 52911 


3 


2-236 


INDEX 10 PWA 55389 


Change 25 


FIGURE 109. COUNTERSINKS 


INDEX 7 PWA 55401 


98703 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


COUNTERSINKS 
PWA 52911 COUNTERSINK-1ST AND 2ND STAGE 
COMPRESSOR VANE 
FOR DEPOT LEVEL USE ONLY 
PWA 52911-9 . SCREW-SOCKET SET, FLAT PT 
8-32 X 0.1875 IN. LONG, STEEL 


PWA 52911-3 
PWA 52911-8 


PWA 52911-7 

PWA 52911-6 A 

PWA 55401 COUNTERSINK-DIFFUSER CASE INNER FLANGE ... 
FOR DEPOT LEVEL USE ONLY 

PWA 55401-1 . COUNTERSINK 

PWA 55401-2 . CONTAINER 

PWA 55389 COUNTERSINK-INVERTED, DIFFUSER CASE 
FRONT FLANGE 
FOR DEPOT LEVEL USE ONLY 


Change 25 2-237 


T.O. 2J-F100-94 


INDEX 6 PWA 51133 


INDEX 1 PWA 50541 


INDEX 15 PWA 51135 
INDEX 11 PWA 51134 


29 
INDEX 26 PWA 52762 


INDEX 21 PWA 52761 


96757 


FIGURE 110. COVERS 


2-238 Change 21 


2222 77931 


FIGURE 
8 INDEX 
NUMBER 


PART 
NUMBER 


PWA 50541 


MS51971-1 
MS9321-10 
MS16995-51 
PWA 50541-1 
PWA 50541-1B 
PWA 51133 


MS16996-51 
PWA 51133-3 
M83248/1-117 
PWA 51133-1 
PWA 51134 


MS16995-52 
M83248/1-153 
PWA 51134-1 
PWA 51135 


MS15795-811 
PWA 51135-5 


MS15795-809 
M83248/1-164 
PWA 51135-1 
PWA 52761 
MS9356-09 
MS9321-09 
PWA 52761-1 
PWA 52761-1B 
PWA 52762 
MS9356-10 
MS9321-10 
PWA 52762-1 
PWA 52762-1A 


DESCRIPTION 


COVERS 
COVER-MAIN GEARBOX, BREATHER 
PRESSURIZING VALVE 


COVER-MAIN GEARBOX FUEL PUMP PAD 
NOT FOR USE WITH 220A 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 57074 


`COVER-MAIN GEARBOX OIL PUMP PAD 
FOR DEPOT LEVEL USE ONLY 


FOR DEPOT LEVEL USE ONLY 
. WASHER 
. SCREW-CAP 
MAKE FROM MS35276-289, MFD BY 96906 


.. SEAL-NEOPRENE 


COVER-MAIN OIL PUMP INLET PRESSURE PADS... 


. COVER ASSY 
.. SEAL-NEOPRENE 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


np 


+ + 


4 
1 
1 
1 
2 
2 
1 
1 
1 
9 
9 
1 
1 


Change 21 


USABLE 


ON 
CODE 


2-239 


T.O. 2J-F100-94 


INDEX 1 PWA 52763 


INDEX 2 PWA 52765 INDEX 3 PWA 52841 


INDEX 4 PWA 53333 INDEX 5 PWA 53334 


96758 


FIGURE 111. COVERS-CONTINUED 


2-240 Change 21 


== 22252 


2222 


Т.О. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


COVERS-CONTINUED 
PWA 52763 COVER-FUEL PUMP PAD 
MS9356-12 
MS9321-12 
PWA 52763-1 
PWA 52763-1B 
PWA 52765 
MS35308-307 
PWA 52765-1 . COVER ASSY 
PWA 52841 COVER-MACHINING, FRONT TURBINE CASE 
SEGMENTS 
FOR DEPOT LEVEL USE ONLY 


- о må åå BD — 


MS35649-204 

PWA 52841-3 

MS16995-38 

PWA 52841-1 

PWA 53333 COVER-PROTECTING, AUGMENTOR SPRAY 
MANIFOLD ELBOW PAD 

PWA 53334 COVER-PROTECTING, AUGMENTOR SPRAY 
MANIFOLD NO. 1 

PWA 53334-2 . COVER-INNER 

PWA 53334-1 . COVER-OUTER 


Change 21 2-241 


T.O. 2J-F100-94 


INDEX 1 PWA 53335 INDEX 2 PWA 53336 


INDEX 3 PWA 53337 INDEX 4 PWA 53338 


INDEX 5 PWA 53675 INDEX 6 PWA 63676 


98705 


FIGURE 112. COVERS-CONTINUED 


2-242 Change 23 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53335 


PWA 53335-1 
PWA 53335-2 
PWA 53336 


PWA 53336-1 
PWA 53336-2 
PWA 53337 
PWA 53338 
PWA 53338-1 


PWA 53338-2 
PWA 53675 


PWA 53676 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


COVERS-CONTINUED 
COVER-PROTECTING, AUGMENTOR SPRAY 
MANIFOLD NO. 2 
. COVER-OUTER .. 
. COVER-INNER ... 
COVER-PROTECTING, AUGMENTOR SPRAY 
MANIFOLD NO. 3 FUEL NOZZLES 
. COVER-OUTER .. 
. COVER-INNER ... 
COVER-PROTECTING, AUGMENTOR SPRAY 
MANIFOLD NO. 4 FUEL NOZZLES 
COVER-PROTECTING, AUGMENTOR SPRAY 
MANIFOLD NO. 5 FUEL NOZZLES 
. COVER-OUTER 
. COVER-INNER 
COVER-SHOTPEEN, 1ST STAGE COMPRESSOR .... 
DISK AND HUB ASSY, FRONT 
FOR DEPOT LEVEL USE ONLY 
COVER-SHOTPEEN, 1ST STAGE COMPRESSOR .... 
DISK AND HUB ASSY, REAR 
FOR DEPOT LEVEL USE ONLY 


Change 23 2-243 


T.O. 2J-F100-94 


INDEX 1 PWA 53706 
INDEX 2 53707 


INDEX 3 PWA 53783 


INDEX 4 PWA 53717 


INDEX 5 PWA 53782 


INDEX 6 PWA 71531 


INDEX 7 PWA 71532 


100749 


FIGURE 113. COVERS-CONTINUED 


2-244 Change 23 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


COVERS-CONTINUED 

PWA 53706 COVER-SHOTPEEN, 2ND STAGE COMPRESSOR ... 
DISK AND HUB BLADE SLOTS, FRONT 
FOR DEPOT LEVEL USE ONLY 

PWA 53707 COVER-SHOTPEEN, 2ND STAGE COMPRESSOR ... 
DISK 
FOR DEPOT LEVEL USE ONLY 

PWA 53783 COVER-SHOTPEEN, ЗВО STAGE COMPRESSOR ... 
DISK BLADE SLOTS 

SUPERSEDES PWA 53711 

FOR DEPOT LEVEL USE ONLY 

PWA 53717 COVER-PROTECTING, AUGMENTOR SPRAY 
MANIFOLD NO. 4 FUEL NOZZLES 

PWA 53717-1 : 

PWA 53717-2 . CONTAINER 

PWA 53782 COVER-SHOTPEEN, 3RD STAGE COMPRESSOR ... 
DISK BLADE SLOTS 

SUPERSEDES PWA 53710 

FOR DEPOT LEVEL USE ONLY 

PWA 71531 COVER-SHOTPEEN, 1ST STAGE TURBINE BLADE .. 
RETAINING PLATE 
FOR DEPOT LEVEL USE ONLY 

PWA 71532 COVER-SHOTPEEN, 1ST STAGE TURBINE BLADE .. 
RETAINING PLATE, 229 
FOR DEPOT LEVEL USE ONLY 


Change 23 2-245 


T.O. 2J-F100-94 


INDEX 1 P4030583 


INDEX 21 PWA 51132 


FIGURE 114. 


2-246 Change 1 


15 


COVERS-CONTINUED 


14 $ 
—13 


INDEX 2 PWA 57073 


INDEX 12 PWA 57152 


(КУ 
р у 
Q 


INDEX 25 PWA 55423 


21891 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 


NUMBER 


P4030583 
PWA 57073 


MS9356-10 
33025 


MS9388-141 
PWA 57073-1 
PWA 57074 


MS9356-12 
MS16995-50 
MS28775-048 
PWA 57074-1 
PWA 57152 


MS35307-362 
MS9321-12 
375-16 


MS16995-17 
PWA 57152-6 
628XB-2-6-2 


547 


PWA 57152-1 
PWA 57152-9 
PWA 51132 


MS16996-23 
MS9388-140 
PWA 51132-1 
PWA 55423 


PWA 55423-2 


MS35691-81 
PWA 55423-1 


DESCRIPTION ASSY 


COVERS-CONTINUED 
COVER-AFTERBURNER NOZZLE 
COVER-GEARBOX AIR TEST 

FOR DEPOT LEVEL USE ONLY 

SUPERSEDES PWA 51132 

FOR SERIES 200 ENGINE 


COVER-GEARBOX FUEL PUMP AIR CHECK 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 51133 


. PLATE-COVER 


COVER-REDUCTION GEARBOX AIR CHECK 
FOR DEPOT LEVEL USE ONLY 


. ALLEN МОТ 


P&WA PART NO. PWA 57152-5 


` VALVE-RELIEF 


P&WA PART NO. PWA 57152-4 


. FILM-TEFLON 


P&WA PART МО. PWA 57152-8 


` CONTAINER 


COVER-MAIN GEARBOX BREATHER PRESSURE ... 
VALVE PAD 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 57073 
FOR SERIES 200 ENGINES 


'COVER-WATER TEST, DIFFUSER CASE 
FOR DEPOT LEVEL USE ONLV 


MAKE FROM 18505, MFD BY 94892 


. NUT (AP) 
. COVER ASSV 


CODE 


Change 1 


2-247 


T.O. 2J-F100-94 


INDEX 1 PWA 22448 


13425 


FIGURE 115. CRADLES 


2-248 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


CRADLES 
PWA 22448 CRADLE-DRIVE PULLEY BALANCE 
FOR DEPOT LEVEL USE ONLY 


Change 25 2-249 


T.O. 2J-F100-94 


‚к 


10 


INDEX 1 PWA 50513 INDEX 2 PWA 51671 


INDEX 15 PWA 52556 INDEX 19 PWA 52740 


INDEX 20 PWA 52743 INDEX 21 PWA 56320 


13426 


FIGURE 116. CRIMPERS 


2-250 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 50513 


PWA 51671 


79NTM-04 
08002 
LC-040E-1 


PWA 51671-4 
MS24671-9 
PWA 51671-10 
08-500 


MS24671-9 
PWA 51671-5 
PWA 51671-2 
PWA 51671-1 
DELETED 
PWA 52556 


MS51929-135 
PWA 52556-4 
PWA 52556-1 
PWA 52740 


PWA 52743 
PWA 56320 


MS16995-10 

PWA 56320-9 
PWA 56320-8 
PWA 56320-7 
PWA 56320-6 
PWA 56320-5 
MS20613-606 
PWA 56320-2 
PWA 56320-1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


CRIMPERS 
CRIMPER-MAIN GEARBOX IGNITION 
ALTERNATOR BALL BEARING RETAINING 
NUT-CUP WASHER 
FOR DEPOT LEVEL USE ONLY 
CRIMPER-6TH STAGE COMPRESSOR TIEROD 
NUT RETAINING WASHER 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 51671-8 


. SPRING 


P&WA PART NO. PWA 51671-3 


CRIMPER-FRONT COMPRESSOR DRIVE TURBINE . 
TIEBOLT KEY WASHER 


`CRIMPER-REAR COMPRESSOR STATOR INLET .... 


VARIABLE VANE BEARING KEY WASHER 
CRIMPER-KEY WASHER, CUP TYPE 
CRIMPER-TUBE GASKET 

SUPERSEDES PWA 55324 
SUPERSEDES PWA 55323 
SUPERSEDES PWA 55322 
SUPERSEDES PWA 55321 
SUPERSEDES PWA 55295 
SUPERSEDED BY PWA 56629 


- åå å å å nm О 


USABLE 
ON 
CODE 


Change 18 


2-251 


T.O. 2J-F100-94 


INDEX 1 PWA 55295 INDEX 2 PWA 55321 


INDEX 3 PWA 55322 INDEX 4 PWA 55323 


INDEX 5 PWA 55324 INDEX 6 PWA 55458 


INDEX 7 PWA 57378 Sy 


75681 


FIGURE 117. CRIMPERS-CONTINUED 


2-252 Change 15 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 


NUMBER NUMBER DESCRIPTION ASSY CODE 


CRIMPERS-CONTINUED 
PWA 55295 CRIMPER-NO. 5 BEARING INTERNAL TUBE 
GASKET 
SUPERSEDED BY PWA 56320 
PWA 55321 CRIMPER-NO. 4 BEARING PRESSURE TUBE 
GASKET 
SUPERSEDED BY PWA 56320 
PWA 55322 CRIMPER-NO. 4 BEARING SCAVENGE TUBE 
GASKET 
SUPERSEDED BY PWA 56320 
PWA 55323 CRIMPER-TRANSFER TUBE GASKET 
SUPERSEDED BY PWA 56320 
PWA 55324 CRIMPER-NO. 4 OR NO. 5 OUTER PRESSURE 
TUBES GASKET 
SUPERSEDED BY PWA 56320 
PWA 55458 CRIMPER-KEY WASHER, CUP TYPE, GEARBOX 
SUPPORT BRACKET 
PWA 57378 CRIMPER-MAIN GBX IGNITION ALTERNATOR BALL 
BEARING RETAINING NUT CUP WASHER 
MS51959-61 
PWA 57378-4 
MS16995-50 . 
PWA 57378-3 . GUIDE-BORE 
PWA 57378-1 . CRIMPER 


Change 15 2-253 


T.O. 2J-F100-94 


INDEX 1 PWA 55555 INDEX 2 PWA 57066 


INDEX 5 PWA 53733 INDEX 13 GS21697-1 


INDEX 14 2564552 INDEX 15 PWA 57414 


51153 


FIGURE 118. CRIMPERS-CONTINUED 


2-254 Change 8 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55555 


HX3 


X241P 


PWA 57066 


PWA 57066-2 
PWA 57066-1 
PWA 53733 


P-92705-Y 


PWA 53733-5 
PWA 53733-4 
PWA 53733-3 
MS16555-41 
PWA 53733-2 
PWA 38176 
GS21697-1 


2564552 


PWA 57414 
MP350H2RC2 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


CRIMPERS-CONTINUED 
CRIMPER-CONNECTOR, DUAL N1 FLEXIBLE 
CABLE 
SUPERSEDED BY PWA 56649 


P&WA PART NO. PWA 55555-3 
REPLACES HX3-241P 
P&WA PART NO. PWA 55555-2 
CRIMPER-REDUCTION GEARBOX KEYWASHER .... 
FOR DEPOT LEVEL USE ONLY 
. PIN-GUIDE 
. DRIFT ASSY 
CRIMPER-ELECTRICAL CONNECTOR, SEALING .... 
TUBES 
. RING-RETAINER 
P&WA PART NO. PWA 53733-6 


FOR DEPOT LEVEL USE ONLY 
CRIMPER-SCREW, SERVO VALVE 
FOR DEPOT LEVEL USE ONLY 
CRIMPER SET-CABLE FAN INLET CASE 
. CONTAINER 
P&WA PART NO. PWA 57414-4 


USABLE 
ON 
CODE 


Change 20 


2-255 


T.O. 2J-F100-94 


INDEX 1 PWA 56649 d INDEX 2 PWA 57192 


101558 


FIGURE 118A. CRIMPERS-CONTINUED 


2-256 Change 24 


=== 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


CRIMPERS-CONTINUED 
PWA 56649 CRIMPER-CONNECTOR, QUAD N-1 SENSOR 
SUPERSEDES PWA 55555 
PWA 57192 CRIMPER-HPT TIEROD TABLOCK 
FOR DEPOT LEVEL USE ONLY 


MS35649-204 х 
РМ/А 57192-8 . SCREW-SHOULDER 
МАКЕ FROM М551975-1, MFD BY 96906 


М516555-11 
РМ/А 57192-6 
М516555-18 
РМ/А 57192-1 
LC-022D-6 


PWA 57192-4 
5100-25 

P&WA PART NO. PWA 57192-5 
PWA 57192-7 . LOCATOR 


Change 24 2-256.1 


T.O. 2J-F100-94 


3 
| 6 
2 
INDEX 1 PWA 57223 INDEX 5 PWA 70316 
INDEX 7 PWA 70403 


40525 


FIGURE 119. CUTTERS 


2-256.2 Change 20 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57223 


PWA 57223-1 
PWA 57223-2 
PWA 57223-3 
PWA 70316 


PWA 70316-1 
PWA 70403 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


CUTTERS 

CUTTER-BORING, 8TH STAGE DISK TIEROD 
HOLES 
FOR DEPOT LEVEL USE ONLY 


. CUTTER-FINISH 
. CUTTER-ROUGH 
. CONTAINER 


CUTTER-BACKFACE, COMPRESSOR 


INTERMEDIATE CASE STRUT BRACKET HOLE 
REPAIR 


FOR DEPOT LEVEL USE ONLY 


. CUTTER ASSY 


CUTTER SET-FAN INLET CASE PS2, OIL TUBE 
AND OUTER SHROUD CIVV BOSS BORES 
FOR DEPOT LEVEL USE ONLY 


Change 23 2-257 


T.O. 2J-F100-94 


ga 4 
| 


INDEX 1 PWA 52897 INDEX 2 PWA 53312 


B 
INDEX 3 PWA 53731 INDEX 4 PWA 55338 


INDEX 5 PWA 55366 20 INDEX 15 PWA 55367 
| 
26 
23 
| 
| 25 
24 |NDEX 22 PWA 55519 INDEX 28 PWA 71708 


98707 


FIGURE 120. CUTTERS-CONTINUED 


2-258 Change 23 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52897 


PWA 53312 


PWA 53312-1 
PWA 53312-2 
PWA 53731 


PWA 53731-5 


PWA 53731-4 
PWA 53731-3 
PWA 53731-2 
PWA 53731-1 
PWA 55338 


PWA 55366 


MS16995-25 
PWA 55366-7 
PWA 55366-8 
MS16555-33 
MS16624-5031 
MS9321-11 
278 


PWA 55366-3 
PWA 55366-1 
PWA 55367 


CL-5-BP-1 


PWA 55367-6 
91783A 


PWA 55367-3 
PWA 55367-2 
PWA 55367-1 
F17870 


PWA 55367-7 
PWA 55519 
MS51029-112 
PWA 55519-3 
PWA 55519-2 
PWA 55519-1 
MP340H2-RC1 


PWA 71708 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


CUTTERS-CONTINUED 
CUTTER-COMBUSTION CHAMBER BRACKETS 

0.343 DIAMETER 

FOR DEPOT LEVEL USE ONLY 
CUTTER-FINISH, COMBUSTION CHAMBER 

IGNITER OPENINGS 

FOR DEPOT LEVEL USE ONLY 


| CONTAINER 


CUTTER-ELECTRICAL CABLE SHEATHING 
FOR DEPOT LEVEL USE ONLY 


. SCREW-FLAT HD, SLOTTED 


5-40 X 0.5 IN. LONG, STEEL 


`CUTTER-MACHINE, SUPPORT AUGMENTOR 


NOZZLE 
FOR DEPOT LEVEL USE ONLY 

CUTTER-PLUG RUBSTRIP, 1ST STAGE FAN CASE .. 
AND STATOR 


` HANDLE ASSY 


CUTTER-TREPAN, RUBSTRIP STAGE ONE FAN 
VANE AND STATOR 


. PLUNGER-BALL 


P&WA PART NO. PWA 55367-5 


| SCREW-ROUND НО, SLOTTED 
0.138-32 X 0.250 IN. LONG 
P&WA PART NO. PWA 55367-4 


` HANDLE ASSY 
` CONTAINER-PLASTIC 


P&WA PART NO. PWA 55367-8 


P&WA PART NO. PWA 55519-5 
CUTTER-SPECIAL CUBIC BORON NITRIDE, 19-21... 
DEGREE ANGLE 
FOR DEPOT LEVEL USE ONLY 


USABLE 
ON 
CODE 


Change 25 2-259 


T.O. 2J-F100-94 


INDEX 1 PWA 56083 


13429 


FIGURE 121. DATA COLLECTION UNITS 


2-260 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER CAGE [1234567 DESCRIPTION ASSY CODE 


121 DATA COLLECTION UNIT 
ai PWA 56083 #| 52661 | DATA COLLECTION UNIT-GSU-312/E 
SUPERSEDES PWA 56015 


T.O. 2J-F100-94 


INDEX 1 PWA 53769 
INDEX 7 PWA 53936 INDEX 2 PWA 53770 
INDEX 8 PWA 53937 


INDEX 3 PWA 53801 


5А 
6A 


«а INDEX 5 PWA 53931 INDEX 9 PWA 70138 
INDEX 6 PWA 53934 


INDEX 10 PWA 70556 


FIGURE 122. DIES 


2-262 Change 24 


EL 


101559 


I7IIIDDDID 77791799 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53769 
PWA 53770 
PWA 53801 
PWA 53898 


P-089497 
F17870 


PWA 53931 
PWA 53931-1 
PWA 53931-2 
PWA 53934 
PWA 53934-1 
PWA 53934-2 
PWA 53936 
PWA 53936-1 
PWA 53936-2 
PWA 53937 
PWA 53937-1 
PWA 53937-2 
PWA 70138 


PWA 70556 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


DIES 
DIE-RETHREADING THREAD 
DIE-RETHREADING THREAD 
DIE-RETHREADING THREAD 
DIE-SET, DIMPLE, RIVET 

FOR DEPOT LEVEL USE ONLY 


. RIVET SET 


P&WA PART NO. PWA 53898-1 


. CONTAINER-PLASTIC 


P&WA PART NO. PWA 53898-3 
DIE-RETHREADING THREAD 


` CONTAINER 


DIE-RETHREADING THREAD 


0.5625-18UNJF-3A THD 
DIE-FORM BLOCK, EXTERNAL AUGMENTOR FLAP . 
FOR DEPOT LEVEL USE ONLY 


USABLE 
ON 
CODE 


Change 24 


2-263 


T.O. 2J-F100-94 


2 
ED 
14A = FÅ å i Al 

ш > 9 | Ses 
118 Fi — AN : " 
13 


| ESA 


10 


os 6 


— - 
11B 11А 
11 


INDEX 1 PWA 26443 


FIGURE 123. DISPENSERS 


2-264 


6 


13431 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PWA 26443 
PWA 26443-10 
R-2050 

PWA 26443-8 
FG-5 

440K2 
M187-246-43 
1503-6-36 
4411-6$ 
4412-6$ 
202-6-6$ 


PWA 26443-27 
PWA 26443-26 


PWA 26443-29 
А68-В 
PWA 26443-31 


PWA 26443-17 
QS100-M8S 


PWA 26443-25 
28-8-6 


105R 


FF-S 


PWA 26443-21 
AN6227B-63 
PWA 26443-20 
PWA 26443-34 
PWA 26443-32 
MS17984-422 
PWA 26443-13 


PWA 26443-14 


DISPENSER 


DISPENSER-RUBBER, COMPRESSOR STATOR 


AND CASE ASSY 
FOR DEPOT LEVEL USE ONLY 


. NIPPLE-PIPE 
. REGULATOR 


P&WA PART NO. PWA 26443-35 


. NIPPLE-PIPE 
. СОММЕСТОВ 


0.500 X 0.250 SIZE 
P&WA PART NO. PWA 26443-41 


. MUFFLER 


P&WA PART NO. PWA 26443-40 


P&WA PART NO. PWA 26443-44 


. FITTING 


P&WA PART NO. PWA 26443-45 


. FITTING 


P&WA PART NO. PWA 26443-43 


. ADAPTER-MALE 


P&WA PART NO. PWA 26443-49 


. ELBOW-90 DEG 
. NIPPLE-PIPE, STEEL, 


0.750 NPT. X 4.000 IN. LONG 


. SCREW-CAP, SOCKET HD 


0.500-20 X 2.250 IN. 


. CYLINDER 


P&WA PART NO. PWA 26443-30 


. SCREW-CAP, SOCKET HD 


10-24 X 0.500 IN. 


. CLAMP-HOSE 


P&WA PART NO. PWA 26443-23 


` CONNECTOR 


P&WA PART NO. PWA 26443-38 


. VALVE-BALL 


P&WA PART NO. PWA 26443-39 


. NIPPLE-PIPE 


0.375 SIZE 
P&WA PART NO. PWA 26443-37 


; SCREW-MACHINE, ROUND HEAD 
NO.5-40 THD X 0.250 IN. LONG 
- WASHER-FLAT, NO.6 


оз COD Sy Cus E ss 


Change 8 


2-265 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-266 


PART 
NUMBER 


CL-63-KA-6 
2081-12-6S 


PWA 26443-33 
PWA 26443-47 


DESCRIPTION 


. LANYARD 
P&WA PART NO. PWA 26443-12 


UNITS 
PER 
ASSY 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


2B 


INDEX 2 PWA 50392 


INDEX 1 PWA 50309 


INDEX 3 PWA 50415 INDEX 4 PWA 50419 


(2 KBE Ahi SSS INDEX 6 PWA 50422 


INDEX 7 PWA 50428 INDEX 8 PWA 50401 


96759 


FIGURE 124. DRIFTS 


(2-267 Blank)/2-268 Change 21 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 50309 
PWA 50392 
MS16996-10 
PWA 50392-2 
PWA 50392-1 
PWA 50415 
PWA 50419 
PWA 50420 
PWA 50420-2 


PWA 50420-1 
PWA 50422 


PWA 50422-1 
PWA 50422-2 
PWA 50428 


PWA 50401 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


DRIFTS 
DRIFT-NO. 1 BEARING AND SEAL PLATE 
FOR DEPOT LEVEL USE ONLY 
DRIFT-FRONT COMPRESSOR REAR HUB 
BALANCE BEARING POSITIONING 
FOR DEPOT LEVEL USE ONLY 


DRIFT-IGNITION ALTERNATOR DRIVE SHAFT BALL . 
BEARINGS 
FOR DEPOT LEVEL USE ONLY 

DRIFT-IGNITION ALTERNATOR DRIVE SHAFT 
CARBON SEAL, INSTALL 

DRIFT-IGNITION ALTERNATOR DRIVE SHAFT 
CARBON SEAL, REMOVAL 


INNER RACE 
FOR DEPOT LEVEL USE ONLY 


`DRIFT-IDLER STUB SHAFT 


FOR DEPOT LEVEL USE ONLY 
DRIFT-IGNITION ALTERNATOR DRIVE SHAFT 

DEAERATOR 

FOR DEPOT LEVEL USE ONLY 


USABLE 
ON 
CODE 


Change 21 


2-269 


T.O. 2J-F100-94 


INDEX 1 PWA 70113 INDEX 3 PWA 70114 
(DEPOT) (DEPOT) 


INDEX 9 PWA 70122 
(DEPOT) INDEX 13 PWA 70175 


(DEPOT) 


INDEX 18 PWA 70176 21 INDEX 20 PWA 70179 
(DEPOT) (DEPOT) 


13433 


FIGURE 125. DRIFTS-CONTINUED 


2-270 


= 7779739 


22222 


DUD ој III 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 70113 


PWA 70113-1 
PWA 70113-2 
PWA 70114 


PWA 70114-1 
PWA 70114-2 
PWA 70118 


PWA 70118-1 
PWA 70118-2 
PWA 70121 


PWA 70121-1 
PWA 70121-2 
PWA 70122 


MS51021-10 
PWA 70122-2 
PWA 70122-1 
PWA 70122-4 
PWA 70175 


44260 


PWA 70175-5 
PWA 70175-4 
PWA 70175-1 
PWA 70175-2 
PWA 70176 


PWA 70176-1 
PWA 70176-2 
PWA 70179 


CL-42-KA- 
300.81R 
PWA 70179-4 
PWA 70179-1 


MP340-H-2-SCU 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


DRIFTS-CONTINUED 

DRIFT-SLEEVE INSTALLATION, GEAR HOUSING, ... 
REPAIR 
FOR DEPOT LEVEL USE ONLY 


. CONTAINER 


DRIFT-PIN INSTALLATION, GEARBOX HOUSING, .... 
REPAIR 
FOR DEPOT LEVEL USE ONLY 


DRIFT-PIN INSTALLATION, GEARBOX HOUSING, .... 
REPAIR 
FOR DEPOT LEVEL USE ONLY 


`DRIFT-PIN INSTALLATION, GEARBOX HOUSING, .... 


REPAIR 
FOR DEPOT LEVEL USE ONLY 


` CONTAINER 


DRIFT-SLEEVE INSTALLATION, GEARBOX 
HOUSING, REPAIR 
FOR DEPOT LEVEL USE ONLY 


. SETSCREW 


‘DRIFT-THRU HOLES, NO. 2 BEARING HOUSING .... 


ASSY 
FOR DEPOT LEVEL USE ONLY 


. SCREW-FLAT HD 


0.125-40 X 0.250 IN. LONG 
P&WA PART NO. PWA 70175-3 


` HANDLE-DRIFT 
` CONTAINER 


DRIFT-BLIND HOLES, МО. 2 BEARING HOUSING .... 
ASSY 
FOR DEPOT LEVEL USE ONLY 


. HANDLE-DRIFT 
. CONTAINER 


DRIFT-2ND STAGE BEARING HOUSING ASSY 
FOR DEPOT LEVEL USE ONLY 


. CABLE ASSY 


P&WA PART NO. PWA 70179-3 


` HANDLE-DRIFT 
` CONTAINER 


P&WA PART NO. PWA 70179-2 


USABLE 
ON 
CODE 


Change 23 


2-271 


T.O. 2J-F100-94 


ew 
GĦ 


INDEX 2 PWA 50443 


INDEX 7 PWA 50450 INDEX 8 PWA 50452 


13434 


FIGURE 126. DRIFTS-CONTINUED 


2-272 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 


NUMBER NUMBER DESCRIPTION ASSY CODE 


DRIFTS-CONTINUED 

PWA 50432 DRIFT-POWER TAKEOFF DRIVE SHAFT ROLLER ... 
BEARING AND DEOILER GEAR 
FOR DEPOT LEVEL USE ONLY 

PWA 50443 DRIFT-POWER TAKEOFF DRIVE SHAFT CARBON .. 
SEAL, REMOVAL 

PWA 50444 DRIFT-MAIN GEARBOX POWER TAKEOFF DRIVE 
SHAFT CARBON SEAL, INSTALL 

REPLACED BY PWA 56670 

PWA 50446 DRIFT-FUEL PUMP DRIVE SHAFT CARBON SEAL, 
REMOVAL 

PWA 50447 DRIFT-FUEL PUMP DRIVE SHAFT CARBON SEAL, 
INSTALL 

PWA 50448 DRIFT-OIL PUMP DRIVE IDLER SHAFT ROLLER .... 
AND BALL BEARINGS 
FOR DEPOT LEVEL USE ONLY 

PWA 50450 DRIFT-OIL PUMP DRIVE IDLER SHAFT GEAR 
FOR DEPOT LEVEL USE ONLY 

PWA 50452 DRIFT-OIL PUMP DRIVE IDLER SHAFT GEAR 
ROLLER BEARING OUTER RACE 
FOR DEPOT LEVEL USE ONLY 


Change 19 2-273 


T.O. 2J-F100-94 


INDEX 1 PWA 50402 


(E INDEX 2 PWA 50453 


INDEX 3 PWA 50456 


INDEX 4 PWA 50457 


INDEX 5 PWA 50461 


INDEX 6 PWA 50467 


INDEX 7 PWA 50469 INDEX 8 PWA 50479 


93345 


FIGURE 127. DRIFTS-CONTINUED 


2-274 Change 20 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 50402 


PWA 50453 


PWA 50453-1 
PWA 50453-2 
PWA 50456 


PWA 50457 


PWA 50461 


PWA 50467 


PWA 50469 


PWA 50479 


DESCRIPTION 


DRIFTS-CONTINUED 

DRIFT-IGNITION ALTERNATOR DRIVE SHAFT 
ROLLER BEARING AND GEAR 
FOR DEPOT LEVEL USE ONLY 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
ASSY CODE 


DRIFT-MAIN GEARBOX TOWERSHAFT SEALING .... 


SLEEVE BEARING 
FOR DEPOT LEVEL USE ONLY 


. DRIFT ASSY 


BEARING INNER RACE 

FOR DEPOT LEVEL USE ONLY 
DRIFT-GEARBOX TOWERSHAFT GEAR BALL 

BEARING, SPLIT RACE 

FOR DEPOT LEVEL USE ONLY 


'DRIFT-GEARBOX TOWERSHAFT GEAR ROLLER.... 


DRIFT-GEARBOX TOWERSHAFT GEAR ROLLER.... 


BEARING OUTER RACE 

FOR DEPOT LEVEL USE ONLV 
DRIFT-GEARBOX TOWERSHAFT GEAR BALL 

BEARING INNER RACE 

FOR DEPOT LEVEL USE ONLV 


DRIFT-GEARBOX TOWERSHAFT GEAR ВОШЕВ.... 


BEARING INNER RACE 

FOR DEPOT LEVEL USE ONLV 
DRIFT-MAIN OIL PUMP DRIVE GEAR 

FOR DEPOT LEVEL USE ONLV 


Change 20 


2-275 


T.O. 2J-F100-94 


INDEX 1 PWA 50581 INDEX 2 PWA 50601 


INDEX 3 PWA 50602 


INDEX 4 PWA 50609 


INDEX 5 PWA 50613 INDEX 6 PWA 50621 


13436 


FIGURE 128. DRIFTS-CONTINUED 


2-276 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART 


PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


DRIFTS-CONTINUED 
PWA 50581 DRIFT-THRUST MOUNT BEARING 
PWA 50601 DRIFT-NO. 2 BEARING AND REAR SCOOP 
SUPERSEDED BY PWA 56506 
PWA 50602 DRIFT-NO. 2 BEARING SEAL, REAR 
PWA 50609 DRIFT-NO. 3 BEARING OUTER RACE 
PWA 50613 DRIFT-NO. 3 BEARING SLEEVE AND INNER RACE.. 
SUPERSEDED BY PWA 56507 
PWA 50621 DRIFT-MAIN GEARBOX TOWERSHAFT SLEEVE, .... 
BALL BEARING OUTER RACE 
FOR DEPOT LEVEL USE ONLY 


Change 27 2-277 


T.O. 2J-F100-94 


NY salt 


INDEX 4 PWA 50650 


INDEX 3 PWA 50647 


INDEX 5 PWA 50656 INDEX 6 PWA 50657 


FIGURE 129. DRIFTS-CONTINUED 


2-278 Change 20 


2222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 50640 
PWA 50640-2 
PWA 50640-3 


PWA 50640-1 
PWA 50642 


PWA 50647 


PWA 50650 


PWA 50656 


PWA 50657 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


DRIFTS-CONTINUED 
DRIFT-MAIN GEARBOX IDLER STUB SHAFT, 
ROLLER BEARING OUTER RACE 
FOR DEPOT LEVEL USE ONLY 
. SCREW-SOCKET HD 
5-40 X 0.3750 IN. LONG, STEEL 


`DRIFT-MAIN GEARBOX OIL PUMP IDLER GEAR .... 


BALL BEARING HOUSING 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 57045 
DRIFT-MAIN GEARBOX POWER TAKEOFF 
DRIVESHAFT LOWER BALL BEARINGS 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 57140 
DRIFT-MAIN GEARBOX POWER TAKEOFF DRIVE ... 
SHAFT LOWER BALL BEARING INNER RACE 
FOR DEPOT LEVEL USE ONLY 
DRIFT-MAIN GEARBOX POWER TAKEOFF SHAFT... 
BALL BEARING TO HOUSING 
FOR DEPOT LEVEL USE ONLY 
DRIFT-MAIN GEARBOX POWER TAKEOFF SHAFT... 
BALL BEARING PACKAGE 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 57139 


USABLE 
ON 
CODE 


Change 20 


2-279 


T.O. 2J-F100-94 


7 INDEX 1 PWA 50660 INDEX 2 PWA 50661 


INDEX 4 PWA 50680 
INDEX 3 PWA 50670 


INDEX 5 PWA 50687 INDEX 6 PWA 50690 


93363 


FIGURE 130. DRIFTS-CONTINUED 


2-280 Change 20 


2222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 50660 


MS24671-22 
PWA 50660-3 
PWA 50660-2 
PWA 50660-1 
PWA 50661 


PWA 50670 


PWA 50680 
PWA 50687 


PWA 50690 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


DRIFTS-CONTINUED 

DRIFT-MAIN GEARBOX POWER TAKEOFF SHAFT... 
LINER FROM BALL BEARING 
FOR DEPOT LEVEL USE ONLY 


DRIFT-MAIN GEARBOX POWER TAKEOFF SHAFT... 
LINER FROM BALL BEARING 
FOR DEPOT LEVEL USE ONLY 

DRIFT-REAR COMPRESSOR REAR HUB HEAT 
SHIELD 
FOR DEPOT LEVEL USE ONLY 

DRIFT-GEARBOX DRIVE BEVEL GEARSHAFT 
ROLLER BEARING OUTER RACE 

DRIFT-GEARBOX DRIVE BEVEL GEARSHAFT BALL . 
BEARING INNER RACE 

DRIFT-GEARBOX DRIVE BEVEL GEARSHAFT BALL . 
BEARING INNER RACE 


USABLE 
ON 
CODE 


Change 20 


2-281 


T.O. 2J-F100-94 


INDEX 8 PWA 50863 


INDEX 10 PWA 50938 
INDEX 9 PWA 50909 


13439 


FIGURE 131. DRIFTS-CONTINUED 


2-282 Change 5 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


DRIFTS-CONTINUED 

PWA 50692 DRIFT-GEARBOX DRIVE BEVEL GEARSHAFT BALL 
BEARING OUTER RACE 

PWA 50693 DRIFT-GEARBOX DRIVE BEVEL GEARSHAFT BALL 
BEARING OUTER RACE 
PARTIAL BREAKDOWN FOLLOWS 


MS16555-650 

PWA 50693-5 

MS16995-49 

PWA 50693-3 

PWA 50702 

PWA 50863 DRIFT-NO. 2 BEARING OUTER RACE 

PWA 50909 DRIFT-NO. 3 BALANCE BEARING 
FOR DEPOT LEVEL USE ONLY 

PWA 50938 DRIFT-3RD STAGE TURBINE AIR SEAL SEGMENTS 
TO CASE 


' 
оо SI O 01 +. G> 


' 
— 
© 


2-283 


T.O. 2J-F100-94 


INDEX 1 PWA 50960 INDEX 2 PWA 50962 


INDEX 3 PWA 50968 INDEX 4 PWA 50975 


4 INDEX 5 PWA 57335 


FIGURE 132. DRIFTS-CONTINUED 


PS095X3 


2-284 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


DRIFTS-CONTINUED 

PWA 50960 DRIFT-LOW TURBINE REAR BALANCE BEARING ... 
TO TOOL PLUG 
FOR DEPOT LEVEL USE ONLY 

PWA 50962 DRIFT-LOW TURBINE REAR BALANCE BEARING ... 
FROM TOOL PLUG 
FOR DEPOT LEVEL USE ONLY 

PWA 50968 DRIFT-NO. 4 BEARING, OUTER RACE 

PWA 50975 DRIFT-NO. 4 BEARING, SEALS AND OIL SCOOP .... 

SUPERSEDED BY PWA 57780 

PWA 57335 DRIFT-BALANCE BEARING, FRONT COMPR REAR... 
FOR DEPOT LEVEL USE ONLY 

PWA 57335-5 . KNURLED КМОВ ASSY 
MAKE FROM SKA-4, MFD BY 01599 

MS9321-10 

PWA 57335-2 

PWA 57335-1 


Change 15 2-285 


T.O. 2J-F100-94 


INDEX 1 PWA 57611 INDEX 3 PWA 51390 


FIGURE 133. DRIFTS-CONTINUED 


2-286 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


DRIFTS-CONTINUED 
PWA 57611 DRIFT-SEAT NO. 5 BEARING OUTER RACE 
PWA 57611-1 . DRIFT-ASSEMBLY 
PWA 51390 DRIFT-SHAFT OIL SEAL 


Change 4 2-287 


T.O. 2J-F100-94 


INDEX 1 PWA 53793 INDEX 2 PWA 51396 


INDEX 3 PWA 51563 = INDEX 6 PWA 51629 


INDEX 9 PWA 51673 
INDEX 10 PWA 51674 


96760 


FIGURE 134. DRIFTS-CONTINUED 


2-288 Change 21 


DDD 


2222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53793 


PWA 51396 
PWA 51563 


PWA 51563-2 
PWA 51563-1 
PWA 51629 


PWA 51629-3 
PWA 51629-1 


PWA 51673 
PWA 51674 


MS16995-48 

PWA 51674-2 
PWA 51674-4 
PWA 51674-1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


DRIFTS-CONTINUED 

DRIFT-AUGMENTOR NOZZLE LEVER ANCHOR 
BOLT BUSHING 

DRIFT-LARGER GEAR OIL SEAL 

DRIFT-AUGMENTOR NOZZLE ACTUATOR 
SUPPORT BEARING 


DRIFT-COMPRESSOR STATOR VANE BEARING 
SLEEVE, DISASSY 
FOR DEPOT LEVEL USE ONLY 


MAKE FROM 22903, MFD BY 94882 
DRIFT-NO. 3 BEARING AIR SEAL AND SEAT 
DRIFT-REAR COMPRESSOR FRONT BALANCE 

BEARING OUTER RACE TO HOUSING 

FOR DEPOT LEVEL USE ONLY 


` LOCATOR 
` BASE ASSY 


USABLE 
ON 
CODE 


Change 21 


2-289 


T.O. 2J-F100-94 


INDEX 2 PWA 51732 
INDEX 1 PWA 51679 


INDEX 4 PWA 51778 


INDEX 3 PWA 51737 


INDEX 5 PWA 51819 


INDEX 6 PWA 51822 


13443 


FIGURE 135. DRIFTS-CONTINUED 


2-290 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


DRIFTS-CONTINUED 
PWA 51679 DRIFT-NO. 3 BALANCE BEARING FROM HOUSING... 
FOR DEPOT LEVEL USE ONLY 
PWA 51732 DRIFT-3RD STAGE TURBINE AIR SEAL RING 
PWA 51737 DRIFT-4TH STAGE TURBINE DUCT 
PWA 51778 DRIFT-REAR TURBINE HUB SHOULDER PIN 
FOR DEPOT LEVEL USE ONLY 
PWA 51819 DRIFT-BALL BEARING SUBASSY TO TOWERSHAFT. 
PWA 51822 DRIFT-TOWERSHAFT SUBASSY TO NO. 2 
BEARING HOUSING 
PWA 51822-1 
PWA 51822-2 


Change 5 2-291 


T.O. 2J-F100-94 


INDEX 1 PWA 51874 INDEX 4 PWA 51953 


INDEX 6 PWA 51955 
INDEX 7 PWA 51965 


E 
3 


INDEX 8 PWA 51966 INDEX 9 PWA 51967 


96761 


FIGURE 136. DRIFTS-CONTINUED 


2-292 Change 21 


7797791 


FIGURE 
8 INDEX 
NUMBER 


PART 
NUMBER 


PWA 51874 


MS16555-649 
PWA 51874-1 
PWA 51953 


PWA 51953-1 
PWA 51955 


MS16555-329 
MS16555-332 
PWA 51955-7 
PWA 51955-1 
F-17876 

PWA 51965 
PWA 51966 


PWA 51967 


T.O. 2J-F100-94 


UNITS | USABLE 
PER 
DESCRIPTION ASSY 


DRIFTS-CONTINUED 
DRIFT-REAR COMPRESSOR STATOR LINKAGE 
ARM COUPLING 
SUPERSEDED BY PWA 55665 


'DRIFT-LOW TURBINE COUPLING LOCK INTO 


SHAFT 


. DRIFT ASSV 


DRIFT-BEARING, AUGMENTOR NOZZLE LEVER .... 
REPLACED BV PWA 56510 


P&WA PART NO. PWA 51955-5 
DRIFT-MAIN GEARBOX HOUSING LOCATING PIN ... 
FOR DEPOT LEVEL USE ONLV 
DRIFT-MAIN GEARBOX HOUSING LOCATING PIN ... 
FOR DEPOT LEVEL USE ONLV 
DRIFT-MAIN GEARBOX HOUSING LOCATING PIN ... 
FOR DEPOT LEVEL USE ONLV 


ON 
CODE 


Change 21 


2-293 


T.O. 2J-F100-94 


INDEX 1 PWA 52363 


INDEX 3 PWA 52463 


INDEX 4 PWA 52467 


INDEX 5 PWA 52515 
INDEX 6 PWA 52518 


13445 


FIGURE 137. DRIFTS-CONTINUED 


2-294 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


DRIFTS-CONTINUED 

PWA 52363 DRIFT-1ST STAGE TURBINE BLADE RETAINING .... 
PLATE, STRAIGHT PIN 

PWA 52441 DRIFT-1ST STAGE TURBINE INNER AIR SEAL RING. 
FOR DEPOT LEVEL USE ONLY 

PWA 52463 DRIFT-NO. 4 BEARING FRONT AIR SEAL TO 
HEATSHIELD 

PWA 52467 DRIFT-NO. 4 BEARING REAR HEATSHIELD ASSY ... 

PWA 52515 DRIFT-GEARBOX OIL PUMP DRIVE BUSHING 
FOR DEPOT LEVEL USE ONLY 

PWA 52518 DRIFT-MAIN PUMP HOUSING BUSHING ASSY 
FOR DEPOT LEVEL USE ONLY 


Change 5 2-295 


T.O. 2J-F100-94 


INDEX 1 PWA 52519 INDEX 2 PWA 52521 


INDEX 3 PWA 52553 


INDEX 4 PWA 52582 


INDEX 5 PWA 52658 


INDEX 8 PWA 52682 


96762 


FIGURE 138. DRIFTS-CONTINUED 


2-296 Change 21 


DDD 


77777799 


FIGURE 
8 INDEX 
NUMBER 


PART 
NUMBER 


PWA 52519 
PWA 52521 


PWA 52553 


PWA 52582 
PWA 52658 
PWA 52658-3 
PWA 52658-1 
PWA 52682 
31303 


PWA 52682-3 
31302 


PWA 52682-2 
PWA 52682-4 
PWA 52682-1 


T.O. 2J-F100-94 


UNITS| USABLE 
PER 
DESCRIPTION ASSY 


DRIFTS-CONTINUED 

DRIFT-MAIN PUMP HOUSING BUSHING ASSY 
FOR DEPOT LEVEL USE ONLY 

DRIFT-MAIN PUMP HOUSING BUSHING ASSY 
FOR DEPOT LEVEL USE ONLY 

DRIFT-SELF-ALIGNING BEARING FRONT 
COMPRESSOR SYNCHRONIZING RING 
FOR DEPOT LEVEL USE ONLY 

DRIFT-NO. 1 BUSHING TO NO. 1 BEARING 
HOUSING 

DRIFT-COMPRESSOR STATOR VANE BEARING 
SLEEVE 
FOR DEPOT LEVEL USE ONLY 


` HANDLE-DRIFT 


MAKE FROM 22903, MFD BY 94882 
DRIFT-MAIN OIL PUMP 
FOR DEPOT LEVEL USE ONLY 


. BALL-PLASTIC 


P&WA PART МО. PWA 52682-5 


ON 
CODE 


Change 21 


2-297 


T.O. 2J-F100-94 


(2 INDEX 1 PWA 52741 INDEX 2 PWA 52871 


INDEX 3 PWA 52906 INDEX 4 PWA 52936 


INDEX 10 PWA 53377 є INDEX 11 PWA 53441 


96763 


FIGURE 139. DRIFTS-CONTINUED 


2-298 Change 21 


2222 


DDD 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52741 


PWA 52741-8 
CL-23-KA-12-LR 


PWA 52741-7 
PWA 52871 


PWA 52906 
PWA 52936 


CL10-HK-2 
NAS607-4-8 
35302 

PWA 52936-1 
PWA 52936-2 
PWA 53377 
PWA 53441 


PWA 53441-2 
PWA 53441-1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


DRIFTS-CONTINUED 
DRIFT-PIN, NO. 5 BEARING SEAL SUPPORT 
FOR DEPOT LEVEL USE ONLY 


. LOCATOR 
. CABLE ASSY 


P&WA PART NO. PWA 52741-6 


. DRIFT ASSY 


DRIFT-ASSY, 1ST STAGE TURBINE BLADE TUBE ... 
FOR DEPOT LEVEL USE ONLY 
DRIFT-NO. 3 BEARING AIR SEALING RING 
DRIFT-3RD STAGE TURBINE, AIR SEAL 
SUPERSEDES PWA 51736 


. KNOB-HAND 


P&WA PART NO. PWA 52936-4 


. PIN-DOWEL 


0.250 IN. DIA X 1.000 IN. LONG, STEEL 


P&WA PART NO. PWA 52936-5 


. SEGMENT ASSY 
. SEGMENT ASSY 


DRIFT-COMPRESSOR CASE ELBOW SEALING 
SLEEVE 

DRIFT-BEARING FROM FRONT COMPARTMENT .... 
BELLCRANK AND ARM 
FOR DEPOT LEVEL USE ONLY 


` HANDLE-DRIFT 


MAKE FROM 29903, MFD BY 94882 


USABLE 
ON 
CODE 


Change 21 


2-299 


T.O. 2J-F100-94 


INDEX 1 PWA 53655 3 INDEX 2 PWA 53656 


INDEX 4 PWA 55113 


INDEX 3 PWA 53756 


INDEX 5 PWA 55114 INDEX 6 PWA 4040 


FIGURE 140. DRIFTS-CONTINUED 


2-300 Change 23 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


DRIFTS-CONTINUED 

PWA 53655 DRIFT-PULLEY ASSY BEARING REMOVAL 
FOR DEPOT LEVEL USE ONLY 

PWA 53656 DRIFT-PULLEY ASSY BEARING INSTALLATION 
FOR DEPOT LEVEL USE ONLY 

PWA 53656-3 . SCREW-FLAT HD, SOCKET CAP 
10-24 X 0.5 IN. LONG, STEEL 


PWA 53656-2 Е 
РМА 53656-1 . DRIFT ASSY 
PWA 53756 DRIFT-NO. 3 BEARING HEATSHIELD 
FOR DEPOT LEVEL USE ONLY 
PWA 55113 DRIFT-STARTING, BLIND NUT SLEEVE 
FOR DEPOT LEVEL USE ONLY 
PWA 55114 DRIFT-FINISH, BLIND NUT SLEEVE 
FOR DEPOT LEVEL USE ONLY 
PWA 4040 DRIFT-SINGLE VAC PUMP DRIVE GEAR DISASSY .. 


Change 25 2-301 


T.O. 2J-F100-94 


INDEX 2 PWA 55451 


INDEX 1 PWA 55228 


10 


INDEX 4 PWA 57686 
INDEX 3 PWA 55452 
16 
12 14 
== 


2225 


2? 
225225 
2252052062225 
£2 SEE 


INDEX 11 PWA 70321 INDEX 13 PWA 70322 
INDEX 15 PWA 55403 


9156 


FIGURE 141. DRIFTS-CONTINUED 


2-302 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 


NUMBER 


PWA 55228 


PWA 55451 
PWA 55452 
PWA 57686 
PWA 57686-4 
H-88-8 

PWA 57686-3 
PWA 57686-2 
MS9021-254 
PWA 57686-1 
PWA 70321 
PWA 70321-1 
9730K4 

PWA 70322 
PWA 70322-1 
9730K4 


PWA 55403 
PWA 55403-1 


DESCRIPTION ASSY 


DRIFTS-CONTINUED 

DRIFT-GEARBOX DRIVE BEVEL GEARSHAFT 
ROLLER BEARING INNER RACE 

SUPERSEDES PWA 50683 

DRIFT-GUIDE FROM AUGMENTOR CONVERGENT 
SEGMENT 

DRIFT-BEARING ONTO AUGMENTOR 
CONVERGENT NOZZLE ASSY 

DRIFT-NO. 4 HEATSHIELD, R.C.D.T. SHAFT 
FOR DEPOT LEVEL USE ONLY 


P&WA PART МО. PWA 57686-6 


. END PLATE 


` PACKING 
` PISTON ASSY 


DRIFT-INTERMEDIATE CASE ASSY, GEARBOX 
MOUNT LUG, SLEEVE REPAIR 
FOR DEPOT LEVEL USE ONLY 


MAKE FROM 22903, MFD BY 94882 


. CONTAINER-STORAGE 


DRIFT-INTERMEDIATE CASE ASSY, ENGINE 
MOUNT LUG, SLEEVE REPAIR 
FOR DEPOT LEVEL USE ONLY 


MAKE FROM 22903, MFD BY 94882 


. CONTAINER-STORAGE 


P&WA PART МО. PWA 70322-2 
DRIFT PIN-DIFFUSER CASE OUTER REAR FLANGE. 


MAKE FROM 22902, MFD BY 94882 
FOR DEPOT LEVEL USE ONLY 


CODE 


Change 3 


2-303 


T.O. 2J-F100-94 


INDEX 1 PWA 55453 


INDEX 2 PWA 55539 


INDEX 3 PWA 55585 INDEX 4 PWA 57045 
12 
10 
8 
INDEX 7 PWA 57047 


INDEX 11 PWA 57052 


13451 


FIGURE 142. DRIFTS-CONTINUED 


2-304 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55453 


PWA 55539 


PWA 55585 


PWA 57045 


PWA 57045-2 
PWA 57045-1 
PWA 57047 


PWA 57047-2 
PWA 57047-3 
PWA 57047-1 
PWA 57052 


MS16555-63 
PWA 57052-1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


DRIFTS-CONTINUED 
DRIFT-BEARING ONTO AUGMENTOR 
CONVERGENT NOZZLE ASSY 
DRIFT-INSTALL BUSHING 7TH STAGE 
COMPRESSOR CASE ANTI-ICE BOSS 
FOR DEPOT LEVEL USE ONLY 
DRIFT-BUSHING TO COMPRESSOR STATOR ARM .. 
FOR DEPOT LEVEL USE ONLY 
DRIFT-HOUSING GEARBOX BEARING, OIL PUMP 
IDLER GEAR 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 50642 


. PROTECTOR-THREADED 


DRIFT ASSY-BEVEL GEARSHAFT DRIVE BEARING, 
INNER RACE 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 50435 


` HANDLE-DRIFT 
` BODY ASSEMBLY 


DRIFT-INSTALLING, REDUCTION GEARBOX SEAL .. 
FOR DEPOT LEVEL USE ONLY 


USABLE 
ON 
CODE 


2-305 


T.O. 2J-F100-94 


INDEX 2 PWA 57063 
INDEX 1 PWA 57058 
5 
7 8 
INDEX 6 PWA 57068 


INDEX 3 PWA 57067 


ага 


INDEX 9 PWA 57118 INDEX 12 PWA 57139 


13452 


FIGURE 143. DRIFTS-CONTINUED 


2-306 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


DRIFTS-CONTINUED 
PWA 57058 DRIFT-REMOVING, REDUCTION GEARBOX SEAL ... 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 56699 
PWA 57063 DRIFT-REDUCTION GEARBOX ROLLER BEARING .. 
OUTER RACE 
FOR DEPOT LEVEL USE ONLY 
PWA 57067 DRIFT-REDUCTION GEARBOX BALL BEARING 
FOR DEPOT LEVEL USE ONLY 
MS16555-85 
PWA 57067-1 : 
РМА 57068 DRIFT-REDUCTION GEARBOX ROLLER BEARING .. 
FOR DEPOT LEVEL USE ONLY 
PWA 57068-2 . SLEEVE ASSY 
PWA 57068-1 . DRIFT ASSY 
PWA 57118 DRIFT-MAIN GEARBOX DUPLEX BEARING PLATE... 
FOR DEPOT LEVEL USE ONLY 
11108 . PLUNGER-BALL 
P&WA PART NO. PWA 57118-2 
PWA 57118-1 . DRIFT ASSY 
PWA 57139 DRIFT-DUPLEX BEARING OUTER RACE 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 50657 
PWA 57139-2 
PWA 57139-1 
MP340H4-RC1 . BOX-STORAGE 
P&WA PART NO. PWA 57139-3 


Change 22 2-307 


T.O. 2J-F100-94 


ә 


INDEX 4 PWA 53806 
INDEX 1 PWA 57142 
7 
| 6 8B 
| 8A | 
Е 
INDEX 5 PWA 57149 7 INDEX 8 PWA 55536 


INDEX 10 PWA 70110 


FIGURE 144. DRIFTS-CONTINUED 


2-308 Change 23 


== 


22222252 


эл? 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57142 


MS16555-85 
PWA 57142-1 
MP340H4-RC1 


PWA 53806 


PWA 57149 


MS9068-009 
PWA 57149-1 
PWA 57149-3 
PWA 55536 


PWA 55536-1 
MS9021-002 
PWA 53354 


PWA 53354-5 
PWA 53354-4 


PWA 53354-3 
PWA 53354-2 
PWA 53354-1 
PWA 70110 


PWA 70110-1 
PWA 70110-5 
PWA 70110-2 
MS16996-9 
MS9321-09 


CL-21-KA-3.5LR 


PWA 70110-2-14 


MS16995-56 
91375A709 


PWA 70110-2-11 
PWA 70110-2-12 


PWA 70110-2-8 
CL-2-CN 


CL-3-FN 
PWA 70110-2-5 
91375A724 


MS16995-66 
MS16555-54 
PWA 70110-2-4 
PWA 70110-2-9 
PWA 70110-2-1 
PWA 70110-4 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


DRIFTS-CONTINUED 

DRIFT-REDUCTION GEARBOX OUTER BEARING ... 
AND SPACER 
FOR DEPOT LEVEL USE ONLY 


. DRIFT ASSY 
` BOX-STORAGE 


P&WA PART NO. PWA 57142-3 
DRIFT-4TH AND 5TH STAGE COMPRESSOR CASE.. 
VANE BEARING, ASSY AND DISASSY 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 51632 
DRIFT-4TH AND 5TH STAGE COMPRESSOR CASE.. 
VANE BEARING 
FOR DEPOT LEVEL USE ONLY 


. PACKING 


` CONTAINER 


DRIFT-GEARBOX BEARING TRANSFER TUBE 
INSTALLATION 
FOR DEPOT LEVEL USE ONLY 


. PACKING 


DRIFT-FRONT TURBINE DUCT SEGMENTS 
FOR DEPOT LEVEL USE ONLY 


. SCREW-SOCKET CAP, FLAT HD 


10-24 X 0.75 IN. LONG, STEEL 


. PIN-DOWEL 


0.125 DIA X 0.75 IN. LONG, STEEL 


'DRIFT-GEARBOX HOUSING ASSY, LUG BUSHING .. 
INSTALLATION AND REMOVAL, SLEEVE 
FOR DEPOT LEVEL USE ONLV 


.. SCREW-SOCKET SET 


P&WA PART NO. PWA 70110-2-10 


P&WA PART NO. PWA 70110-2-18 


.. NUT-FLANGE 


MAKE FROM CL-3-FN, MFD ВУ 96906 


.. SCREW-SOCKET SET 


P&WA PART NO. PWA 70110-2-6 


USABLE 
ON 
CODE 


Change 23 


T.O. 2J-F100-94 


INDEX 1 PWA 52698 INDEX 2 PWA 53650 


INDEX 3 PWA 53651 INDEX 4 PWA 55160 


INDEX 5 PWA 55119 INDEX 6 PWA 55101 


98710 


FIGURE 145. DRILLS 


2-310 Change 23 


22222 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


PWA 52698 


PWA 53650 


PWA 53651 


PWA 53651-3 
PWA 53651-2 


PWA 53651-1 
PWA 55160 


PWA 55119 


PWA 55101 


PWA 55101-1 


PWA 55101-2 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


DRILLS 

DRILL-BIT AND COUNTERBORE 1ST AND 2ND 
STAGE COMPRESSOR VANE RIVET HOLES 
FOR DEPOT LEVEL USE ONLY 

DRILL-CENTER, INTERMEDIATE CASE DUCT LUG .. 
0.218 DIAMETER 
FOR DEPOT LEVEL USE ONLY 

DRILL-CENTER, INTERMEDIATE CASE DUCT LUG .. 
0.093 DIAMETER 
FOR DEPOT LEVEL USE ONLY 


. SCREW-SOCKET SET, CUP PT 


8-32 X 0.125 IN. LONG, STEEL 


. COUNTERSINK 


MAKE FROM 2662-9103, MFD BY 13130 


FOR DEPOT LEVEL USE ONLY 

DRILL-NO. 30, INTERMEDIATE CASE STRUT AND... 
BRACKET RIVET HOLES 
FOR DEPOT LEVEL USE ONLY 

DRILL-NO. 20 INTERMEDIATE CASE OUTER 
FAIRING 
FOR DEPOT LEVEL USE ONLY 


MAKE FROM 3917-12-06106, MFD BY 13130 


. CONTAINER 


USABLE 
ON 
CODE 


Change 23 


2-311 


T.O. 2J-F100-94 


52 69 
54 


- 68 ў. ыч > 46 kä 
ARS 66 ара NE FG 56 
IN i ША a гасене Ë 
LI ama z s 
РРА РРА РА ара VE 


secrion А-А 


INDEX 28 PWA 53811 


FIGURE 146. DRILL JIGS 


2-312 


INDEX 2 PWA 53760 


13454 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52483 


PWA 53760 


AN3-5A 
AN960XC8 
PWA 53760-15 
PWA 53760-11 
MS90725-13 
AN960-XC416 
LC-035E-14SS 


PWA 53760-7 
PWA 53760-5 
MS9390-320 
MS16995-39 
PWA 53760-2 
MS90725-10 
PWA 53760-18 
MS35691-3 
MS51045-55 
LC-035E-6SS 


MS9390-180 
MS16995-18 
PWA 53760-23 
MS21316-3 
MS16995-50 
PWA 53760-20 
25302 


PWA 53760-1 
PWA 53811 


NAS607-1-4 
PWA 53811-9 
43908 


MS16995-50 
PWA 53811-10 
33507 


PWA 53811-12 
PWA 53811-46 
MS16995-38 
B71 


MS16995-55 
MS15795-810 
LC-035E-2 


DESCRIPTION 


DRILL JIGS 
DRILL JIG-AUGMENTOR, DIVERGENT NOZZLE 
SEGMENT SEAL, FRONT HINGE 
REPLACED BY PWA 71028 
FOR DEPOT LEVEL USE ONLY 


DRILL JIG-AUGMENTOR, CONVERGENT NOZZLE .. 


SEGMENT SEAL, FRONT HINGE 
SUPERSEDES PWA 52460 
REPLACED BY PWA 71030 

FOR DEPOT LEVEL USE ONLY 


` SPRING 


P&WA PART NO. PWA 53760-6 


`DRILL JIG-AUGMENTOR BALANCE NOZZLE SEAL .. 


SEGMENT HINGE 
FOR DEPOT LEVEL USE ONLY 


. PIN-DOWEL 


. THUMBSCREW 


P&WA PART NO. PWA 53811-13 


P&WA PART NO. PWA 53811-37 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
ASSY 


PS SS 


AR å 


2 
2 
1 
1 
3 
1 
2 


— 


ON 
CODE 


Change 19 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PWA 53811-38 
NAS607-4-4 . 
NAS607-4-8 . PIN-DOWEL, STEEL 
0.250 DIA X 1.000 IN. LONG 
MS16995-56 
NAS607-2-6 
MS16624-4037 
LC-038G-1 
P&WA PART NO. 
PWA 53811-32 . GAGE PIN 
PWA 53811-40 . GAGE BLOCK 
PWA 53811-44 . GAGE BLOCK 
CL-16625 . KNOB-KNURLED 
P&WA PART NO. 
U375-0110 . SPRING WASHER 
P&WA PART NO. 
H-13-5 
P&WA PART NO. 
PWA 53811-3 . DRILL PLATE 
PWA 53811-2 
MS16995-36 
202-Т 


OO — 


MS16995-54 

PWA 53811-41 

PWA 53811-42 

PWA 53811-43 . SUPPORT BLOCK 

CL23-KA-18LR . CABLE ASSEMBLY 
P&WA PART NO. 

PWA 53811-53 . ALIGNMENT PIN 

PWA 53811-22 

NAS607-5-10 

MS16995-68 

PWA 53811-51 

CL-11615 


А 


1 
1 
2 
2 
1 
1 


NAS607-3-5 

MS35307-308 

PWA 53811-15 

NAS607-2-8 . PIN-DOWEL 
PWA 53811-16 . LOCATING PIN 
2050 


ЕЛЕ 


MS16995-37 

MS51975-3 

MS51021-60 

PWA 53811-59 

PWA 53811-17 

PWA 53811-18 

PWA 53811-19 

MS15795-842 . 

PWA 53811-21 . LOCATING BLOCK 
PWA 53811-1 . ВАЗЕ PLATE 
PWA 53811-58 . BOX ASSEMBLY 


ey a AS 


2-314 


T.O. 2J-F100-94 


INDEX 1 PWA 53826 


INDEX 22 PWA 53827 


INDEX 67 PWA 52514 


INDEX 76 PWA 52514 


Я 


96764 


FIGURE 147. DRILL JIGS-CONTINUED 


Change 21 


(2-315 Blank)/2-316 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


DRILL JIGS-CONTINUED 
PWA 53826 DRILL JIG-NOZZLE SEGMENT, EXTERNAL 


эээ 


эээ? 


CL-23-KA-18.0- 
LR 

PWA 53826-15 
MS35307-304 
MS15795-810 
PWA 53826-11 
CL-1420-KS 


MS16995-36 
PWA 53826-18 
62620 


PWA 53826-6 
MS16995-53 
PWA 53826-9 
MS9105-32 
PWA 53826-2 
PWA 53826-3 
MS16995-52 
PWA 53826-19 
PWA 53826-20 
19303 


PWA 53826-1 
PWA 53827 


13901 
85902 


MS16995-67 
PWA 53827-34 
CL-2715-4 


MS35307-362 
AN960C616 
PWA 53827-35 
25904 


62621 


MS16995-39 
PWA 53827-27 
PWA 53827-12 
CL-23-KA-7.0 


PWA 53827-38 
AN960C416 
MS35307-311 
AN960C416 
PWA 53827-18 
LC-032E-2 


AUGMENTOR 
FOR DEPOT LEVEL USE ONLY 


. CABLE ASSY 


P&WA PART NO. PWA 53826-16 


` BALL-TOOLING 


P&WA PART NO. PWA 53826-5 


P&WA PART NO. PWA 53826-4 


. BRACKET ASSY 
DRILL JIG-NOZZLE SEGMENT, EXTERNAL 


AUGMENTOR 
FOR DEPOT LEVEL USE ONLY 


. KNOB-CLAMP 


P&WA PART NO. PWA 53827-32 


. INSERT-THREADED 


P&WA PART NO. PWA 53827-31 


` CLAMP ASSY-SLOT HEEL 


P&WA PART NO. PWA 53827-33 


. BLOCK-REST 
. KEENSERT 

P&WA PART NO. PWA 53827-30 
. BALL-TOOLING 

P&WA PART NO. PWA 53827-29 


` CABLE ASSY 


P&WA PART NO. PWA 53827-15 


P&WA PART NO. PWA 53827-14 


Change 21 


+ — — + + + ~ = ооо 


= 


2-316.1/(2-316.2 Blank) 


D же е: ие Биз Баз Баз Баз Баз Баз Баз UV Баз Биз Биз Биз Баз Баз Биз Баз Баз Баз Баз Баз Баз Баз Биз) 


DDD 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


MS16995-50 
MS9890-460 
PWA 53827-11 
PWA 53827-9 
MS16995-67 
PWA 53827-10 
MS9390-580 
PWA 53827-8 
MS16995-36 
202-T 


= Ro а RA а ALR 


MS16995-50 
PWA 53827-24 
34502 


= = ~ 


PWA 53827-7 
PWA 53827-20 
М516555-359 
62621 


Ad 


MS16995-67 
MS9390-580 
PWA 53827-22 
MS16995-53 
PWA 53827-23 
MS9890-460 Е 
РМА 53827-1 . PLATE-BASE 
РМА 53850 DRILL JIG-SUPPORT, TURBINE ЗТАТОН 1$Т 
STAGE, OUTER 
CL23-KA-12L . CABLE ASSY-NYLON 
P&WA PART NO. PWA 53850-2 


= = N — N — D ~ 


= 


PWA 53850-3 
AN3C3A 
MS15795-808 
PWA 53850-4 
MS9390-091 < 
NS-50 . PLUNGER-SPRING 
P&WA PART NO. PWA 53850-8 
PWA 53850-1 ; 
PWA 52514 DRILL JIG-GEARBOX OIL PUMP DRIVE BUSHING ... 
FOR DEPOT LEVEL USE ONLY 
PWA 52514-2 
PWA 52514-3 . IHUMBSCREW 
PWA 52514-1 . BODY AND SEGMENT 


Change 21 2-317 


T.O. 2J-F100-94 


INDEX 73 PWA 71767 


о 


INDEX 42 PWA 55378 


110155 


FIGURE 148. DRILL JIGS-CONTINUED 


2-318 Change 29 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55720 


CL-23-KA-7-LR 


PWA 55720-7 
PWA 55720-6 
MS16995-49 
MS16995-51 
MS9321-10 
44201 


45001 
MS16555-47 
PWA 55720-8 
PWA 55720-9 
PWA 55720-5 
PWA 55720-4 


PWA 55720-1 
PWA 53761 


PWA 53761-4 
PWA 53761-9 


PWA 53761-8 
PWA 53761-18 


PWA 53761-19 
PWA 53761-24 
LC-032D-4SS 

PWA 53761-22 
PWA 53761-21 
PWA 53761-25 
PWA 53761-5 

PWA 53761-12 


PWA 53761-7 
PWA 53761-11 


PWA 53761-14 
25302 


PWA 53761-20 
PWA 53761-15 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


DRILL JIGS-CONTINUED 
DRILL JIG-AUGMENTOR, DIVERGENT NOZZLE 
SEGMENT SEAL GUIDE 
SUPERSEDES PWA 55056 
SUPERSEDES PWA 52470 
REPLACED BY PWA 71028 
FOR DEPOT LEVEL USE ONLY 


. CABLE ASSY 


P&WA PART NO. PWA 55720-2 


. CLAMP-TOGGLE SHOE 


P&WA PART NO. PWA 55720-14 


. SHOE-NYLON 


P&WA PART NO. PWA 55720-13 


`DRILL JIG-AUGMENTOR, CONVERGENT NOZZLE .. 


SEGMENT SEAL REAR HINGE 
SUPERSEDES PWA 52461 
REPLACED BY PWA 71030 

FOR DEPOT LEVEL USE ONLY 


. SCREW-SOCKET HEAD САР 


0.190-32 X 0.500 IN. LONG 


. SCREW-HEX HEAD MACHINE 


0.164-32 X 0.500 IN. LONG 


. WASHER-NO. 8 
. SCREW-HEX HEAD CAP 


0.190-32 X 1.000 IN. LONG 


. SCREW-HEX HEAD CAP 


0.190-32 X 1.250 IN. LONG 


0.187 IN. DIAMETER 


. SPRING 


P&WA PART NO. PWA 53761-23 


` THUMBSCREW ASSY 
` PIN-DOWEL 


0.125 DIAMETER X 0.625 IN. LONG 


` PIN-DOWEL 
0.125 DIAMETER X 1.000 IN. LONG 


P&WA PART NO. PWA 53761-17 


. SCREW-SOCKET HEAD CAP 


0.190-32 X 0.875 IN. LONG 


USABLE 
ON 
CODE 


Change 19 


2-319 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-320 


PART 
NUMBER 


PWA 53761-6 


PWA 53761-10 
PWA 53761-16 
PWA 53761-13 
PWA 53761-3 


PWA 53761-2 
PWA 53761-1 
PWA 55378 


MS16995-30 
MS16555-40 
PWA 55378-2 
W-470-5 


MS9321-09 
PWA 55378-8 


P-20-6 


PWA 55378-6 
CS-16 


CL-3-SHS-N 


MS16995-41 
PWA 55378-13 
H-20-12 


PWA 55378-25 
PWA 55378-27 
PWA 55378-30 
PWA 55378-29 
CL-3-SSC-N 


MS16995-48 
CL-1-RP 


CL-1-DP-X 
P-26-6 


PWA 55378-24 
CL-127 


CS-19 


MS16995-52 
PWA 55378-15 


MS16555-47 
PWA 55378-28 
PWA 55378-1 
PWA 71767 


Change 29 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


. PIN-DOWEL 


0.125 DIA X 0.375 IN. LONG 


` PIN-DOWEL 


0.187 DIA X 0.750 IN. LONG 


`DRILL JIG-SUPPORT AUGMENTOR NOZZLE, 


GUIDE BRACKET AND SPACER 
FOR DEPOT LEVEL USE ONLY 


P&W PART NO. PWA 55378-9 


. WASHER 
. ROD-THREADED 


0.190-24 X 1.750 IN. LONG 
P&W PART NO. PWA 55378-7 


. PLATE-BUSHING 
. SCREW-NOMAR SET 


P&W PART NO. PWA 55378-5 


. SCREW-SWIVEL HD 


P&W PART NO. PWA 55378-11 


P&W PART NO. PWA 55378-21 


. PIN-DIAMOND 


P&W PART NO. PWA 55378-22 
P&W PART NO. PWA 55378-23 


. BLOCK-REST 
. NUT-FLANGE 


P&W PART NO. PWA 55378-16 


. SCREW-NOMAR SET 


P&W PART NO. PWA 55378-18 


` ROD-THREADED 


0.375-16 X 1.750 IN. LONG 


`DRILL JIG-TRANSFER, RIVET HOLES, NO. 3 
BEARING SUPPORT 


ON 
CODE 


T.O. 2J-F100-94 


Е ма 


INDEX 1 PWA 55711 %; 


101560 


FIGURE 149. DRIVERS 


(2-321 Blank)/2-322 Change 24 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


PWA 55711 
PWA 55711-1 
PWA 55711-2 


DESCRIPTION 


DRIVERS 
DRIVER-GEARBOX DRIVESHAFT COUPLING 
. DRIVESHAFT 
. CONTAINER 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
ASSY CODE 


Change 24 


2-323 


T.O. 2J-F100-94 


Е — 2B 
Яка З 1А = 2A 


INDEX 2 PWA 53315 
INDEX 1 PWA 53310 


INDEX 3 PWA 53343 
INDEX 4 PWA 55768 


al 


98711 


FIGURE 150. ELECTRODES 


2-324 Change 25 


22222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53310 


PWA 53310-1 
PWA 53310-2 
PWA 53315 


PWA 53315-1 
PWA 53315-2 
PWA 53343 


PWA 53343-1 
PWA 53343-2 
PWA 55768 


PWA 55768-1 
PWA 55768-2 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


ELECTRODES 

ELECTRODE-SPOTWELD, COMBUSTION 
CHAMBERS INNER AND OUTER REAR LINERS 
FOR DEPOT LEVEL USE ONLY 

. ELECTRODE 

. CONTAINER 

ELECTRODE-SPOTWELD, COMBUSTION 
CHAMBER INNER REAR LINERS 
FOR DEPOT LEVEL USE ONLY 

. ELECTRODE 

. CONTAINER 

ELECTRODE-3RD STAGE TURBINE AIR SEALING ... 
RING HONEYCOMB, TACKWELD 
FOR DEPOT LEVEL USE ONLY 

. ELECTRODE 

. CONTAINER 

ELECTRODE-EDM, CONVERGENT FLAP LINK 
TOWER 
FOR DEPOT LEVEL USE ONLY 

. ELECTRODE 

. CONTAINER 


ON 
CODE 


Change 25 


2-325 


T.O. 2J-F100-94 


INDEX 1 PWA 55657 


PS114X1 


FIGURE 151. ELECTRODE SETS 


2-326 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55657 


PWA 55657-1 
PWA 55657-2 
PWA 55657-3 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


ELECTRODE SETS 

ELECTRODE SET-SPOTWELD, NO. 4 BEARING 11G 
SCAVENGE TUBE HEAT SHIELDS 
FOR DEPOT LEVEL USE ONLY 

. HOLDER-STATIONARY 1 

. ELECTRODE-MOBILE 1 

. TIP-ELECTRODE 1 


Change 24 2-327 


T.O. 2J-F100-94 


INDEX 1 PWA 57664 


Йо, 
17 HF | = 
ча 
ае 13 


INDEX 12 PWA 57757 


Р8115 


FIGURE 152. EQUIPMENT SETS 


2-328 


FIGURE 
& INDEX 
NUMBER 


— © © — O O1 +. о ~ 


а 
ты 
D — © 


PART 
NUMBER 


PWA 57664 


MS16995-48 
PWA 57664-6 
MS51476-12 
PWA 57664-2 
PWA 57664-8 
PWA 57664-9 
MS16995-17 
PWA 57664-11 
PWA 57664-5 
PWA 57664-1 
PWA 57737 


MS16995-48 
PWA 57737-5 
PWA 57737-4 
MS16996-9 
PWA 57737-2 
PWA 57737-1 
1400 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


EQUIPMENT SETS 
EQUIPMENT SET-NO. 4 BEARING AND R.C.D.T. .... 
RETAINER NUT-ADAPTER AND IMMOBILIZER 
SUPERSEDES PWA 50982 
SUPERSEDES PWA 51701 
SUPERSEDES PWA 51702 
SUPERSEDES PWA 51703 
SUPERSEDES PWA 57486 
FOR FUTURE PROCUREMENT 


ADAPTER ASSEMBLY 


EQUIPMENT SET-IMMOBILIZER AND ADAPTER, ... 
COMPRESSOR BALANCE BEARING RETAINING 
NUTS 
FOR DEPOT LEVEL USE ONLY 

SUPERSEDES PWA 50987 
SUPERSEDES PWA 55840 


USABLE 
ON 
CODE 


Change 4 


2-329 


T.O. 2J-F100-94 


INDEX 26 PWA 57721 


INDEX 2 PWA 57741-4 


INDEX 27 PWA 57741-3 


INDEX 1 PWA 57741 


6150 


FIGURE 153. EQUIPMENT SETS-CONTINUED 


2-330 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57741 
PWA 57741-4 


PWA 57741-2-12 
PWA 57741-2-13 
PWA 57741-2-11 
PWA 57491-2-9 


PWA 57741-2-7 
PWA 57741-2-8 


PWA 57741-2-6 
CL-23-KA-6-LR 


PWA 57741-2-21 


MS16555-60 
PWA 57741-2-5 
PWA 57741-2-18 
MS35691-1226 
PWA 57741-2-10 
PWA 57741-2-17 
CL-23-KA-6-LR 


PWA 57741-2-14 


MS35308-306 
PWA 57741-2-1 
PWA 57741-2-4 
PWA 57741-2-3 
MS16555-55 
PWA 57741-4-1 


PWA 57721 


PWA 57741-3 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


EQUIPMENT SETS-CONTINUED 
EQUIPMENT SET-DIFFUSER CASE SUPPORT 


. SUPPORT-DIFFUSER CASE 


REPLACES PWA 57741-2 


MAKE FROM MS16997-59, MFD BY 96906 


.. ADAPTER PLATE 
.. CABLE ASSY 


P&WA PART NO. PWA 57741-2-22 


.. PIN-BALL LOCK 


MAKE FROM MS17984C415, MFD BY 96906 


.. BRACKET-RAIL SUPPORT 
.. WASHER-CURVE 


.. CABLE ASSY 


P&WA PART NO. PWA 57741-2-22 


.. PIN-BALL LOCK 


MAKE FROM MS17984C410, MFD BY 96906 


.. THREADED CONNECTOR 


REPLACES PWA 57741-2-2 


. GUIDE-COMPRESSOR CASE, 10TH-12TH STAGE... 


SEE FIG. 330 FOR DETAIL PARTS 


. STORAGE CONTAINER 


USABLE 
ON 
CODE 


Change 3 


2-331 


T.O. 2J-F100-94 


2-332 


INDEX 1 PWA 57698 


FIGURE 154. EQUIPMENT SETS-CONTINUED 
(SHEET 1 OF 2) 


PS115B_1 


T.O. 2J-F100-94 


| | 
"98 
994 ба аа = 
0- 
| 
30 


VIEW C 


INDEX 1 PWA 57698 


PS115B_2 


FIGURE 154. EQUIPMENT SETS-CONTINUED 
(SHEET 2 OF 2) 


2-333 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


EQUIPMENT SETS-CONTINUED 

PWA 57698 EQUIPMENT SET-BALANCE, SUPPORT SHIELD, 
REAR COMPRESSOR ROTOR 
FOR DEPOT LEVEL USE ONLY 

MS16995-95 

MS16995-115 

PWA 57698-2 

PWA 57698-1 

MS35691-23 

MS9321-12 

PWA 57698-11 

MS51937-23 

MS16995-29 

MS9321-10 

A7934 


о ВБ — mm аа аго 


MS24671-31 
MS35691-3 
PWA 57698-6 
MS16955-4 
32204 


N N Б + 


MS51960-65 
PWA 57698-34 
MS1655-654 
PWA 57698-60 
MS35649-284 
MS9321-8 
MS51957-46 
MS51957-47 
PWA 57698-12 
PWA 57698-10 
MS35691-3 
PWA 57698-9 
MS16224-43 
MS35691-59 
MS9321-17 
PWA 57698-7 


D D + со 


RR 
N N 


34 
8 
1 
1 
6 
2 
8 
4 
8 
4 


PWA 57698-8 
MS35649-284 
MS9321-8 
MS51957-46 
MS51957-47 
PWA 57698-50 
MAKE FROM MS20001-16-3868, MFD BY 96906 
PWA 57698-48 . SHELL ASSY 
MS35649-284 
MS9321-8 
MS51957-46 
PWA 57698-49 
MS35691-11 
MS9321-11 
MS16995-65 
PWA 57698-15 
PWA 57698-51 


2-334 Change 3 


T.O. 2J-F100-94 


INDEX 1 GS21658-1 
INDEX 2 GS21660-1 
INDEX 3 GS21662-1 
INDEX 4 GS21664-1 INDEX 6 GS21966-1 
INDEX 5 GS21665-1 INDEX 7 GS21663-1 


INDEX 8 PWA 53643 INDEX 9 PWA 71772 


97550 


FIGURE 155. EXPANDERS 


(2-335 Blank)/2-336 Change 22 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


EXPANDERS 
GS21658-1 EXPANDER-SEAL 
FOR DEPOT LEVEL USE ONLY 
GS21660-1 EXPANDER-SEAL 
FOR DEPOT LEVEL USE ONLY 
GS21662-1 EXPANDER-SEAL 
FOR DEPOT LEVEL USE ONLY 
GS21664-1 EXPANDER-SEAL 
FOR DEPOT LEVEL USE ONLY 
GS21665-1 EXPANDER-SEAL 
FOR DEPOT LEVEL USE ONLY 
GS21661-1 EXPANDER-SEAL 
FOR DEPOT LEVEL USE ONLY 
GS21663-1 EXPANDER-SEAL 
FOR DEPOT LEVEL USE ONLY 
PWA 53643 EXPANDER (MACHINE)-COMPRESSOR STATOR .... 
BRAZE AND CONSTRAIN RING 
FOR DEPOT LEVEL USE ONLY 
PWA 71772 EXPANDER-TUBULAR RIVET, CASE TURBINE 
REAR, ASSY OF 


о о о о о о о о 


Сһапде 23 2-337 


T.O. 2J-F100-94 


INDEX 1 PWA 55126 Sy 


101561 


FIGURE 156. EXTENSION DRILLS 


2-338 Change 24 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


PWA 55126 


PWA 55126-1 
PWA 55126-2 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


EXTENSION DRILLS 

EXTENSION DRILL-INTERMEDIATE CASE STRUT ... 
AND BRACKET RIVET HOLES 
FOR DEPOT LEVEL USE ONLY 

. GUIDE ASSY 

. ROD ASSY 


Change 24 2-339 


T.O. 2J-F100-94 


INDEX 1 PWA 55222 


INDEX 10 PWA 51904 


ë INDEX 26 PWA 53746 INDEX 27 PWA 55169 


INDEX 28 PWA 55325 INDEX 35 2564574 


96868 


FIGURE 157. EXTRACTORS 


2-340 Change 21 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55222 

MS35649-284 
PWA 55222-8 
PWA 55222-6 
PWA 55222-5 
PWA 55222-4 
MS16555-6 

PWA 55222-1 
PWA 55222-3 
PWA 51904 


MS16995-49 
MS15795-810 
MS51971-1 
MS51975-14 
PWA 51904-3 
PWA 51904-7 
MS9390-600 
PWA 51904-2 
PWA 51904-12 
PWA 51904-17 


MS16995-26 
PWA 51904-4 
PWA 51904-14 
PWA 51904-1 
MP380-H3-RC1 


PWA 53746 


PWA 53746-10 
PWA 53746-12 
MS9486-04 
PWA 53746-11 
PWA 55169 


PWA 55169-1 
PWA 55169-2 
PWA 55169-3 
PWA 55325 


PWA 55325-2 
PWA 55325-3 
PWA 55325-1 
PWA 55325-4 
PWA 55325-7 


MP340-H2-RC3 
2564574 


DESCRIPTION 


EXTRACTORS 
EXTRACTOR-DIFFUSER CASE, BORESCOPE PLUG. 


. ROD-THREADED 
. CONNECTOR 


`ЕХТВАСТОВ-РМЕТ, МО. 1 BEARING INNER ВАСЕ.. 


RETAINING МОТ 


P&WA PART NO. PWA 51904-15 
EXTRACTOR-COUNTERWEIGHT RETAINING 
RIVETS 
FOR DEPOT LEVEL USE ONLY 


. SCREW-CAP 


`EXTRACTOR-BORESCOPE PLUG 
SUPERSEDES PWA 51927 
FOR F-15 ORGANIZATIONAL MAINTENANCE ONLY 


` RETAINER ASSY 


EXTRACTOR-THIRTY SEVEN DEGREE TUBE 
FITTING GASKET, VARIOUS 


. RING-EXTRACTOR 
. RING-EXTRACTOR 
. RING-EXTRACTOR 
. RING-EXTRACTOR 


SUPERSEDES PWA 55325-5 


. CONTAINER 


P&WA PART NO. PWA 55325-6 
EXTRACTOR-PIVOT SLEEVE 
FOR DEPOT LEVEL USE ONLY 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


= а а а а а аа | мый: — 


аа а = D го = = бэ ГО 


ПЕРУН ась 


— 


USABLE 
ON 
CODE 


Change 25 


T.O. 2J-F100-94 


INDEX 1 PWA 51927 INDEX 5 PWA 52918 


INDEX 11 PWA 55255 


INDEX 12 PWA 56591 


104912 


FIGURE 158. EXTRACTORS-CONTINUED 


2-342 Change 26 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 51927 


PWA 51927-13 


PWA 51927-12 
PWA 51927-11 
PWA 52918 


MS16556-6 
PWA 52918-1 
PWA 52918-3 
PWA 52918-4 
PWA 52918-5 
PWA 55255 


PWA 56591 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


EXTRACTORS-CONTINUED 
EXTRACTOR-BORESCOPE PLUG 
SUPERSEDED BY PWA 55169 
FOR F-15 ORGANIZATIONAL MAINTENANCE ONLY 


. NUT-ROUND 


0.3125-18 THD 


EXTRACTOR-DIFFUSER CASE, BORESCOPE 
PLUG, ORGANIZATIONAL 
SUPERSEDES PWA 51535 


`EXTRACTOR-TIE ROD CLIP 1ST STAGE TURBINE .. 


DISK 
SUPERSEDED BY PWA 55811 
EXTRACTOR-NO. 1 BEARING RACE RETAINING .... 
NUT RIVET 


Change 26 


ON 
CODE 


2-343 


T.O. 2J-F100-94 


© 8 


— 15 


2 INDEX 14 PWA 50894 


INDEX 13 PWA 57730-4 


INDEX 24 PWA 51056 
INDEX 20 PWA 51026 101562 


FIGURE 159. EYES 


2-344 Change 24 


2222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 50332 
90498A039 


PWA 50332-3 
PWA 50332-4 
PWA 50372 


MS21316-25 
CL23-KA-6LR 


NAS607-6-12 
PWA 50372-1 
PWA 50372-2 
18506 


PWA 57730 
MS35307-308 
PWA 57730-2 
PWA 57730-1 
PWA 57730-4 
PWA 50894 


MS35691-4 
PWA 50894-3 
MS35307-360 
MS15795-814 
PWA 50894-2 
PWA 51026 
PWA 51026-3 
G-277 


PWA 51026-1 
PWA 51056 

PWA 51056-2 
PWA 51056-1 


DESCRIPTION 


EYES 
EYE-LIFTING, FAN FRONT HUB 
FOR DEPOT LEVEL USE ONLY 


`EYE-LIFTING, FRONT COMPRESSOR REAR HUB ... 


FOR DEPOT LEVEL USE ONLY 
PARTIAL BREAKDOWN FOLLOWS 


. CABLE ASSY 
P&WA PART NO. PWA 50372-10 


`ADAPTER-TEST, DEAD LOAD 


EYE-LIFTING, REAR COMPRESSOR REAR НОВ, .... 


FRONT FLANGE 
FOR DEPOT LEVEL USE ONLY 


`EYE-LIFTING, FAN DRIVE TURBINE SHAFT, REAR .. 


. NUT-HEX JAM 


`EYE-LIFTING, FAN DRIVE TURBINE SHAFT, FRONT. 
. САР 
. ЕУЕ ASSY 


Т.О. 2J-F100-94 


UNITS 
PER 
ASSY 


mn а а R D — 00 


Ad 


USABLE 
ON 
CODE 


Change 24 


2-345 


T.O. 2J-F100-94 


1Е — 1А 


INDEX 1 PWA 51242 
INDEX 2 Р\МА 51298 


INDEX 11 PWA 51371 


і 26 
INDEX 12 PWA 57014 INDEX 23 PWA 52497 


93056 


FIGURE 160. EYES-CONTINUED 


2-346 Change 20 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 51242 


MS9787-19 
MS15795-815 
MS35691-81 
MS15795-818 
PWA 51242-4 


PWA 51242-1 
PWA 51298 


PWA 51298-4 
PWA 51298-3 
PWA 51298-2 
PWA 51298-1 
PWA 51370 


MS51971-5 
PWA 51370-2 
PWA 51370-1 
PWA 51371 


PWA 57014 


MS16555-46 
.112-40Х.31 


500AFDELRIN 


PWA 57014-6 
PWA 57014-2 
MS35691-19 
PWA 57014-1 
MS35691-19 
CL-1-KN 


PWA 57014-5 
PWA 52497 
MS35649-204 
MS35338-138 
PWA 52497-3 
MS20074-14 
PWA 52497-1 


DESCRIPTION 


EYES-CONTINUED 
EYE-LIFTING, NO. 1 HUB AND BLADES, REAR 
FOR DEPOT LEVEL USE ONLY 


STATOR, REAR HUB 
FOR DEPOT LEVEL USE ONLY 
REPLACED BY PWA 57937 


. NUT-FLANGE 


EYE-ENGINE LIFT AND TURN, FRONT 
FOR DEPOT LEVEL USE ONLY 


STATOR, FRONT HUB 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 57938 
EYE-LIFTING, 2ND STAGE TURBINE DISK AND 
HUB, REAR 
SUPERSEDES PWA 52389 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
ASSY CODE 


'EVE-LIFTING, REAR COMPRESSOR ROTOR AND ... 


'EVE-LIFTING, REAR COMPRESSOR ROTOR AND... 


3 
6 
3 
3 
1 
1 
1 
1 
1 


= 01 — O1 сл — сл 


Change 26 


2-347 


T.O. 2J-F100-94 


INDEX 9 PWA 52607 


(=> 


М 


INDEX 29 PWA 57642-30 


INDEX 33 PWA 52622 INDEX 46 PWA 57000 


47122 


FIGURE 161. EYES-CONTINUED 


2-348 Change 7 


FIGURE 
& INDEX 
NUMBER 


со — ос O1 оого 


' 
со 


' 
— 
о 


РАВТ 
NUMBER 


PWA 52516 


MS35425-70 
NAS607-3-6 
PWA 52516-6 
MS15795-810 
NAS607-4-20 
PWA 52516-8 
PWA 52516-9 
PWA 52607 


PWA 52607-2 
PWA 52607-8 
PWA 52607-6 
PWA 52607-5 
PWA 52607-9 
G-291 


PWA 57642 
CL-23-KA-10-LR 


PWA 57642-19 


PWA 57642-21 
MS16555-41 
MS16555-46 
PWA 57642-25 
PWA 57642-26 
MS16555-20 
PWA 57642-22 
MS16555-20 
PWA 57642-29 
PWA 57642-18 
PWA 57642-30 
DELETED 
DELETED 
DELETED 
PWA 52622 


PWA 52622-4 
MS15795-828 
PWA 52622-5 
MS16995-50 
PWA 52622-9 
PWA 52622-11 
PWA 52622-8 
MS16995-52 
NAS607-4-6 
PWA 52622-12 
PWA 52622-6 
PWA 52622-1 


DESCRIPTION 


EYES-CONTINUED 
EYE-LIFTING, ADAPTER ASSY ENGINE 
OVERHEAD SUPPORT 


. BRACKET ASSEMBLY 
. BRACKET ASSEMBLY 
EYE-LIFTING, 1ST STAGE TURBINE DISK, FRONT .. 


SUPERSEDED BY PWA 57000 


. DOWEL PIN 
. JAW ASSEMBLY SET 
. KNURLED NUT 


P&WA PART МО. PWA 52607-7 
EYE-LIFTING, FAN DRUM ROTOR, REAR 


. CABLE ASSY 


P&WA PART МО. PWA 57642-20 


. PIN-BALL LOCK 


MAKE FROM MS17984C821 WITH RING, MFD BY 
96906 


- ARM ASSEMBLY 


· BODY ASSY 
ADAPTER-LOAD TEST 


EYE-LIFTING, ЗВО STAGE COMPRESSOR DISK .... 


AND BLADES 


Change 8 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


ak 


= = 4 4 pop Гэ ГО 


паа = À) 


дала а ач сь 


= 


= о — 00 а PR å å 


USABLE 
ON 
CODE 


2-348.1/(2-348.2 Blank) 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PWA 57000 EYE-LIFTING, 1ST STAGE TURBINE DISK, FRONT .. 
SUPERSEDES PWA 52607 
MS35691-19 š 
28101 . NUT-KNURLED 
P&WA PART NO. PWA 57000-4 
18901 
P&WA PART NO. PWA 57000-5 
PWA 57000-8 . ROD-THREADED 
PWA 57000-6 . SCREW-FLAT HEAD SOCKET 
0.112-40 X 0.310 IN. LONG 
PWA 57000-7 
MS16555-43 
PWA 57000-1 
PWA 57000-2 
PWA 57000-3 


Change 7 2-349 


T.O. 2J-F100-94 


INDEX 1 PWA 71096 $ 


INDEX 2 PWA 57262 


93164 


FIGURE 161A. EVES-CONTINUED 


2-350 Change 20 


2220 пп DI т 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


EYES-CONTINUED 
PWA 71096 EYE-LIFTING, DISK DRUM ROTOR FRONT ASSY.... 
FOR DEPOT LEVEL USE ONLY 
PWA 57262 EYE-LIFTING, 3RD STAGE COMPRESSOR DISK 
AND BLADE ASSY 
FOR DEPOT LEVEL USE ONLY 
08014 . SCREW-SOCKET SHOULDER 
P&WA PART NO. PWA 57262-6 
PWA 57262-5 . SPRING 
MAKE FROM LT-048J-3-R, MFD BY 84830 
PWA 57262-7 
PWA 57262-4 
MS51971-5 
PWA 57262-8 
PWA 57262-2 
PWA 57262-1 


222200 о G 


Change 23 2-350.1 


T.O. 2J-F100-94 


INDEX 2 2564578 


INDEX 1 2564572 


INDEX 3 GS22629-1 


INDEX 4 PWA 55331 


INDEX 39 PWA 56667 


INDEX 14 PWA 57158 


78799 


FIGURE 162. FIXTURES 


Change 16 


2-350.2 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


2564572 
2564578 
GS22629-1 


PWA 55331 
MS16353-31 
CL-O-KN 


PWA 55331-5 
PWA 55331-3 
MS9068-119 

PWA 55331-11 


MS16993-36 
NAS607-3-4 
PWA 55331-1 
F-17875 
PWA 57158 


AR-400 
RC-51 
CS-19 


PWA 57158-15 
PWA 57158-16 
PWA 57158-17 
PWA 57158-27 
PWA 57158-28 
CL-3-SS 


PWA 57158-8 


MS18066-14 
PWA 57158-14 
PWA 57158-26 
PWA 57158-5 
MS16995-81 
PWA 57158-18 
MS16995-66 
PWA 57158-4 
MS16995-66 
Y8-11 


MS9321-09 
PWA 57158-24 
MS16555-53 
PWA 57158-1 
PWA 56667 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES 
FIXTURE-CHECKING, AIR VALVE, FINAL POSITION.. 
FOR DEPOT LEVEL USE ONLY 
FIXTURE-SETTING, HOUSING AND VALVE ASSY.... 
FOR DEPOT LEVEL USE ONLY 
FIXTURE-LOCATING J9/J10 
FOR DEPOT LEVEL USE ONLY 
FIXTURE-DRILL, AP4 BORESCOPE PLUG 


` NUT-KNURLED 


P&WA PART NO. PWA 55331-4 


| CONTAINER 


FIXTURE-INSTALLATION, TURBINE ROTOR 
COOLING NOZZLE (REOP) 
FOR DEPOT LEVEL USE ONLY 


. COUPLER 


P&WA PART МО. PWA 57158-12 


. CYLINDER 


P&WA PART МО. PWA 57158-13 


. SCREW-NOMAR SET 


P&WA PART NO. PWA 57158-11 


. SCREW-PILOT 


` WASHER-C 
` SCREW (АР) 


P&WA PART NO. PWA 57158-29 


MAKE FROM MS16555-67, MFD BY 96906 


. SETSCREW (AP) 
. LEAF-SWING 
. ROD-THREADED 


'FIXTURE-INSPECTION, 1ST STAGE TURBINE 
BLADE PLATFORM BUTTRESS 


USABLE 
ON 
CODE 


Change 16 


2-351 


T.O. 2J-F100-94 


> бъ, 
o 2 å 5. И ©, 
INDEX 1 PWA 71869 INDEX 2 PWA 71870 
27 Sa 
Q o M =. à ©, 
INDEX 3 PWA 71871 INDEX 4 PWA 71872 


107083 


FIGURE 163. FIXTURES-CONTINUED 


2-352 Change 27 


эл? 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 71869 


PWA 71870 


PWA 71871 


PWA 71872 


DESCRIPTION 


FIXTURES-CONTINUED 


FIXTURE-DRILL, SHROUD COMPRESSOR STATOR . 


4TH STAGE ASSY (FRONT) 
FOR DEPOT LEVEL USE ONLY 


FIXTURE-DRILL, SHROUD COMPRESSOR STATOR . 


4TH STAGE ASSY (REAR) 
FOR DEPOT LEVEL USE ONLY 


FIXTURE-DRILL, SHROUD COMPRESSOR STATOR . 


5TH STAGE ASSY (FRONT) 
FOR DEPOT LEVEL USE ONLY 


FIXTURE-DRILL, SHROUD COMPRESSOR STATOR . 


5TH STAGE ASSY (REAR) 
FOR DEPOT LEVEL USE ONLY 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
ASSY 


ON 
CODE 


Change 27 


2-353 


T.O. 2J-F100-94 


INDEX 1 PWA 70523 INDEX 2 PWA 71411 


INDEX 3 PWA 70265 INDEX 4 PWA 70270 


INDEX 5 PWA 70273 INDEX 6 PWA 70275 


101563 


FIGURE 163A. FIXTURES-CONTINUED 


2-354 Change 24 


эээ 


Т.О. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 

PWA 70523 FIXTURE-MACHINING, FRONT COMPRESSOR 
STATOR INLET SHROUD 
FOR DEPOT LEVEL USE ONLY 

PWA 71411 FIXTURE-MACHINE, 4TH THRU 12TH STAGE 
COMPRESSOR AIR SEAL 
FOR DEPOT LEVEL USE ONLY 

PWA 70265 FIXTURE-INSPECTION, REAR LUG, FORWARD 
SURFACE ID PLATFORM 
FOR DEPOT LEVEL USE ONLY 

PWA 70270 FIXTURE-INSPECTION, ID REAR LUG, NOTCH 
FOR DEPOT LEVEL USE ONLY 

PWA 70273 FIXTURE-INSPECTION, ID PLATFORM FORWARD ... 
LUG FORWARD 
FOR DEPOT LEVEL USE ONLY 

PWA 70275 FIXTURE-INSPECTION, ID PLATFORM EDGES 
CONCAVE AND CONVEX 
FOR DEPOT LEVEL USE ONLY 


Change 24 2-354.1 


T.O. 2J-F100-94 


ЗЕЕ 
sos) 


INDEX 1 PWA 70201 


— 
= 
EG, 5 оо" 9 


фе 
set 
INDEX 39 PWA 70207 INDEX 45 PWA 70208 


13465 


FIGURE 164. FIXTURES-CONTINUED 


2-354.2 Change 24 


FIGURE 
& INDEX 
NUMBER 


< 


PART 
NUMBER 


PWA 70201 


5065A-8 
PWA 70201-7 
MS35307-315 
CL-1-SW 
MS35691-3 
91375A550 
CL-18320 
5065A 

PWA 70201-9 
PWA 70202 
5065B-8 
PWA 70202-7 
MS35307-310 
CL-144 
MS35691-3 
MS51981-52 
CL-18320 
5065B 

PWA 70202-9 
PWA 70204 
5065C-3 
PWA 70204-9 
MS51971-1 
CL-144 
MS35691-3 
91565A 548 
PWA 70204-7 
CL-18320 


PWA 70204-1 
PWA 70204-10 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES 

FIXTURE-MACHINE, COMPRESSOR STATOR 
LINKAGE ARM BEARING, REPAIR 
FOR DEPOT LEVEL USE ONLY 


. KIT-PLUNGER 


P&WA PART NO. PWA 70201-8 


. WASHER-SPHERICAL 


P&WA PART NO. PWA 70201-6 


` SETSCREW-CUP POINT 


0.250-20 X 2.000 IN LONG 
P&WA PART NO. PWA 70201-4 


. CLAMP-STRAP, HEEL 


P&WA PART NO. PWA 70201-2 


. CHUCK-HYDRAULIC 


P&WA PART NO. PWA 70201-1 


. BOX-STORAGE 


FIXTURE-MACHINE, COMPRESSOR STATOR 
LINKAGE ARM BEARING, REPAIR 
FOR DEPOT LEVEL USE ONLY 


. KIT-PLUNGER 


P&WA PART NO. PWA 70202-8 


. WRENCH-ACTUATING 


` WASHER-SPHERICAL 


P&WA PART NO. PWA 70202-5 


. CLAMP-STRAP, HEEL 


P&WA PART NO. PWA 70202-2 


. CHUCK-HYDRAULIC 


P&WA PART NO. PWA 70202-1 


. BOX-STORAGE 


FIXTURE-MACHINE, COMPRESSOR STATOR 
LINKAGE ARM BEARING, REPAIR 
FOR DEPOT LEVEL USE ONLY 


. KIT-PLUNGER 


P&WA PART NO. PWA 70204-8 


. WRENCH-ACTUATING 


` WASHER-SPHERICAL 
P&WA PART NO. PWA 70204-6 


0-250-20 X 2.000 IN. LONG 
P&WA PART NO. PWA 70204-4 


. SETSCREW-OVAL POINT 


0.250-20 X 2.000 IN. LONG 


. CLAMP-STRAP, HEEL 


P&WA PART NO. PWA 70204-3 


. CHUCK-HYDRAULIC 
. BOX-STORAGE 


USABLE 
ON 
CODE 


2-355 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-356 


< 


РАНТ 
МУМВЕВ 


PWA 70205 


50650-8 


PWA 70205-9 
MS51971-1 
CL-144 


MS35691-3 
91565A 548 


PWA 70205-7 
CL-18320 


PWA 70205-1 
PWA 70205-10 
PWA 70207 


PWA 70207-5 
PWA 70207-4 
92198A 553 


MS9321-10 
PWA 70207-1 
PWA 70207-6 
PWA 70208 


PWA 70208-6 
PWA 70208-5 
PWA 70208-7 
PWA 70208-2 
MS35307-308 
PWA 70208-3 
PWA 70208-1 
PWA 70208-8 


. KIT-PLUNGER 

. WRENCH-ACTUATING 
. WRENCH-ACTUATING 
. PISTON-ADJUST 


` CHUCK-HYDRAULIC 
` BOX ASSEMBLY 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURE-MACHINE, COMPRESSOR STATOR 
LINKAGE ARM BEARING, REPAIR 
FOR DEPOT LEVEL USE ONLY 


. KIT-PLUNGER 


P&WA PART NO. PWA 70205-8 


. WRENCH-ACTUATING 


0-250-20 X 2.000 IN. LONG 
P&WA PART NO. PWA 70205-4 


. SETSCREW-SPHERICAL POINT 


0.250-20 X 2.000 IN. LONG 


. CLAMP-STRAP, HEEL 


P&WA PART NO. PWA 70205-3 


. CHUCK-HYDRAULIC 
. BOX-STORAGE 


FIXTURE-MACHINE, REAR COMPRESSOR 
STATOR ARM, JOURNALS, REPAIR 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 55689 


. KIT-PLUNGER 
. WRENCH-ACTUATING 
. SCREW-CAP,HEX.HEAD 


P&WA PART NO. PWA 70207-2 


` CHUCK-HYDRAULIC 
` BOX-STORAGE 


FIXTURE-MACHINE, REAR COMPRESSOR 
STATOR LINKAGE COUPLING JOURNALS, 
REPAIR 
FOR DEPOT LEVEL USE ONLY 

SUPERSEDES PWA 55692 


= = а рэа а а а 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


Sp © 


INDEX 1 PWA 70715 INDEX 2 PWA 70718 
INDEX 3 PWA 70721 INDEX 4 PWA 70724 
INDEX 5 PWA 70730 INDEX 6 PWA 70733 


55331 


FIGURE 164A. FIXTURES-CONTINUED 


(2-356.1 Blank)/2-356.2 Change 9 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 

PWA 70715 FIXTURE-HARDNESS INSPECTION, 4TH STAGE .... 
COMPRESSOR STATOR (220) 
FOR DEPOT LEVEL USE ONLY 

PWA 70718 FIXTURE-HARDNESS INSPECTION, 5TH STAGE .... 
COMPRESSOR STATOR (220) 
FOR ОЕРОТ LEVEL USE ONLY 

PWA 70721 FIXTURE-HARDNESS INSPECTION, 6TH STAGE .... 
COMPRESSOR STATOR (220) 
FOR DEPOT LEVEL USE ONLY 

PWA 70724 FIXTURE-HARDNESS INSPECTION, 7TH STAGE .... 
COMPRESSOR STATOR (220) 
FOR DEPOT LEVEL USE ONLY 

PWA 70730 FIXTURE-HARDNESS INSPECTION, 9TH STAGE .... 
COMPRESSOR STATOR (220) 
FOR DEPOT LEVEL USE ONLY 

PWA 70733 FIXTURE-HARDNESS INSPECTION, 10TH STAGE ... 
COMPRESSOR STATOR (220) 
FOR DEPOT LEVEL USE ONLY 


Change 9 2-356.3 


T.O. 2J-F100-94 


INDEX 1 PWA 70736 INDEX 2 PWA 70739 


Sr 


INDEX 4 PWA 70747 


Rap 


INDEX 5 PWA 70749 INDEX 6 PWA 70750 


55330 


FIGURE 164B. FIXTURES-CONTINUED 


2-356.4 Change 9 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 

PWA 70736 FIXTURE-HARDNESS INSPECTION, 11TH STAGE ... 
COMPRESSOR STATOR (220) 
FOR DEPOT LEVEL USE ONLY 

PWA 70739 FIXTURE-HARDNESS INSPECTION, 12TH STAGE ... 
COMPRESSOR STATOR (220) 
FOR DEPOT LEVEL USE ONLY 

PWA 70746 FIXTURE-MACHINING, 4TH STAGE COMPRESSOR . 
DUCT SEGMENT 
FOR DEPOT LEVEL USE ONLY 

PWA 70747 FIXTURE-HARDNESS INSPECTION, 4TH STAGE .... 
DUCT SEGMENT (229) 
FOR DEPOT LEVEL USE ONLY 

PWA 70749 FIXTURE-MACHINING, 5TH STAGE COMPRESSOR . 
DUCT SEGMENT 
FOR DEPOT LEVEL USE ONLY 

PWA 70750 FIXTURE-HARDNESS INSPECTION, 5TH STAGE .... 
DUCT SEGMENT (229) 
FOR DEPOT LEVEL USE ONLY 


Change 9 2-356.5 


T.O. 2J-F100-94 


INDEX 1 PWA 70752 INDEX 2 PWA 70753 


INDEX 3 PWA 70755 INDEX 4 PWA 70975 


INDEX 5 PWA 56594 INDEX 6 PWA 57887 


88390 


FIGURE 164C. FIXTURES-CONTINUED 


2-356.6 Change 18 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 

PWA 70752 FIXTURE-MACHINING, 6TH STAGE COMPRESSOR . 
DUCT SEGMENT 
FOR DEPOT LEVEL USE ONLY 

PWA 70753 FIXTURE-HARDNESS INSPECTION, 6TH STAGE .... 
DUCT SEGMENT (229) 
FOR DEPOT LEVEL USE ONLY 

PWA 70755 FIXTURE-MACHINING, 7TH STAGE COMPRESSOR . 
DUCT SEGMENT 

PWA 70975 FIXTURE-DRILL, CONNECTOR TUBE 
FOR DEPOT LEVEL USE ONLY 

PWA 56594 FIXTURE-SPREADER, FRONT COMPRESSOR, 
TIEROD, RETAINER CLIP 
FOR DEPOT LEVEL USE ONLY 

PWA 57887 FIXTURE-STATIC BALANCE, 4TH STAGE TURBINE 
DISK 
FOR DEPOT LEVEL USE ONLY 


Change 18 2-357 


T.O. 2J-F100-94 


INDEX 42 PWA 50155 


9 94 
96 95 | 82 gy 


93 


99— 


INDEX 77 PWA 50156 Ес” INDEX 100 PWA 71331 


98713 
|= — INDEX101 РИА 71332 = INDEX 102 PWA 71333 


FIGURE 165. FIXTURES-CONTINUED 


2-358 Change 23 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 50153 


MS24266-R12- 
B2-PN 

PWA 50153-19 
АМ818-12С 
MS20819-12G 
PWA 50153-37 
PWA 50153-38 
1503-12 


AN816-12-16K 
MS35307-338 
MS27952-3 
MS35649-204 
D-13 


MS16995-36 
PWA 50153-15 
PWA 50153-30 
PWA 50153-9 
PWA 50153-5 
PWA 50153-8 
PWA 50153-3 
NAS1352-08-20 
PWA 50153-6 
PWA 50153-7 
MS16995-51 
PWA 50153-13 
PWA 50153-11 
MS16995-52 
PWA 50153-12 
MS90728-71 
PWA 50153-2 
PWA 50153-26 
PWA 50153-24 
NAS1352-08-24 
BZE6-2RN7 


DB-9590 

PWA 50153-14 
MS16995-81 
PWA 50153-1 
PWA 50153-10 
MS51873-121 
11N-DP-H-14-S- 
21 

PWA 50153-36 
PWA 50155 


MS24266-R12-B3 
SVO-AWG18-2 


4411-12S 


1503-12 


. SWITCH, ENCLOSED 
P&WA PART NO. PWA 50153-33 
. GRIP-SEALING 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-1ST STAGE TURBINE STATOR VANE 
FOR DEPOT LEVEL USE ONLY 


. CONNECTTOR 


КЧ ҸҸ 


= ов В а Гог Гама до аа BR паа = = со 


— о о о Је а 


. ВВАСКЕТ 


FIXTURE-2ND STAGE TURBINE STATOR VANE 
FOR DEPOT LEVEL USE ONLY 


. СОММЕСТОВ 


P&WA PART МО. PWA 50155-15 


. END ASSEMBLY-HOSE 


P&WA PART NO. PWA 50155-39 


. COUPLED HOSE 


P&WA PART NO. PWA 50155-41 


USABLE 
ON 
CODE 


2-359 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 


NUMBER 


1503-12 


AN816-12 
32907 


32902 

PWA 50155-16 
PWA 50155-37 
PWA 50155-24 
PWA 50155-13 
PWA 50155-42 
PWA 50155-12 
PWA 50155-30 
PWA 50155-29 
DB-9590 
BZE6-2RN7 


PWA 50155-10 
PWA 50155-44 


PWA 50155-43 
PWA 50155-7 
PWA 50155-22 


PWA 50155-5 
PWA 50155-3 
PWA 50155-20 


PWA 50155-2 
PWA 50155-19 


PWA 50155-18 


PWA 50155-1 
PWA 50155-4 
3/4DPH-13- 
S2/PIC3 

PWA 50155-45 


PWA 50155-6 
PWA 50156 


MS24266-R12-B3 


DB-9590 


PWA 50156-14 
PWA 50156-22 


DESCRIPTION ASSY 


. COUPLED HOSE 


P&WA PART NO. PWA 50155-40 


. CONNECTOR 
. COVER-PAD, PLASTIC 


P&WA PART NO. PWA 50155-32 


. PAD-TOGGLE 


P&WA PART NO. PWA 50155-31 


. NUT-HEX, JAM 


0.3125-18 THD 


. STUD-STEEL 


0.3125 X 2.750IN LONG 


. NUT-HEX, JAM 


NO.10-24 THD 


. SCREW-CAP, SOCKET HEAD, STEEL 


NO.10-24 X 1.250 IN LOMG 


. CLAMP-TOGGLE 
. SETSCREW-SCOKET, CUP POINT 


NO.10-24 X 1.000 IN. LONG 


. SCREW-CAP, SOCKET HEAD, STEEL 


NO.8-32 X 1.500 IN LOMG 


. GRIP-SEALING 


P&WA PART NO. PWA 50155-26 


. SWITCH, ENCLOSED 


P&WA PART NO. PWA 50155-25 


. SCREW-MACHINE, FLAT HEAD, SLOTTED 


NO. 5-40 X 0.250 IN. LONG 


SCREW-CAP, SOCKET HEAD, STEEL 


NO. 10-24 X 0.750 IN. LONG 


. SCREW-CAP, SOCKET HEAD, STEEL 


0.375-16 X 2.750 IN. LONG 


. PIN-DOWEL, STEEL 
0.375 DIA X 2.750 IN. LONG 

. SCREW-CAP, SOCKET HEAD, STEEL 
0.375-16 X 1.000 IN. LONG 


P&WA PART NO. PWA 50155-27 


. NIPPLE-LONG, STEEL 


0.750-14 NPT X 4.500 IN. LONG 


FIXTURE-1 ST STAGE TURBINE ROTOR BLADE 


FOR DEPOT LEVEL USE ONLY 


. CONNECTOR 
. GRIP-SEALING 


P&WA PART NO. PWA 50156-13 


| NUT-HEX, JAM, STEEL 


0.3125-18 THD 


CODE 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


77777779 


PWA 50156-7 
PWA 50156-10 
PWA 50156-8 


PWA 50156-16 
PWA 50156-23 


PWA 50156-20 
BEE6-2RN7 


PWA 50156-11 
PWA 50156-21 


PWA 50156-2 
PWA 50156-18 


PWA 50156-3 
PWA 50156-17 


PWA 50156-5 
PWA 50156-4 
PWA 50156-19 
PWA 50156-6 


PWA 50156-1 
PWA 71331 


PWA 71332 


PWA 71333 


. SCREW-CAP, HEX HD 


0.3125-18 X 1.500 IN. LONG, STEEL 


. NUT-HEX, JAM 


NO.10-25 THD, STEEL 


. SCREW-CAP, SOCKET HD 


NO. 10-24 X 0.500 IN. LONG, STEEL 


. CLAMP-TOGGLE 
. SETSCREW-SOCKET, FLAT PT 


NO. 10-24 X 1.000 IN. LONG 


. SCREW-CAP, SOCKET HD 


NO. 8-32 X 1.500 IN. LONG, STEEL 


. SWITCH-MOMENTARY 


P&WA PART NO. PWA 50156-12 


. SCREW-CAP, FLAT HD 


NO. 10-24 X 0.625 IN. LONG, STEEL 


` SCREW-CAP, SOCKET HD 
0.250-20 X 0.625 IN. LONG, STEEL 


` PIN-DOWEL 


0.250 DIA X 0.750 IN. LONG, STEEL 


` SCREW-CAP, SOCKET HD 


0.375-16 X 1.250 IN. LONG, STEEL 


. BRACKET 


'FIXTURE-SCRIBE AND CUTOFF, AUGMENTOR 


DIVERGENT NOZZLE SEGMENT 
FOR DEPOT LEVEL USE ONLV 
FIXTURE-WELD, PW229 AUGMENTOR DIVERGENT . 
NOZZLE SEGMENT 
FOR DEPOT LEVEL USE ONLV 
FIXTURE-DRILL/REAM, PW229 AUGMENTOR 
DIVERGENT NOZZLE SEGMENT 
FOR DEPOT LEVEL USE ONLV 


Change 23 


2-361 


T.O. 2J-F100-94 


o” 


57 


INDEX 19 PWA 50502 


INDEX 31 PWA 50508 INDEX 41 PWA 71278 


98714 


FIGURE 166. FIXTURES-CONTINUED 


2-362 Change 23 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 50157 


MS24266-R12- 
B3PN 
DB-9590 


SVO-AWG18 


MS35649-204 
MS16995-40 
72068 


BZE6-2RN 


PWA 50157-11 
MS27952-3 
MS90728-38 
MS16995-36 
PWA 50157-16 
MS90728-64 
PWA 50157-6 
PWA 50157-5 
MS27952-3 
PWA 50157-2 
PWA 50157-4 
MS16995-50 
PWA 50157-3 
NAS607-4-6 
PWA 50157-1 
PWA 50396 


MS16995-95 
MS16995-97 
MS51957-63 
MS9321-09 
60 


MS51971-8 
CL-5-SW 


PWA 50396-8 
MS16995-110 
MS16995-96 
MS16555-79 
PWA 50396-3 
PWA 50396-4 
PWA 50396-6 
PWA 50396-1 
PWA 70800 


PWA 50502 


MS16995-80 


DESCRIPTION 


FIXTURES-CONTINUED 
FIXTURE-2ND STAGE TURBINE ROTOR BLADE 
FOR DEPOT LEVEL USE ONLY 


. CONNECTOR 


. GRIP-SEALING 


P&WA PART NO. PWA 50157-13 


P&WA PART NO. PWA 50157-20 


. SWITCH-ENCLOSED 


P&WA PART NO. PWA 50157-12 


`FIXTURE-CHUCKING, FRONT COMPRESSOR 


BUILD STAND 
FOR DEPOT LEVEL USE ONLY 


FIXTURE-MACHINING, COMPRESSOR STATOR 
SEGMENT, 10TH TO 12TH STAGE, ASSY OF 
FOR DEPOT LEVEL USE ONLY 

FIXTURE-CHUCKING, REAR COMPRESSOR BUILD . 
STAND 
FOR DEPOT LEVEL USE ONLY 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


= Бро о од о аа а CN å å на 


— ыж 


===> + + о о — 


USABLE 
ON 
CODE 


Change 23 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 


& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


MS16995-107 

MS16995-82 

PWA 50502-2 

PWA 50502-7 

MS9390-990 

MS16995-96 

PWA 50502-4 

PWA 50502-5 

PWA 50502-6 . PLATE-CHUCK 

PWA 50502-1 . PLATE-BASE 

PWA 50508 FIXTURE-HANDLING, MAIN GBX 
SUPERSEDED BY PWA 57071 
SUPERSEDED BY PWA 56579 


— — — ND > D + — 200 


PWA 50508-8 

PWA 50508-9 

MS16995-52 . 

NAS607-4-8 . PIN-DOWEL, STEEL 
0.250 DIA X 1.000 IN. LONG 

PWA 50508-3 . LOCATOR 

AN335-12 

MS9321-17 

PWA 50508-5 

PWA 50508-1 . 

PWA 71278 FIXTURE-DRILL, 2ND STAGE COMPRESSOR 
STATOR ASSY INNER AIRSEAL (FWD) 
FOR DEPOT LEVEL USE ONLY 


2-364 Change 16 


T.O. 2J-F100-94 


INDEX 1 PWA 70360 INDEX 2 PWA 71481 


INDEX 3 PWA 71482 INDEX 4 PWA 71483 


INDEX 5 PWA 71484 INDEX 6 PWA 71485 


76780 


FIGURE 166A. FIXTURES-CONTINUED 


(2-364.1 Blank)/2-364.2 Change 15 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 

PWA 70360 FIXTURE-MACHINE, 5TH STAGE COMPRESSOR 
STATOR ID REPAIR 

PWA 71481 FIXTURE-STRESS RELIEF, NO. 4 BRG AIR SUPPLY 
TUBE ASSY 

PWA 71482 FIXTURE-INSPECTION, NO. 4 BRG AIR SUPPLY .... 
TUBE ASSY 
FOR DEPOT LEVEL USE ONLY 

PWA 71483 FIXTURE-PRESS TEST, TUBE, AIR SUPPLY, NO. 4 
BRG SEAL 

PWA 71484 FIXTURE-WELDING, NO. 4 BRG AIR SUPPLY TUBE . 
ASSY 

PWA 71485 FIXTURE-MACHINE, NO. 4 BRG AIR SUPPLY TUBE . 
ASSY 


Change 18 2-364.3 


T.O. 2J-F100-94 


INDEX 23 PWA 70592 INDEX 25 PWA 70594 


INDEX 24 PWA 70593 
INDEX 26 PWA 70595 INDEX 27 PWA 70596 


FIGURE 166B. FIXTURES-CONTINUED 


2-364.4 Change 20 


D те ие ие Биз Баз Баз Баз Баз Баз Баз Биз Баз Баз Баз Баз Баз Биз Баз Биз U Биз Баз un 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 56579 


SKA-3 


PWA 56579-7 
MS16995-66 
MS16555-53 
PWA 56579-6 
MS16995-52 
PWA 56579-4 
MS16555-48 
PWA 56579-16 


P-40-20 
MS35691-11 
MS15795-811 
PWA 56579-13 
PWA 56579-2 
PWA 56579-8 
PWA 56579-3 
CL-4-SS 
CL-23-KA-6-LR 
PWA 56579-9 
PWA 56579-5 
PWA 56579-1 
PWA 70592 
PWA 70593 
PWA 70594 
PWA 70595 


PWA 70596 


. KNOB-HAND 


| SCREW-SOCKET HD SHOULDER 
. BUSHING-PRESS FIT 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 
FIXTURE-HANDLING, MAIN GBX MODULE AND 
FUEL PUMP 
SUPERSEDES PWA 50508 


№ 


P&WA PART МО. PWA 56579-14 


F £ — o — ND 


MAKE FROM MS51975-20, MFD BY 96906 


> 


P&WA PART NO. PWA 56579-21 


. SCREW-SOCKET HD SHOULDER 
MAKE FROM MS51975-26, MFD BY 96906 


P&WA PART NO. PWA 56579-12 


. CABLE ASSY 


P&WA PART NO. PWA 56579-20 


. PIN-QUICK RELEASE 


MAKE FROM MS17984C611, MFD BY 96906 


. TRUNNION ASSY 
. TUBING ASSY 


FIXTURE-MOLD, 1ST STAGE FAN AIRSEAL ВЕАВ... 
FOR DEPOT LEVEL USE ONLY 

FIXTURE-MOLD, 2ND STAGE FAN AIRSEAL FRONT . 
FOR DEPOT LEVEL USE ONLY 

FIXTURE-MOLD, 2ND STAGE FAN AIRSEAL REAR .. 
FOR DEPOT LEVEL USE ONLY 

FIXTURE-MOLD, 3RD STAGE FAN AIRSEAL FRONT . 
FOR DEPOT LEVEL USE ONLY 

FIXTURE-MOLD, 3RD STAGE FAN AIRSEAL REAR .. 
FOR DEPOT LEVEL USE ONLY 


Change 20 2-364.5 


T.O. 2J-F100-94 


INDEX 1 PWA 70374 INDEX 2 PWA 71487 


INDEX 3 PWA 71488 INDEX 4 PWA 71489 


INDEX 5 PWA 71490 INDEX 6 PWA 71491 


76782 


FIGURE 166C. FIXTURES-CONTINUED 


2-364.6 Change 15 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 

PWA 70374 FIXTURE-MACHINE, 4TH STAGE COMPRESSOR 
STATOR ID REPAIR 
FOR DEPOT LEVEL USE ONLY 

PWA 71487 FIXTURE-MACHINE, NO. 4 BRG AIR SUPPLY TUBE . 
ASSY 
FOR DEPOT LEVEL USE ONLY 

PWA 71488 FIXTURE-EXPANDER, NO. 4 BRG AIR SUPPLY 
TUBE ASSY 
FOR DEPOT LEVEL USE ONLY 

PWA 71489 FIXTURE-WELDING, NO. 4 BRG AIR SUPPLY TUBE . 
ASSY 
FOR DEPOT LEVEL USE ONLY 

PWA 71490 FIXTURE-STRESS RELIEF, NO. 4 BRG AIR SUPPLY 
TUBE ASSY 
FOR DEPOT LEVEL USE ONLY 

PWA 71491 FIXTURE-PRESS TEST, TUBE, AIR SUPPLY, NO. 4 
BRG SEAL 
FOR DEPOT LEVEL USE ONLY 

SUPERSEDES PWA 53758 
SUPERSEDES PWA 53759 


Change 15 2-364.7 


T.O. 2J-F100-94 


INDEX 3 PWA 71095 INDEX 4 PWA 71263 


A INDEX 5 PWA 71268 A INDEX 6 PWA 71275 


FIGURE 166D. FIXTURES-CONTINUED 


79656 


2-364.8 Change 16 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 


NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 

PWA 57382 FIXTURE-TEST STRIP, SHOTPEEN, 1ST STAGE, 
TURBINE DISK 

PWA 71091 FIXTURE-SHOTPEEN, 1ST THRU 7TH STAGE 
BLADES 
FOR DEPOT LEVEL USE ONLY 

PWA 71095 FIXTURE-SHOTPEEN, 6TH AND 7TH STAGE 
BLADES 
FOR DEPOT LEVEL USE ONLY 

PWA 71263 FIXTURE-MACHINING, 1ST STAGE COMPRESSOR 
STATOR ASSY INNER AIRSEAL 
FOR DEPOT LEVEL USE ONLY 

PWA 71268 FIXTURE-MACHINING, 2ND STAGE COMPRESSOR . 
STATOR ASSY INNER AIRSEAL 
FOR DEPOT LEVEL USE ONLY 

PWA 71275 FIXTURE-DRILL, 1ST STAGE COMPRESSOR 
STATOR ASSY INNER AIRSEAL (REAR) 
FOR DEPOT LEVEL USE ONLY 


Change 16 2-365 


T.O. 2J-F100-94 


INDEX 1 PWA 70103 


INDEX 48 PWA 70139 


<> 
79 
78 
14 
77 75 
76 
INDEX 73 PWA 57531 INDEX 80 PWA 57697 


13468 


FIGURE 167. FIXTURES-CONTINUED 


2-366 Change 15 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 70103 


PWA 70103-23 
PWA 70103-22 
PWA 70103-18 


4521-75-125-2N 
92198A247 


PWA 70103-10 
PWA 70103-6 
91847A031 


PWA 70103-21 


MS16995-40 
PWA 70103-17 
MS35307-312 
MS9321-10 
PWA 70103-3 
MS35307-311 
PWA 70103-9 
MS16995-53 
PWA 70103-2 
PWA 70103-8 
MS16555-48 
91794A155 


PWA 70103-24 
PWA 70103-25 
MS16995-30 
PWA 70103-15 
MS51021-47 
UPC 520-HS-R4 


PWA 70103-1 
PWA 70157 


CL-12-KA-6-LR 


PWA 70157-15 
MS16995-10 
PWA 70157-18 
MS16995-35 
PWA 70157-10 
MS16555-52 
PWA 70157-12 


| SCREW-FILLISTER HEAD 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 

FIXTURE-MACHINE, FRONT COMPRESSOR 
STATOR LINKAGE ARM, BUSHING, REPAIR 
FOR DEPOT LEVEL USE ONLY 


. FACER-SPOT 


SCREW-MACHINE, PAN HEAD 


0.138-32 X 0.250 IN. LONG 


. CLIP-SPRING 


P&WA PART МО. PWA 70103-19 


. SCREW-MACHINE,HEX, HEAD 


0.190-24 X 1.000 IN. LONG 
P&WA PART NO. PWA 70103-11 


. WASHER-FLAT 
. SUPPORT-SCREW 


P&WA PART NO. PWA 70103-20 


. POST-THREADED 


0.375-16 X 2.000 IN. LONG 


= Roo Roa = ND ча = го 


0.138-32 X 1.250 IN. LONG 
P&WA PART МО. PWA 70103-26 


. PIN-LOCATING 
. SETSCREW 
. CONTAINER-STORAGE 


P&WA PART МО. PWA 70103-27 


FIXTURE-BASE, NO. 2 AND NO. 3 BEARING SEAL .. 
SUPPORT ASSY, PIN INSTALLATION, REPAIR 
FOR DEPOT LEVEL USE ONLY 

. CABLE ASSEMBLY 

P&WA PART МО. PWA 70157-16 

. PIN-LOCATING 


2-367 


=== пп по 


22222 


Т.О. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-368 


PART 
NUMBER 


CL-12-RB 


MS16995-50 
PWA 70157-8 
MS16995-40 
PWA 70157-7 
MS16995-55 
PWA 70157-3 
MS16555-41 
MS16555-48 
PWA 70157-1 
PWA 70157-19 
PWA 70139 


PWA 70139-6 
MS35691-19 
MS16995-36 
PWA 70139-3 
MS16995-52 
PWA 70139-8 
PWA 70139-7 
PWA 70139-2 
MS16555-48 
PWA 70139-1 
LIP12X9X4 


PWA 70131 
92198A245 
MS9321-09 
MS51021-47 
47812 
MS35307-368 
MS9321-12 
PWA 70131-18 


MS16995-66 
PWA 70131-17 


PWA 70131-4 
PWA 70131-16 
47822 

PWA 70131-15 
MBIC-20X20X12 
PWA 57531 
CL-23-KA-8.0-L 
MS51971-3 
PWA 57531-4 
PWA 57531-3 


H-26-16X0.250 


Change 22 


. BUTTON-REST 


| CONTAINER 
FIXTURE-DRILL, TRANSFER TUBE LOCK WIRE 


. BLOCK-VEE 
. LOCATOR-VEE 
. BLOCK-RISER 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


= 


P&WA PART NO. PWA 70157-13 


===- ~ Ф = оо бо — го 


=u љ nn о = о = — 


P&WA PART МО. PWA 70139-11 
FIXTURE-MACHINE, AFP TUBE RING 
FOR DEPOT LEVEL USE ONLY 


. SCREW-MACHINE, HEX HD 


0.190-24 X 0.750 IN. LONG 
P&WA PART NO. PWA 70131-11 


. WASHER 
. SETSCREW 
. INSERT-THREADED 


P&WA PART NO. PWA 70131-6 


SUPERSEDES PWA 70131-3 


. SCREW-CAP, SOCKET HD 


U/W PWA 70131-2 


. CHUCK-THREE JAW 


SUPERSEDES PWA 70131-2 


. INSERT-THREADED 


P&WA PART NO. PWA 70131-6 


. PLATE-FACE 


SUPERSEDES PWA 70131-1 


. CONTAINER 


P&WA PART NO. PWA 70131-19 
SUPERSEDES PWA 70131-7 
FIXTURE-TORQUE CHECK RCVV SYSTEM 


. CABLE ASSY 


P&WA PART NO. PWA 57531-6 


P&WA PART NO. PWA 57531-1 


ON 
CODE 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PWA 57531-2 . WRENCH ASSY 
PWA 57697 FIXTURE-BALANCE, HOUSING/SPACER 
RETAINER, REAR COMPRESSOR ROTOR 
FOR DEPOT LEVEL USE ONLY 
MS16995-51 5 1 
PWA 57697-2 <. 
PWA 57697-4 . 
PWA 57697-1 s 


Change 3 2-369 


T.O. 2J-F100-94 


INDEX 1 PWA 50919 INDEX 2 PWA 51053 


INDEX 3 PWA 51222 


FIGURE 168. FIXTURES-CONTINUED 
(SHEET 1 OF 2) 


2-370 Change 20 


T.O. 2J-F100-94 


INDEX 43 PWA 56706 


i 


INDEX 23 PWA 57190 


97551 


FIGURE 168. FIXTURES-CONTINUED 
(SHEET 2 OF 2) 


Change 22 2-370.1 


2222 


Т.О. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-370.2 


PART 
NUMBER 


PWA 50919 


PWA 50919-2 
MS16556-27 
PWA 50919-3 


PWA 50919-1 
MS16995-67 
PWA 50919-5 
PWA 51053 


PWA 51053-7 


MS16637-23 
LC042G6MW 


PWA 51053-2 
MS16995-71 
PWA 51053-4 


MS51957-43 
PWA 51053-9 
PWA 51053-10 
PWA 51053-8 
PWA 51222 


PWA 51222-2 
MS35649-2384 
PWA 51222-10 


MS16555-29 
MS16995-36 
PWA 51222-4 
Y7-S10-A4 


MS16995-50 
PWA 51222-1 
PWA 51222-1A 
15797 


PWA 51222-1A 
311-N 


PWA 51222-1D 
PWA 51222-1F 
PWA 51222-1G 
PWA 71276 


PWA 71277 


PWA 53792 
PWA 57190 


PWA 57190-19 
CL-23-KA-10.0- 
LR 

PWA 57190-16 


Change 22 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 

FIXTURE-BALANCE, REAR COMPRESSOR ROTOR.. 
AND STATOR, FRONT 
FOR DEPOT LEVEL USE ONLY 


. SCREW ASSY 


` SCREW-MACHINE 


5-40 X 0.250 IN. LONG, STEEL 


FIXTURE-BALANCE, FAN DRIVE TURBINE ROTOR .. 
AND STATOR, REAR 
FOR DEPOT LEVEL USE ONLY 


. SCREW-SOCKET SET 


0.500-13 X 1.5 IN. LONG, STEEL 


. PANEL-DOOR, ASSY 
. CRADLE ASSY 


FIXTURE-REAR COMPRESSOR TURBINE ROTOR... 
BALANCE FRONT 
FOR DEPOT LEVEL USE ONLY 


. SUPPORT ASSY 


STATOR ASSY INNER AIRSEAL (REAR) 

FOR DEPOT LEVEL USE ONLY 
FIXTURE-DRILL, 1ST STAGE COMPRESSOR 

STATOR ASSY INNER AIRSEAL (FWD) 

FOR DEPOT LEVEL USE ONLY 
FIXTURE-HOLDING, AUGMENTOR NOZZLE LEVER.. 
FIXTURE-LEAK TEST, NO. 3 BEARING CARBON .... 


P&WA PART NO. PWA 57190-18 


ON 
CODE 


эл 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


3000-12 


PWA 57190-17 
1022-10C 


PWA 57190-4 
47814 


PWA 57190-3 
MS9021-269 
MS9021-258 
PWA 57190-10 
PWA 57190-1 


47811 


PWA 57190-2 
MS9021-262 
MS9021-270 
47826 


PWA 57190-14 
PWA 56706 


T.O. 2J-F100-94 


UNITS| USABLE 
PER 
DESCRIPTION ASSY 


. PLUG-COUPLING 


P&WA PART NO. PWA 57190-7 


` COUPLING-QUICK 


P&WA PART NO. PWA 57190-13 


. SCREW-HEX HD CAP 


MAKE FROM MS35307-310 


P&WA PART NO. PWA 57190-6 


. BODY 
. PACKING 
. PACKING 


P&WA PART NO. PWA 57190-21 


. ADAPTER 


: INSERT-THREADED 


P&WA PART NO. PWA 57190-20 


. BASE ASSY 


FIXTURE-MOMENT WEIGHT, 3RD STAGE TURBINE . 
BLADE 
FOR DEPOT LEVEL USE ONLY 
REPLACES PWA 55447 


ON 
CODE 


Change 22 


2-371 


T.O. 2J-F100-94 


INDEX 1 PWA 57325 


INDEX 20 PWA 57516 INDEX 34 PWA 57516-15 


INDEX 35 PWA 53562 INDEX 48 PWA 70180 


13470 


FIGURE 169. FIXTURES-CONTINUED 


2-372 Change 22 


T.O. 2J-F100-94 


UNITS| USABLE 
PART PER ON 
NUMBER DESCRIPTION ASSY CODE 


FIGURE 
8 INDEX 
NUMBER 


поло пп 22292 


= © со SI 0) 01 +. Q) ND 


PWA 57325 


MS16555-631 
MS51971-3 
MS9321-12 
PWA 57325-6 
PWA 57325-13 
PWA 57325-12 
9-1614-11 


PWA 57325-12 
HL-48-12 


PWA 57325-5 
MS16995-52 
PWA 57325-18 
PWA 57325-16 
MS51468-02 
PWA 57325-3 
MS51021-63 
PWA 57325-15 
PWA 57325-1 
PWA 57516 


MS24665-445 
MS35692-75 
MS15795-826 
PWA 57516-16 
PWA 57516-17 
MS16555-44 
PWA 57516-10 


MS16555-28 
PWA 57516-12 
MS16555-53 
MS16995-65 
PWA 57516-1 
PWA 57516-5 
PWA 57516-15 
PWA 53562 


39304 


PWA 53562-3 
LC-045G-4 


PWA 53562-4 
PWA 53562-5 
PWA 53562-6 
36906 


PWA 53562-8 
PWA 53562-4 


FIXTURES-CONTINUED 
FIXTURE-INSTALLATION, 1ST TURBINE DUCT 
SUPPORT 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 57123 


`FIXTURE-LIFT 7-13 STAGE ROTOR OR 4-5 STAGE .. 


ROTOR 
FOR DEPOT LEVEL USE ONLY 


` PLATE ASSY 


ADAPTER-LOAD 

FIXTURE-MACHINING, 10TH STAGE 
COMPRESSOR STATOR INNER SEAL 
FOR DEPOT LEVEL USE ONLY 


. FLANGE ASSY-SPHERICAL 


P&WA PART NO. PWA 53562-7 


+--+ + O O O — + + со со со со © © + + + + 


1 
1 
1 
1 
1 
6 
6 
6 
6 
1 
4 
1 
1 
1 
1 


Change 22 


2-373 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-374 


PART 
NUMBER 


PWA 53562-1 
DELETED 
DELETED 
PWA 70180 


PWA 70180-17 
MS16996-14 
2-113 


PWA 70180-15 
PWA 70180-4 
PWA 70180-13 
PWA 70180-14 
MS16555-27 
PWA 70180-5 
MS15795-810 
CL-19320 


C0480-038-0625 
PWA 70180-10 
CL-4-TI 


MS51023-120 
CL-23512 


MS16995-55 
PWA 70180-1 


` CLAMP-STRAP 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURE-FLUSH, NO. 2 BEARING HOUSING ASSY .. 
FOR DEPOT LEVEL USE ONLY 


Fo = го = 


P&WA PART МО. PWA 70180-8 


. SPRING-COMPRESSION 


P&WA PART NO. PWA 70180-12 
0.250-20 X 1.500 IN. LONG 


. INSERT-THREADED 


P&WA PART NO. PWA 70180-11 


. SETSCREW 
. SCREW-KNURLED HEAD 


P&WA PART NO. PWA 70180-2 


USABLE 
ON 
CODE 


93118 


T.O. 2J-F100-94 
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INDEX 17 PWA 57901 


INDEX 5 PWA 70234 


FIGURE 169А. FIXTURES-CONTINUED 


Change 20 


(2-374.1 Blank)/2-374.2 


JD DU UD VU ез Ие е е Биз Биз Биз Баз Баз Баз Баз Баз Баз Баз Баз ве Биз Биз Биз Баз Баз Баз Ив) 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57903 


PWA 70810 


PWA 71550 
PWA 71549 
PWA 70234 
MS9783-11 
MS9321-09 
MS16996-10 
MS16555-340 
SF-40-20 


PWA 70234-9 
4711 


TW-2 

PWA 70234-1 
PWA 70234-11 
MP-350-H2-RC1 


PWA 57901 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-HOLDING, COMPRESSOR BLEED TUBE... 
(229) 
FOR DEPOT LEVEL USE ONLY 
FIXTURE-MACHINE CASE, TURBINE EXHAUST 
ВЕОРЕВАТЮМ 
FOR ОЕРОТ LEVEL USE ONLY 
FIXTURE-DRILL, NO. 2 BEARING SUPPORT 
FOR DEPOT LEVEL USE ONLY 
FIXTURE-ALIGNMENT, NO. 2 BEARING, SUPPORT .. 
FOR DEPOT LEVEL USE ONLY 
FIXTURE-REAM, COMPRESSOR INTERMEDIATE .... 
CASE GEARBOX MOUNT BUSHING (REPAIR) 


P&WA PART NO. PWA 70234-3 


. LOCKSCREW 


P&WA PART NO. PWA 70234-4 


. TUBE-STORAGE 
. CONTAINER 


P&WA PART NO. PWA 70234-7 
FIXTURE-REMOVE/INSTALL, SEALING SLEEVE 
INTO COMPRESSOR BLEED TUBE 
FOR DEPOT LEVEL USE ONLY 


USABLE 
ON 
CODE 


Change 20 


2-375 


T.O. 2J-F100-94 


INDEX 11 PWA 51273 


INDEX 43 PWA 57755-15 


INDEX 47 PWA 70756 


å — 36 
INDEX 12 PWA 57755 


93062 


FIGURE 170. FIXTURES-CONTINUED 


2-376 Change 20 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


222222 


РМ/А 51247 


MS35305-5 
PWA 51247-11 
AN505-5-6 
PWA 51247-4 
NAS607-2-6 


MS51971-3 
PWA 51247-5 
MS16995-81 
PWA 51247-7 
PWA 51247-12 
PWA 51273 


PWA 51273-3 


MS35307-305 
PWA 51273-1 
PWA 51273-2 
PWA 51273-5 
PWA 57755 


3000-12 


PWA 57755-9 
MS9021-017 
PWA 57755-6 
PWA 57755-35 
PWA 57755-5 
MS9021-011 
CL-16513 


PWA 57755-30 
CL-19320 


MS16555-646 
PWA 57755-3 
MS35307-303 
628XB-3-6-2 


PWA 57755-36 
MS16555-649 
PWA 57755-32 
MS16555-631 
MS9021-175 
610 


PWA 57755-1 
PWA 57755-17 
PWA 57755-27 
MS16995-18 
PWA 57755-38 
MS16555-648 
PWA 57755-24 
MS16995-49 
MS9321-10 
PWA 57755-22 
PWA 57755-15 
PWA 57755-15-2 
MS24671-30 
PWA 57755-15-1 
PWA 70756 


FIXTURES-CONTINUED 


FIXTURE-FRONT COMPRESSOR BALANCE FRONT . 


FOR DEPOT LEVEL USE ONLY 


FIXTURE-BALANCE, FRONT COMPRESSOR, REAR . 


FOR DEPOT LEVEL USE ONLY 


. SCREW-SOCKET CAP 


5-40 X 0.3750 IN., STEEL 


` SEGMENT-RING 
` COVER ASSY 
` SUPPORT ASSY 


FIXTURE-LEAK CHECK, МО. 5 BEARING CHECK . 


VALVES 


. PLUG-COUPLING 


P&WA PART NO. PWA 57755-13 


P&WA PART NO. PWA 57755-29 


. ROD-THREADED 
. CLAMP-STRAP 


P&WA PART NO. PWA 57755-28 


| BEARING-BALL, THRUST 


P&WA PART NO. PWA 57755-16 


. SCREW (AP) 
` SCREW ASSY 


. SCREW (АР) 
. WASHER (AP) 


'FIXTURE-HARDNESS INSPECTION, 7TH STAGE .... 


DUCT SEGMENT (-229) 
FOR DEPOT LEVEL USE ONLV 


1 
1 
1 
2 
1 
1 
3 
3 
3 
3 
2 
2 
1 


D гэ го = ~ ~ 


Dm nm у å а ND må må = 


Change 20 


2-377 


T.O. 2J-F100-94 


«Ур 


INDEX 34 PWA 57464 INDEX 81 PWA 71362 


88713 


FIGURE 171. FIXTURES-CONTINUED 
(SHEET 1 OF 2) 


2-378 Change 18 


T.O. 2J-F100-94 


INDEX 39 PWA 57817 


INDEX 55 PWA 55873 


FIGURE 171. FIXTURES-CONTINUED 
(SHEET 2 OF 2) 


Change 14 2-378.1 


DUD DVD DID DV 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-378.2 


PART 
NUMBER 


PWA 70158 


MS16624-1037 
MS29513-004 
PWA 70158-3 
PWA 70158-6 
LC-072H-8 


MS16995-65 
PWA 70158-4 
PWA 70158-1 
UPC520H6RC2 
PWA 70178 


PWA 70178-7 
PWA 70178-8 
TW-1 


PWA 70178-4 
PWA 70178-6 
PWA 70178-2 
MS16555-31 
PWA 70178-3 
PWA 70178-1 
MP340H-3-SCU 


PWA 52423 


PWA 57603 


MS35307-339 
MS35338-140 
PWA 57603-15 
MS16555-43 
27904 


MS16555-40 
MS16555-43 
MS18211-86F 
PWA 57603-9 
PWA 57603-4 
PWA 57603-7 
PWA 57603-14 
PWA 57464 


MS16996-11 
MS9321-09 
CL-1-DP-X 


PWA 57464-1 
PWA 57817 


MS35691-11 
.312-18X1.000 


Change 23 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-FLAIR, МО. 2 AND МО. 3 BEARING-SEAL .. 
SUPPORT ASSY, PIN FLAIRING REPAIR 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 70286 


` BOX-STORAGE 
FIXTURE-DRILL, NO. 2 BEARING SUPPORT ASSY .. 
FOR DEPOT LEVEL USE ONLY 


. SCREW-LOCK 

P&WA PART NO. PWA 70178-5 
. BUSHING-DRILL 
. BUSHING-REAMER 


. BOX-STORAGE 
P&WA PART NO. PWA 70178-9 

FIXTURE-AIR LEAK CHECK, NO. 4 BEARING 

FRONT SEAL ASSY 

SUPERSEDED BY PWA 57799 

FIXTURE-LIFT, 4TH AND 5TH STAGE DISK ВУ 

FRONT BORE 

FOR DEPOT LEVEL USE ONLY 


~ ~ = > ~ 


. ROD-THREADED 
. CLAMP ASSY 


. ВАЗЕ ASSY 

FIXTURE-HOLDING, FRONT COMPR SYNC RING ... 
BRACKET (REOP) 
FOR DEPOT LEVEL USE ONLY 


SHA АНГАН АШ АШ ЧЫЧ 


. PIN-DIAMOND 
P&WA PART NO. PWA 57464-4 


`FIXTURE-AUGMENTOR NOZZLE, CONVERGENT.... 
SEAL LINER, ASSV-DISASSV 
FOR DEPOT LEVEL USE ONLV 


` SCREW-SET, CUP РТ 
P&WA PART NO. PWA 57817-11 


ON 
CODE 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


CL-3AHK2T 


MS15795-812 
PWA 57817-8 
MS24671-40 
PWA 57817-2 
CL-4-SS 
MS16555-31 
PWA 57817-13 
PWA 57817-15 
MS15795-814 
PWA 57817-1 
LC-040E-10 


PWA 57817-3 
PWA 55873 


J-680 
DR051B-28-T 
00904B-J02 
H00904-25R 
00904B-104 
W21204 
C3069X4 
C3B-261-A3DA 
3000-10 


MS16198-10 
8747K14 


PWA 55873-14 
PWA 55873-22 
8876T28 


PWA 55873-13 
MS16198-1 
4508-62-62-2N 


PWA 55873-3 
MS16995-82 
MS51971-3 
MS35338-141 
R5-0-IR5 


S5-0-5-IR5 
S5-0-6-IR5 


PWA 55873-1 
PWA 71362 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


. KNOB-HAND, ASSY 


P&WA PART NO. PWA 57817-10 


` PLATE-SIDE 
` SCREW-SOCKET HD SHLDR 


P&WA PART NO. PWA 57817-7 


. WASHER 
. PLATE-TOP 
. SPRING 


P&WA PART NO. PWA 57817-14 


. PLATE-BASE 


FIXTURE DRILL-ITM CASE BRACKET 
REPLACEMENT (REPAIR) 


. CHUCK-MINIATURE 


P&WA PART NO. PWA 55873-17 


. DRILL-RIGHT ANGLE 


P&WA PART NO. PWA 55873-28 


. SWIVEL-MALE PIPE 


P&WA PART МО. PWA 55873-19 


P&WA PART МО. PWA 55873-21 


. PIPE-MALE 


P&WA PART МО. PWA 55873-8 


. ADAPTER-BULKHEAD 


P&WA PART МО. PWA 55873-11 


. NIPPLE-HEX 


P&WA PART NO. PWA 55873-10 


. LUBRICATOR-OIL-FOG 


P&WA PART NO. PWA 55873-27 


. PLUG-MALE END 


P&WA PART NO. PWA 55873-12 


P&WA PART NO. PWA 55873-16 
. SHELF-TOP 
. HANGER-HOSE 
. CLAMP-NYLON LOOP 

P&WA PART МО. PWA 55873-23 


` CLIP-SPRING 


P&WA PART МО. PWA 55873-4 


. SHELF-BOTTOM 


` CASTER-RIGID 


P&WA PART МО. PWA 55873-6 


. CASTER-SWIVEL 


P&WA PART МО. PWA 55873-2 


. CASTER-SWIVEL 


P&WA PART NO. PWA 55873-7 


. FRAME-CART 


FIXTURE-PLATING, NO. 4 BEARING FRONT SEAL .. 
SUPPORT ASSY, REAR FLANGE 
FOR DEPOT LEVEL USE ONLY 


USABLE 
ON 
CODE 


Change 18 


2-379 


T.O. 2J-F100-94 


INDEX 1 PWA 51609 


INDEX 3 PWA 51636 


INDEX 4 PWA 57317 


FIGURE 172. FIXTURES-CONTINUED 


Change 21 


2-380 


22222 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


PWA 51609 


MS35221-61 
PWA 51609-2 
MS16995-50 
PWA 51609-3 
PWA 51609-4 
PWA 51609-7 
PWA 51609-1 
PWA 51635 


MS16995-25 
7750 


PWA 51635-1 
PWA 51635-2 
PWA 51636 


PWA 57317 
CL-33-SHS 
CL-4-QTS 


PWA 57317-8 
MS35691-3 
MS9321-10 
LC-039FG-5 


PWA 57317-13 
MS16995-11 
PWA 57317-10 
CL-4-QTS 


MS16555-20 
CL-16513 


PWA 57317-12 
PWA 57317-21 
PWA 57317-22 


PWA 57317-20 
PWA 57317-23 
MS16995-82 
PWA 57317-6 
MS16995-81 
MS16555-61 
PWA 57317-7 
MS16995-82 
PWA 57317-6 
MS16995-81 
MS16555-61 
MS16555-20 
CL-16524 


PWA 57317-5 
PWA 57317-30 


DESCRIPTION 


FIXTURES-CONTINUED 


FIXTURE-REAR COMPRESSOR TURBINE ВОТОВ... 


BALANCE, REAR 
SUPERSEDED BY PWA 57146 
FOR 220 ENGINE, 4KC ONLY 

FOR DEPOT LEVEL USE ONLY 


. COVER ASSY 
FIXTURE-RIVETING, 4TH STAGE COMPRESSOR.... 


SYNCHRONIZING RING 
FOR DEPOT LEVEL USE ONLY 


`FIXTURE-RIVETING, 5TH STAGE COMPRESSOR .... 


SYNCHRONIZING RING 
FOR DEPOT LEVEL USE ONLY 


FIXTURE-POSITIONING BRACKET MOUNT, FRONT . 


FAN DUCT 


. SCREW-SWIVEL HD 


P&WA PART NO. PWA 57317-9 


. SCREW-QUARTER TURN 


P&WA PART NO. PWA 57317-11 


. STUD ASSY 

. NUT (AP) 

. WASHER (AP) 

. SPRING-COMPRESSION 


P&WA PART МО. PWA 57317-17 


. SCREW (AP) 
. PLATE-LOC 
. SCREW-QUARTER TURN 


P&WA PART NO. PWA 57317-11 


` KNOB-KNURLED 


P&WA PART NO. PWA 57317-19 


. PIN-DIAMOND 
. CLAMP ASSY 
. SCREW-SHOULDER 


MAKE FROM 91259A576, MFD ВУ 6K495 


. PLATE-LOC 

. ARM-SUPPORT 

. SCREW (AP) 

. BLOCK-CORNER 
. SCREW (AP) 


. ARM-SUPPORT 
. SCREW (AP) 

. BLOCK-CORNER 
. SCREW (AP) 


P&WA PART NO. PWA 57317-2 


. CLAMP ASSY 
. PIN-DOWEL 


MAKE FROM MS16555-41, MFD BY 96906 


Change 21 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


= 


© 
-4-2-2.D-0-09 


— 
го 


= © G) © N N — O1 — N N — O1 — — 


USABLE 


ON 
CODE 


2-380.1 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 


NUMBER NUMBER DESCRIPTION ASSY CODE 


98381A712 . PIN-DOWEL 
P&WA PART NO. PWA 57317-4 
PWA 57317-3 . PIN-DIAMOND 
PWA 57317-27 
MS16995-64 
PWA 57317-28 
MS16995-64 
PWA 57317-1 


2-380.2 Change 20 


T.O. 2J-F100-94 


3 2 
В x 
x = 
| 7 
a IC еш | 
q f— 8 
в E 
INDEX 1 PWA 70120 INDEX 9 PWA 70177 


INDEX 82 PWA 70788 


109344 


FIGURE 173. FIXTURES-CONTINUED 


(2-381 Blank)/2-382 Change 28 


D DW DO по оо DV 


поп DD D DD DVD 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 70120 


PWA 70120-3 
PWA 70120-4 
CL-12-KA-5.OLR 
PWA 70120-5 
PWA 70120-6 
PWA 70120-2 


PWA 70120-1 
MP350-H2-RC1 


PWA 70177 
PWA 70177-7 
PWA 70177-8 
D2-187 


PWA 70177-12 
PWA 70177-13 


PWA 70177-2 
MS16995-10 
PWA 70177-1 
TW-1 

PWA 70177-5 
PWA 70177-10 
PWA 70177-3 
MP340H-3-SCU 


PWA 70173 


PWA 70173-22 
PWA 70173-23 
PWA 70173-20 
PWA 70173-21 
LS-1 

PWA 70173-16 
PWA 70173-17 
PWA 70173-18 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 

FIXTURE-DRILL OR REAM, GEARBOX HOUSING, ... 
REPAIR 
FOR DEPOT LEVEL USE ONLY 


` CABLE ASSY-NYLON 


P&WA PART NO. PWA 70120-7 


. PIN-LOCATING 
. PIN-LOCATING 
. SCREW-CAP, SOCKET HD 


0.190-32 X 1.000 IN. LONG 


P&WA PART NO. PWA 70120-8 
FIXTURE-DRILL, NO. 2 BEARING SUPPORT ASSY .. 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 70177-6 


. BUSHING-DRILL 
. BUSHING-REAMER 


. BOX-STORAGE 
P&WA PART NO. PWA 70177-9 
FIXTURE-MACHINING, NO. 2 BEARING SUPPORT... 
ASSY, REPAIR 
0.501 OR 0.502 IN. DIA HOLES 
FOR DEPOT LEVEL USE ONLY 


. SCREW-LOCK 


P&WA PART МО. PWA 70173-44 


. BUSHING-DRILL 


0.5469 IN. ID 


. BUSHING-DRILL 


0.4844 IN. ID 


. BUSHING-REAMER 


0.5625 IN. ID 


USABLE 
ON 
CODE 


Change 23 


т 


ID D по 


Y DD DD о UD о DDD DD з D D то т 


T.O. 2J-F100-94 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


PWA 70173-19 


PWA 70173-29 
MS16995-86 
PWA 70173-13 
MS16555-60 
MS16555-54 
CL-23-KA-12LR 


92312A 824 


PWA 70173-61 
ADB-37285 


MS51029-51 
MS16995-50 
PWA 70173-50 
PWA 70173-48 
MS16555-53 
MS16995-53 
PWA 70173-39 
MS16555-46 
CL-127 


PWA 70173-28 
MS51971-3 
PWA 70173-27 


MS90725-36 
MS15795-812 
MS24585-295 
17104 


MS35691-12 
MS51981-52 
36913 

PWA 70173-24 
MS16995-41 
PWA 70173-36 
PWA 70173-43 
PWA 70173-2 
TN-07 

TW 107 


PWA 70173-30 
PWA 70173-3 


13621D 
13685 


1607-B 


2-384 Change 23 


DESCRIPTION 


. BUSHING-REAMER 


0.5015 IN. ID 


P&WA PART NO. PWA 70173-60 


. SETSCREW-SOCKET 


0.198-32 32 X 0.180 IN. LONG 
P&WA PART NO. PWA 70173-62 


. BUSHING-STOP 


P&WA PART NO. PWA 70173-33 


. SETSCREW 


` NUT-FLANGE 


P&WA PART NO. PWA 70173-26 


` CLAMP-STRAP 
P&WA PART NO. PWA 70173-8 
. PIN-DIAMOND 


P&WA PART NO. PWA 70173-31 


. WASHER-LOCK 


P&WA PART NO. PWA 70173-32 


. COVER-DUST 
. WIPER-FELT 


0.250 X 0.250 X 56.560 IN. LONG 


. CUP-BEARING 


P&WA PART NO. PWA 70173-7 


. CONE-BEARING 


P&WA PART NO. PWA 70173-6 


. FITTING-GREASE 


P&WA PART NO. PWA 70173-34 


UNITS| USABLE 


PER 
ASSY 


N) © © O М = + ND — - ~ 


~ ~ со + N N — 


~ ~ + 


— ON + N — 


ON 
CODE 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 


& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PWA 70173-25 

MS24667-20 

PWA 70173-5 

MS24667-29 

PWA 70173-41 

MS16995-66 

MS16555-55 

PWA 70173-59 

PWA 70173-58 

PWA 70173-1 3 

PWA 70173-54 - BOX-STORAGE 

PWA 70788 FIXTURE-HOLDING, 1ST STAGE TURBINE BLADES . 
FOR DEPOT LEVEL USE ONLY 


=== ростом ER 


Change 28 2-385 


T.O. 2J-F100-94 


ге ІМОЕХ 1 РМ/А 71497 INDEX 2 PWA 50515 


INDEX 29 PWA 57489 о ІМОЕХ 41 РІМА 71498 


98715 


FIGURE 174. FIXTURES-CONTINUED 


2-386 Change 23 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 71497 


PWA 50515 


MS51981-37 
MS16555-49 
PWA 50515-8 
MS9321-07 
CL-5-TP-C 


MS16995-68 
MS9321-11 
PWA 50515-2 
39501 


PWA 50515-1 
PWA 51724 


MS16995-50 
MS16995-80 
PWA 51724-1 
MS16995-36 
AN960-10L 
MS51957-41 
PWA 51724-12 
CL-23KA-10-LR 


MS17987C350 
PWA 51724-14 
PWA 51724-13 
CL-2-SHA-1 


PWA 51724-5 
PWA 51724-4 
PWA 51758 


CL-23-KA-9LR 


PWA 51758-17 
CL-1-HK2T 


PWA 51758-12 
PWA 51758-15 


PWA 51758-14 
MS16995-52 
MS16555-48 
PWA 51758-10 
MS16995-53 
MS15795-809 
PWA 51758-5 
25902 


. MASTER-SET 


T.O. 2J-F100-94 


ОМІТ | USABLE 


PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-MACHINING, FRONT TURBINE CASE 
FOR DEPOT LEVEL USE ONLY 
FIXTURE-POSITIONING, VARIABLE GUIDE VANE.... 
ACTUATOR CLEVIS 
SUPERSEDED BY PWA 57489 


. SETSCREW 


P&WA PART NO. PWA 50515-3 


. BASE ASSY 


FIXTURE-BALANCE, FRONT COMPRESSOR DRIVE . 
ROTOR AND STATOR ASSY 
FOR DEPOT LEVEL USE ONLY 


. CABLE ASSY 


P&WA PART NO. PWA 51724-10 


. CLAMP ASSY 


P&WA PART NO. PWA 51724-6 


. CRADLE ASSY 
FIXTURE-PRIMARY AND SECONDARY 
CONVERGENT NOZZLE BALLSCREW ACTUATOR 
. CABLE ASSY 
P&WA PART NO. PWA 51758-18 


0.500 DIA X 0.875 IN. LONG, STEEL 


D = D ND - D ND ~ 


P&WA PART NO. PWA 51758-2 


Change 23 


ON 
CODE 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-386.2 


PART 
NUMBER 


PWA 51758-1 
PWA 51758-16 
PWA 57489 


CL-23-KA-12-LR 
CL-5-TP-C 
PWA 57489-7 
MS51021-3 
MS53307-338 
MS35338-140 
MS9321-11 
39501 

PWA 57489-2 
PWA 57489-1 
MDICX21X6X6 


PWA 71498 


Change 23 


UNITS 
PER 
DESCRIPTION ASSY 


'FIXTURE-POSITIONING, VARIABLE GUIDE VANE.... 


ACTUATOR CLEVIS 
SUPERSEDES PWA 50515 


. CABLE ASSY 


P&WA PART МО. PWA 57489-9 


MAKE FROM MS16555-49, MFD BY 96906 
. SETSCREW (AP) 


P&WA PART МО. PWA 57489-3 


. SLIDE ASSY 
. BASE ASSY 
. CONTAINER 


P&WA PART МО. PWA 57489-11 
FIXTURE-MACHINING, FRONT TURBINE CASE 
FOR DEPOT LEVEL USE ONLY 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


15667 


INDEX 63 PWA 55984 


FIGURE 175. FIXTURES-CONTINUED 


(2-387 Blank)/2-388 Change 20 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 51823 
MS9490-14 
MS15795-810 
MS35307-306 
PWA 51823-4 
PWA 51823-1 
PWA 51928 


CL-5-FN 
CL-4-SCW 


MS51971-3 
CL-1-SCW 


MS16995-52 
MS16995-50 
PWA 51928-19 
PWA 51928-27 
MS35425-72 
PWA 51928-12 


PWA 51928-13 


NAS607-3-16 
PWA 51928-8 


MS16995-52 
MS16995-50 
PWA 51928-18 
CL-2-FN 


MS16555-31 
PWA 51928-20 


PWA 51928-3 
PWA 51928-10 
PWA 51928-25 
PWA 51928-16 
PWA 51929 


CL-5-FN 
CL-4-SCW 
CL-2-FN 
MS16995-50 
PWA 51929-19 
PWA 51929-24 


MS16995-52 
PWA 51929-24 


` WASHER-SWING С 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 
FIXTURE-NO. 2 BEARING HOUSING SUBASSY 


` PLATE ASSEMBLY 
` BASE ASSEMBLY 


FIXTURE-MOLD, 2ND STAGE FAN CASE STATOR ... 
FOR DEPOT LEVEL USE ONLY 


. NUT-FLANGE 


P&WA PART МО. PWA 51928-9 


. WASHER-SWING 


P&WA PART NO. PWA 51928-7 


P&WA PART МО. PWA 51928-23 


NN ~ 00 о о о 


. ADAPTER, 


0.250-18МРТ 


. PIN-DOWEL 


` МОТ-РЕАМСЕ 


P&WA PART NO. PWA 51928-22 


. ROD-THREADED, 
0.375-16 THD 

. MOLD COVER 

. POST ASSEMBLY 


` BASE ASSEMBLY 


FIXTURE-MOLD, 3RD STAGE FAN CASE 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 51351 


. NUT-FLANGE 


P&WA PART NO. PWA 51929-9 


. WASHER-SWING 


P&WA PART NO. PWA 51929-8 


. NUT-FLANGE 


P&WA PART NO. PWA 51929-22 


2-389 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-390 


PART 
NUMBER 


MS35425-41 
PWA 51929-16 


PWA 51929-17 
MS16995-37 
MS9321-09 
PWA 51929-21 
PWA 51929-23 


MS16995-52 
MS16555-43 
NAS607-3-16 
PWA 51929-10 


PWA 51929-14 
PWA 51929-5 
PWA 51929-25 
PWA 51929-1 
PWA 55738 
MS35691-11 
91375A583 


MS35307-337 
MS9321-11 
PWA 55738-7 
5100-31 


PWA 55738-1 
PWA 55984 


MS9361-09 
MS9783-16 
MS9321-09 
MS16997-33 
PWA 55984-4 
448-6 


PWA 55984-1 
PWA 55984-13 
91255A106 


PWA 55984-12 
32901 


MS16995-38 
PWA 55984-17 
MS16555-27 
33502 


CL-1024-KS 


PWA 55984-8 
MS16555-31 
PWA 55984-34 
CL-425-TSBN 


MS16555-49 
PWA 55984-31 
MS16995-53 
PWA 55984-33 
MS16555-41 
MS16995-52 


Change 15 


DESCRIPTION 


0.750-10 THD 


. POST ASSY 


: SCREW-SOCKET SET, OVAL PT 


P&WA PART NO. PWA 55738-2 


` RING-RETAINING 


P&WA PART NO. PWA 55738-5 


`FIXTURE-DRILL, ITM CASE BRACKET 


REPLACEMENT SMALL AIRFOIL (REPAIR) 


P&WA PART NO. PWA 55984-7 


. PUNCH-THREADED 
. PROTECTOR-THREAD 
. SCREW-BUTTON HD CAP 


P&WA PART NO. PWA 55984-3 


. CLIP-SPRING 
MAKE FROM 4521-36-100-2N, MFD BY 86928 


` SCREW-SWIVEL HD 


P&WA PART NO. PWA 55984-10 


. INSERT-THREADED 


P&WA PART NO. PWA 55984-16 


` SCREW-TORQUE 
P&WA PART NO. PWA 55984-35 


UNITS| USABLE 


PER 
ASSY 


= 02 


со со со со СО СО — — — л 


— = 


ON 
CODE 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PWA 55984-21 . LOCATOR 
CL-1-HTS . SCREW-HALF TURN 
P&WA PART NO. PWA 55984-29 
48112 . INSERT-COIL 
P&WA PART NO. PWA 55984-37 
PWA 55984-27 . PLATE-SIDE 
PWA 55984-36 . PLATE-SIDE 
MS16555-46 
448-4 


PWA 55984-20 Я 
CP503-B-DF . CONTAINER 
P&WA PART NO. PWA 55984-14 


Change 15 2-391 


T.O. 2J-F100-94 


24 
INDEX 1 PWA 51972 


29C— 


INDEX 29 PWA 52371 


INDEX 40 PWA 71154 INDEX 41 PWA 71106 


96765 


FIGURE 176. FIXTURES-CONTINUED 


2-392 Change 21 


2222022252 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 51972 


19908 
39004 


MS51967-14 
39002 


MS16995-38 
PWA 51972-25 
20105 


NAS607-2-8 
PWA 51972-31 


PWA 51972-37 
PWA 51972-38 
MS21316-35 

PWA 51972-17 
PWA 51972-19 
MS35425-70 

PWA 51972-24 


PWA 51972-7 


MS16995-38 
PWA 51972-26 
MS9390-34 
NAS607-3-16 
PWA 51972-10 


MS16995-52 
PWA 51972-3 
PWA 51972-21 
PWA 51972-36 
PWA 52370 


PWA 52371 


PWA 52371-4 
27902 


PWA 52371-2 
MS16995-54 
MS16556-841 
PWA 52371-5 
PWA 52371-1 
PWA 57421 


PWA 57421-6 
CL-1024-TSJN 


PWA 57421-3 
CL-1024-TSJN 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-MOLD, 1ST STAGE FAN CASE ASSY 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 51354 


. NUT-FLANGE 


P&WA PART NO. PWA 51972-12 


. WASHER-SWING 


P&WA PART NO. PWA 51972-9 


` WASHER-SWING 


P&WA PART NO. PWA 51972-30 


P&WA PART NO. PWA 51972-29 


. PIN-DOWEL 
. ROD-THREADED 


0.500-13 THD 


. PACKING-PREFORMED 


. POST ASSY 
. BASE ASSY 


FIXTURE ASSY-1ST STAGE TURBINE DISK 
FOR DEPOT LEVEL USE ONLY 

FIXTURE ASSY-1ST STAGE TURBINE AIR SEAL .... 
FOR DEPOT LEVEL USE ONLY 


FIXTURE-T.1.G. WELD, AUGMENTOR LINER PATCH . 


FOR FMS USE ONLY 
FOR DEPOT LEVEL USE ONLY 


` NUT-CHECK (AP) 


P&WA PART NO. PWA 57421-4 


` NUT-CHECK (AP) 
P&WA PART NO. PWA 57421-4 


Change 21 


USABLE 
ON 
CODE 


2-392.1/(2-392.2 Blank) 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 


NUMBER NUMBER DESCRIPTION ASSY CODE 


CL-3-JN-S . NUT-JAM 
P&WA PART NO. PWA 57421-8 
PWA 57421-5 
PWA 57421-2 
MS16995-37 
PWA 57421-1 Р 
РМ/А 71154 FIXTURE-WATER JET, FRONT COMPRESSOR 
STATOR INLET SHROUD 
FOR DEPOT LEVEL USE ONLY 
PWA 71106 FIXTURE-BRAZE, CASE FAN INLET 
FOR DEPOT LEVEL USE ONLY 


Change 21 2-393 


T.O. 2J-F100-94 


/ 
/ 
/ 


INDEX 1 PWA 57419 


al 
о» 
= 
ч 
~ 
LO 
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= 
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>< 
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= 


8804 


FIGURE 177. FIXTURES-CONTINUED 
(SHEET 1 OF 2) 


2-394 


T.O. 2J-F100-94 


т 
о 
— 
+ 
~ 
LO 
< 
= 
a 
LO 
со 
>< 
ш 
A 
= 


INDEX 64 PWA 57419-4 


8805 


FIGURE 177. FIXTURES-CONTINUED 
(SHEET 2 OF 2) 


2-395 


T.O. 2J-F100-94 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


PWA 57419 


PWA 57419-2 
PWA 57419-44 
MS16995-36 
PWA 57419-43 
MS16995-41 
MS16555-44 
39503 


PWA 57419-52 
PWA 57419-35 


{ 
© 


' 
= 
— 


MS16995-101B 
PWA 57419-19 


MS16995-98B 
LC-049HU-2-SS 


PWA 57419-26 
S/F-40-12 


а а ' 
а — ач — 
о л ~ © го 


' 
= 
N 


TW-2 


' 
— 
со 


L-56-12 


' 
= 
O 


CL-3-HTS 


' 
~ 
о 


CL-3-RP 


' 
№ 
— 


CL-3-DP 


' 
№ 
№ 


CLB-3000 


' 
№ 
(4%) 


PWA 57419-56 
MS16995-64 
MS16555-48 
PWA 57419-7 
CL-4-SOB 


баа а 
D ND о 
чоо + 


' 
№ 
со 


С5-18 


' 
го 
O 


PWA 57419-21 
PWA 57419-25 
PWA 57419-59 
MS16995-94 
MS16555-77 
PWA 57419-6 


кит 
со со со со со 
ВЕ © D © 


DESCRIPTION 


FIXTURES-CONTINUED 
FIXTURE-PRE-MACHINE BRACKETS, REAR FAN 
DUCTS 


. FIXTURE, PRE MACHINE, ASSY NO. 2 
.. SET BLOCK 

.. SCREW (AP) 

.. RISER BLOCK 

.. SCREW (AP) 


P&WA PART NO. PWA 57419-17 


.. NYLON ROLL 
.. HOOK CLAMP ASSY 


MAKE FROM CL-2-CA, MFD BY 99862 


.. SCREW (AP) 
.. HOOK CLAMP ASSY 


MAKE FROM CL-2-CA, MFD BY 99862 


.. BUSHING, SLIP/FIXED 


P&WA PART NO. PWA 57419-13 


.. LOCKSCREW (AP) 


P&WA PART NO. PWA 57419-9 


P&WA PART NO. PWA 57419-23 


.. SCREW, HALF TURN 


P&WA PART NO. PWA 57419-11 


.. PIN-ROUND 


P&WA PART NO. PWA 57419-12 


.. PIN-DIAMOND 


P&WA PART NO. PWA 57419-30 
P&WA PART NO. PWA 57419-55 


.. LOCATOR BLOCK 
.. SCREW (AP) 


.. BUSHING BLOCK 
2 BALL, CONSTRUCTION 


P&WA PART NO. PWA 57419-36 


.. SETSCREW (AP) 


P&WA PART NO. PWA 57419-34 


.. PIN-DIAMOND 

.. PIN-ROUND 

.. LOCATOR BLOCK 
.. SCREW (AP) 


UNITS| USABLE 


PER 
ASSY 


ON 
CODE 


. FIXTURE, PRE MACHINE, ASSY NO. 3 
.. RISER BLOCK 

MAKE FROM CL-3-CSA-1.5, MFD BY 99862 
.. SCREW (AP) 


' 
со 
сл 


PWA 57419-3 
PWA 57419-15 


= а а о ГО на må å 


' 
со 
о 


' 
© 
I 


MS16995-82 
MS16555-60 


' 
со 
со 
NARR 


2-396 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


39503 


PWA 57419-52 
PWA 57419-24 


MS16995-101B 
PWA 57419-18 


MS16995-98B 
LC-049HU-2-SS 


PWA 57419-26 
S/F-40-12 


TW-2 


L-56-12 
CL-3-HTS 
CL-3-RP 
CL-3-DP 
CLB-3000 


PWA 57419-14 
MS16995-64 
MS16555-48 
PWA 57419-57 
PWA 57419-21 
PWA 57419-25 
PWA 57419-60 
MS16995-94 
MS16555-77 
PWA 57419-48 
PWA 57419-4 
PWA 57419-46 
MS16995-36 
PWA 57419-45 
MS16995-41 
MS16555-44 
39503 


PWA 57419-52 
PWA 57419-35 


MS16995-101B 
PWA 57419-24 


MS16995-99B 
LC-04PHU-2-SS 


PWA 57419-27 
S/F-38-8 


DESCRIPTION 


P&WA PART NO. PWA 57419-17 


.. NYLON ROLL 
.. HOOK CLAMP ASSY 


MAKE FROM CL-2-CA, MFD BY 99862 


.. SCREW (AP) 
.. HOOK CLAMP ASSY 


MAKE FROM CL-2-CA, MFD BY 99862 


.. SCREW (AP) 


.. BUSHING, SLIP/FIXED 


P&WA PART NO. PWA 57419-13 


.. LOCKSCREW (AP) 


P&WA PART NO. PWA 57419-9 


P&WA PART NO. PWA 57419-23 


.. SCREW, HALF TURN 


P&WA PART NO. PWA 57419-11 


.. PIN-ROUND 


P&WA PART NO. PWA 57419-12 


.. PIN-DIAMOND 


P&WA PART NO. PWA 57419-30 


P&WA PART NO. PWA 57419-55 


.. BUSHING BLOCK 
.. SCREW (AP) 


.. LOCATOR BLOCK 
.. PIN-DIAMOND 

.. PIN-ROUND 

.. LOCATOR BLOCK 
.. SCREW (AP) 


. FIXTURE, PRE MACHINE, ASSY NO. 4 
.. SET BLOCK 

.. SCREW (AP) 

.. RISER BLOCK 

.. SCREW (AP) 


P&WA PART NO. PWA 57419-17 


.. NYLON ROLL 
.. HOOK CLAMP ASSY 


MAKE FROM CL-2-CA, MFD BY 99862 


.. SCREW (AP) 
.. HOOK CLAMP ASSY 


MAKE FROM CL-2-CA, MFD BY 99862 


.. SCREW (AP) 


.. BUSHING, SLIP/FIXED 


P&WA PART NO. PWA 57419-10 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


1 
1 
2 
1 
1 
1 
1 
2 
2 
1 
1 
1 
2 
1 
2 
4 
2 


USABLE 
ON 
CODE 


2-397 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-398 


PART 
NUMBER 


TW-2 


L-56-8-36 
CL-3-HTS 
CL-3-RP 
CL-3-DP 
CLB-3000 


PWA 57419-53 
MS16995-64 
MS16555-48 
PWA 57419-22 
PWA 57419-50 
PWA 57419-51 
PWA 57419-58 
MS16995-82 
MS16555-77 
PWA 57419-49 


DESCRIPTION 


.. LOCKSCREW 


P&WA PART NO. PWA 57419-9 


P&WA PART NO. PWA 57419-28 


.. SCREW, HALF TURN 


P&WA PART NO. PWA 57419-11 


.. PIN-ROUND 


P&WA PART NO. PWA 57419-12 


.. PIN-DIAMOND 


P&WA PART NO. PWA 57419-30 


P&WA PART NO. PWA 57419-55 


.. BUSHING PLATE 
.. SCREW (AP) 


.. PIN-DIAMOND 

.. PIN-ROUND 

.. LOCATOR BLOCK 
.. SCREW (AP) 


UNITS 
PER 
ASSY 


= Гого а а EE 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 1 PWA 52372 INDEX 2 PWA 52378 


INDEX 34 PWA 56576 å 


FIGURE 178. FIXTURES-CONTINUED 


55125 


(2-399 Blank)/2-400 Change 9 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52372 


PWA 52378 


MS16995-50 
MS16995-52 
MS16555-48 
PWA 52378-11 
MS16995-48 
MS9321-10 
MS16995-82 
PWA 52378-3 
25902 


MS122088 
PWA 52378-1 
PWA 52417 


MS35307-421 
MS35307-314 
MS35307-360 
MS35307-306 
PWA 52417-5 
H-144-22 


PWA 52417-10 
PWA 52417-11 
51128 


60240 


PWA 52417-2 
SLC-6B10 


CL23-KA-12LR 


MS35307-365 
MS16555-663 
PWA 52417-14 
PWA 52417-24 
35902 


PWA 52417-20 
PWA 52417-13 
PWA 56576 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-GRINDING, 1ST STAGE TURBINE DISK ... 
AIRSEAL 
FOR DEPOT LEVEL USE ONLY 
FIXTURE-BUILD, REAR COMPRESSOR DRIVE 
TURBINE 
SUPERSEDED BY PWA 57019 
FOR 220 DEPOT LEVEL ONLY 


ND — со 0) 0) — N 0) O> 


= 


`FIXTURE-1ST AND 2ND TURBINE BLADE 


INSTALLATION 


` BEARING-THRUST 


P&WA PART NO. PWA 52417-3 


. PLUNGER-INDEX 


P&WA PART NO. PWA 52417-1 


. BLOCK-INDEX 
. PIN-BUTTON HANDLE 


P&WA PART NO. PWA 52417-23 


. CABLE ASSY 


P&WA PART NO. PWA 52417-22 


` PAD-REST 


P&WA PART NO. PWA 52417-17 


`FIXTURE-AIR LEAK CHECK, NO. 4 BEARING REAR . 
SEAL ASSY 
SUPERSEDES PWA 52426 


ON 
CODE 


Change 9 


2-401 


T.O. 2J-F100-94 


KUUD 
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BY 


INDEX 2 PWA 50920 


INDEX 39 PWA 52438 
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1 
16 — { INDEX З PWA 52437 kasi 


FIGURE 179. FIXTURES-CONTINUED 
(SHEET 1 OF 2) 


2-402 Change 21 


T.O. 2J-F100-94 


INDEX 69 PWA 71170 INDEX 70 PWA 71041 


INDEX 71 PWA 71009 INDEX 72 PWA 71008 


101564 


FIGURE 179. FIXTURES-CONTINUED 
(SHEET 2 OF 2) 


Change 24 2-402.1 


эээ? 


Т.О. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-402.2 


PART 
NUMBER 


PWA 51970 


PWA 51970-9 


MS16555-33 
PWA 51970-11 
MS16555-31 
MS16995-52 
MS16555-343 
PWA 51970-10 
MS16995-48 
MS16555-46 
PWA 51970-22 
PWA 51970-24 


PWA 51970-4 
PWA 51970-20 
PWA 51970-19 
MS16637-2 
PWA 51970-6 
PWA 51970-16 
PWA 51970-21 
PWA 51970-1 
PWA 50920 


MS16995-50 
PWA 50920-4 
MS51957 
PWA 50920-7 
PWA 50920-8 
PWA 50920-9 
PWA 50920-2 
NAS607-3-4 


PWA 50920-10 
PWA 52437 


PWA 52437-6 
MS18154-35L 
CL-9-DEJF 


MS16995-109 
33503 


MS16555-31 
PWA 52437-28 
19903 


MS16555-52 
MS16555-31 
PWA 52437-20 
PWA 52437-31 
PWA 52437-32 


PWA 52437-49 
MS16995-36 
PWA 52437-14 
MS16555-8 


Change 21 


DESCRIPTION 


FIXTURES-CONTINUED 

FIXTURE-REAR COMPRESSOR FRONT HUB 
HEATSHIELD 
FOR DEPOT LEVEL USE ONLY 


. LEVER-CLAMPING 


MAKE FROM 16702, MFD BY 94882 


`FIXTURE-BALANCE, REAR COMPRESSOR ROTOR.. 


AND STATOR, REAR 
FOR DEPOT LEVEL USE ONLY 


. SCREW ASSY 
. PIN-DOWEL 


0.1875 IN. DIA X 0.50 IN. LONG, STEEL 


. SUPPORT ASSY 


FIXTURE-BUILD AND HANDLING, 1ST STAGE 
TURBINE VANE ASSY 


. SPOOL ASSY 
. SCREW (AP) 


P&WA PART NO. PWA 52437-17 


. SCREW (AP) 
. THUMBSCREW-PADDED 


P&WA PART NO. PWA 52437-35 


` NUT-FLANGE (AP) 


P&WA PART NO. PWA 52437-30 


. SCREW-MACHINE (AP) 


MAKE FROM 0.125-40 X .50, MFD BY 70318 


. SCREW (AP) 
. LOCATOR 


UNITS| USABLE 


PER 
ASSY 


= 


N — N © — N N — — — 


гонене о A 


6 
1 
0 
1 
2 
1 
8 
1 


ao 


ON 
CODE 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


CO240-024-1500 


PWA 52437-9 
MS16555-29 
5100-27-H 


PWA 52437-50 
16904 


PWA 52437-53 
MS51975-2 
PWA 52437-13 
MS16995-50 
MS16555-48 
PWA 52437-29 
MS16995-41 
MS16555-43 
PWA 52437-54 
MS16995-36 
PWA 52437-1 
MS16995-50 
25902 


25901 


PWA 52437-57 
PWA 52438 


MS35691-11 
AN960C516 
CL-11615 


PWA 52438-1 
PWA 52474 


MS16995-53 
SC3/4X3/80DX- 
0.047 

PWA 52474-16 
NAS607-4-16 
PWA 52474-13 
NAS607-1-5 
PWA 52474-15 
PWA 52474-21 
PWA 52474-14 
NAS607-4-8 
PWA 52474-22 
CL-2-SHS-N 


PWA 52474-8 
PWA 52474-7 
PWA 52474-6 
CL-415-TSA-N 


DESCRIPTION 


. SPRING 


P&W PART NO. PWA 52437-36 


P&W PART NO. PWA 52437-52 


. GUIDE ASSY 
. NUT-CHECK (AP) 


P&W PART NO. PWA 52437-51 


AND SUPPORT 
FOR DEPOT LEVEL USE ONLY 


`FIXTURE-LOCATING, FRONT HINGES 
AUGMENTOR EXTERNAL NOZZLE SEGMENT 
FOR DEPOT LEVEL USE ONLY 


. BLOCK-LOCATOR 
. THUMBSCREW 


P&W PART NO. PWA 52474-4 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 


ASSY CODE 


~ о ~ 


N + 


о O Со — ©з — о ND O; N) + — го 


`FIXTURE-BUILD AND MACHINE, TURBINE RING .... 


~ — Ср 00 = ооа — ФО 


2 xn 


Change 27 


ON 


2-403 


DUVVIVIIIIIII 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-404 


PART 
NUMBER 


NAS607-1-6 
PWA 52474-2 
448-4 


PWA 52474-1 
PWA 52474-10 
PWA 52592 


NAS607-4-20 
NAS607-2-6 
PWA 52592-2 
MS35691-3 
MS35307-310 
PWA 52592-1 
PWA 71170 


PWA 71041 


PWA 71009 


PWA 71008 


Change 24 


UNITS 
PER 
DESCRIPTION ASSY 


'FIXTURE-ALIGNMENT, BURNER STATIC 


PRESSURE PROBE ASSY 


FIXTURE-MACHINING, COMPRESSOR STATOR 
SUPPORT 
FOR DEPOT LEVEL USE ONLY 
FIXTURE-SHOTPEEN, ЗВО STG COMPRESSOR .... 
STATOR (REPAIR) 
FOR DEPOT LEVEL USE ONLY 
FIXTURE-STRESS RELIEF, 3RD STG 
COMPRESSOR STATOR (REPAIR) 
FOR DEPOT LEVEL USE ONLY 
FIXTURE-WELD, 3RD STG COMPRESSOR STATOR . 
SHROUD 
FOR DEPOT LEVEL USE ONLY 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 6 PWA 57763 


90087 


INDEX 4 PWA 71169 


FIGURE 179A. FIXTURES-CONTINUED 


(2-404.1 Blank)/2-404.2 Change 19 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 
PWA 71168 FIXTURE-WELD, AUGMENTOR LINER 
FOR DEPOT LEVEL USE ONLY 
PWA 71403 FIXTURE-DRILL, NO. 4 BEARING INTERNAL 
SCAVENGE TUBE CONNECTOR 
FOR DEPOT LEVEL USE ONLY 
PWA 71402 FIXTURE-MACHINING, NO. 4 BEARING INTERNAL .. 
SCAVENGE TUBE CONNECTOR 
FOR DEPOT LEVEL USE ONLY 
PWA 71169 FIXTURE-MACHINE, AUGMENTOR LINER 
FOR DEPOT LEVEL USE ONLY 
PWA 71319 FIXTURE-BRAZE, NO. 4 BEARING AIR SEAL RING .. 
FOR DEPOT LEVEL USE ONLY 
PWA 57763 FIXTURE-GRIND, 1ST STAGE DUCT, HIGH 
PRESSURE TURBINE 
REPLACES PWA 57688 
FOR DEPOT LEVEL USE ONLY 


Change 20 2-404.3 


T.O. 2J-F100-94 


INDEX 4 PWA 71477 


INDEX 5 PWA 71058 INDEX 6 PWA 71315 


90088 


FIGURE 179B. FIXTURES-CONTINUED 


2-404.4 Change 19 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 
PWA 71396 FIXTURE-BRAZE, NO. 4 BEARING INTERNAL 
SCAVENGE TUBE 
FOR DEPOT LEVEL USE ONLY 
PWA 57764 FIXTURE-BALANCE, HIGH PRESSURE TURBINE .... 
FOR DEPOT LEVEL USE ONLY 
REPLACES PWA 57668 
PWA 57855 FIXTURE-CHECKING, 4TH STAGE TURBINE BLADE . 
REPLACES PWA 57788 
PWA 71477 FIXTURE-DRILL, DIFFUSER CASE, RETAINER 
FOR DEPOT LEVEL USE ONLY 
PWA 71058 FIXTURE-SHOTPEEN, 4TH AND 5TH STAGE DRUM . 
ROTOR 
FOR DEPOT LEVEL USE ONLY 
PWA 71315 FIXTURE-BRAZE, NO. 4 BEARING AIRSEAL 
FLANGE 
FOR DEPOT LEVEL USE ONLY 


Change 22 2-404.5 


T.O. 2J-F100-94 


INDEX 3 PWA 71285 INDEX 4 PWA 71284 


INDEX 5 PWA 56606 INDEX 6 PWA 71405 


90089 


FIGURE 179C. FIXTURES-CONTINUED 


2-404.6 Change 19 


FIGURE 
& INDEX PART 


NUMBER NUMBER 


PWA 71290 


PWA 71291 


PWA 71285 


PWA 71284 


PWA 56606 
PWA 71405 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-ALMEN TEST STRIP, DISK DRUM ROTOR . 
FRONT COMPRESSOR, ASSY OF 
FOR DEPOT LEVEL USE ONLY 
FIXTURE-ALMEN TEST STRIP, DISK DRUM ROTOR . 
FRONT COMPRESSOR, ASSY OF 
FOR DEPOT LEVEL USE ONLY 
FIXTURE-SHOTPEEN, DISK DRUM ROTOR ЕВОМТ.. 
COMPRESSOR, ASSY OF 
FOR DEPOT LEVEL USE ONLY 
FIXTURE-SHOTPEEN, DISK DRUM ROTOR ЕНОМТ.. 
COMPRESSOR, ASSY OF 
FOR DEPOT LEVEL USE ONLY 
FIXTURE-ALIGNMENT, FTIT PROBE 
FIXTURE-PLUG, PRESSURE TEST, NO. 4 BEARING . 
INTERNAL SCAVENGE TUBE 
FOR DEPOT LEVEL USE ONLY 


Change 20 


USABLE 


ON 
CODE 


2-404.7 


T.O. 2J-F100-94 


INDEX 1 PWA 71101 INDEX 2 PWA 71100 


INDEX 4 PWA 71098 


INDEX 5 PWA 71310 INDEX 6 PWA 71312 


90098 


FIGURE 179D. FIXTURES-CONTINUED 


2-404.8 Change 19 


ол 


Т.О. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 

PWA 71101 FIXTURE-STRESS RELIEF, CASE, FAN INLET 
FOR DEPOT LEVEL USE ONLY 

PWA 71100 FIXTURE-ELECTRON BEAM WELD, CASE, FAN 
INLET 
FOR DEPOT LEVEL USE ONLY 

PWA 71099 FIXTURE-MACHINE, CASE, FAN INLET, FAIRING 
DETAIL 
FOR DEPOT LEVEL USE ONLY 

PWA 71098 FIXTURE-MACHINE, CASE, FAN INLET 
FOR DEPOT LEVEL USE ONLY 

PWA 71310 FIXTURE-MACHINING, NO. 4 BEARING 
COMPARTMENT, PARTICLE SEPARATOR TUBE 
FOR DEPOT LEVEL USE ONLY 

PWA 71312 FIXTURE-WELDING, NO. 4 BEARING 
COMPARTMENT PARTICLE SEPARATOR TUBE 
FOR DEPOT LEVEL USE ONLY 


Change 19 2-405 


T.O. 2J-F100-94 


INDEX 11 PWA 57422 


INDEX 27 PWA 70147 


INDEX 45 PWA 71262 


INDEX 36 PWA 70150 


88405 


FIGURE 180. FIXTURES-CONTINUED 


2-406 Change 19 


о 2222 


== 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52605 
33904 

PWA 52605-3 
MS51971-7 
CS5/8-11X81/2 
MS35307-307 
MS9549-10 
25902 

23908 


PWA 52648 


PWA 57422 


PWA 57422-15 
MS16555-45 
PWA 57422-14 


C1100-085-2500S 


PWA 57422-3 
PWA 57422-2 
MS24672-3 
MS16555-40 
PWA 57422-7 
CL-124 


MS35650-304 
MS16555-40 
L-80-12 


PWA 57422-10 


PWA 57422-1 
PWA 70147 


PWA 70147-8 
PWA 70147-9 
PWA 70147-7 
Z4-N-9 


PWA 70147-5 
MS16555-40 
CL-1420-KS 


PWA 70147-14 
PWA 70147-11 


DESCRIPTION 


FIXTURES-CONTINUED 
FIXTURE-CLAMPING, 1ST TO 2ND STAGE 
RETAINING PLATE 


P&WA PART NO. PWA 52605-4 


. CLAMP ASSY 


P&WA PART NO. PWA 52605-7 
FIXTURE-RIVETING, REAR COMPRESSOR 
STATOR INLET SYNCHRONIZING RING 

FOR DEPOT LEVEL USE ONLY 
FIXTURE-LOCATE CORRUGATED PLATE 

AUGMENTOR LINER 

FOR DEPOT LEVEL USE ONLY 


. LOCATING PAD ASSY 
. PIN (AP) 


P&WA PART NO. PWA 57422-13 


. PIN-LOCATING 

. BLOCK-KEEPER 
. SCREW (AP) 

. PIN (AP) 

. ROD-THREADED 
. NUT-FLANGE 


P&WA PART МО. PWA 57422-6 


P&WA PART МО. PWA 57422-5 


. PIN-DIAMOND 


MAKE FROM CL-1-DPZ, MFD BY 99862 


. RING-GUIDE 
FIXTURE-MOLD, 1ST STG FAN CASE REAR SEAL, .. 


PARTIAL RUBBER REPAIR 
FOR DEPOT LEVEL USE ONLY 


. BRAZED ASSY 
. BRAZED ASSY 
. BRAZED ASSY 


P&WA PART NO. PWA 70147-6 


. INSEPARABLE ASSY 


Change 23 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


USABLE 
ON 
CODE 


2-406.1/(2-406.2 Blank) 


= 2222 т 


DID 


FIGURE 
8 INDEX 
NUMBER 


PART 
NUMBER 


PWA 70150 


PWA 70150-9 
PWA 70150-10 
PWA 70150-7 
ZA-N-9 


PWA 70150-6 
MS16555-40 
CL-1420-KS 


PWA 70150-14 
PWA 70150-11 
PWA 71262 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURE-MOLD, 2ND STG FAN CASE REAR SEAL, .. 
PARTIAL RUBBER REPAIR 


. BRAZED ASSY 
. BRAZED ASSY 
. BRAZED ASSY 


P&WA PART NO. PWA 70150-5 


. INSEPARABLE ASSY 
. BOX-STORAGE 


FIXTURE-MOLD, 2ND STAGE COMPRESSOR 
STATOR ASSY 
FOR DEPOT LEVEL USE ONLY 


USABLE 
ON 
CODE 


Change 23 


2-407 


T.O. 2J-F100-94 


INDEX 1 РМА 57187 | ш 23 
(DEPOT) A 


INDEX 27 PWA 57165 
(DEPOT) 


PS133A 


FIGURE 181. FIXTURES-CONTINUED 


2-408 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57187 


MS16995-36 
52048 


PWA 57187-8 


PWA 57187-9 
PWA 57187-22 
PWA 57187-3 
PWA 57187-21 


PWA 57187-22 
PWA 57187-17 
PWA 57187-21 


MS16555-29 
CL-2-HK-2 


PWA 57187-13 
PWA 57187-14 
PWA 57187-2 
MS16995-53 
MS16555-49 
PWA 57187-21 


TW-1 


PWA 57187-19 
L-20-6 


$$$-52 


MS35650-304 
PWA 57187-6 
PWA 57187-1 
PWA 57165 


18102 


MS16555-53 
36303 


MS51971-3 
MS9321-12 
CL-1-CRS 


MS51971-3 
PWA 57165-15 
PWA 57165-7 
TW-2 


PWA 57165-4 
MS16995-52 


T.O. 2J-F100-94 


ОМІТ | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 
FIXTURE-DRILL, DIFFUSER CASE 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 57187-10 


. PIN-DIAMOND, 


MAKE FROM MS16555-46, MFD BY 96906 


` PIN-FINGER 
` SLIDE CLAMP 
. SCREW-HEX HD, 


0.190-24 X 1.5 IN. LONG (AP) 


. PIN-FINGER 
. SLIDE CLAMP 
. SCREW-HEX HD, 


0.190-24 X 1.5 IN. LONG (AP) 


. DOWEL PIN 
. KNOB-HAND 


P&WA PART NO. PWA 57187-11 


. CLAMP ASSY 


. SCREW-HEX HD, 


0.190-24 X 1.5 IN. LONG 


. SCREW-LOCK 


P&WA PART NO. PWA 57187-18 


. BUSHING-DRILL 
. LINER-HEADLESS 


P&WA PART NO. PWA 57187-20 


. SPRING PLUNGER 


P&WA PART NO. PWA 57187-2 


. NUT (AP) 
. GUIDE PIN 
. BUSHING RING 


FIXTURE-DRILL, DIFFUSER CASE BRACKET 
FLANGE 
FOR DEPOT LEVEL USE ONLY 


. CAM (DOUBLE) 


P&WA PART NO. PWA 57165-16 


. CLAMP REST 


P&WA PART NO. PWA 57165-20 


. NUT (AP) 
. BONDED CONSTRUCTION 


. LOCKSCREW (AP) 
P&WA PART NO. PWA 57165-6 


2-409 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 


& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


MS16555-48 
PWA 57165-7 
TW-2 . LOCKSCREW (AP) 

P&WA PART NO. PWA 57165-6 


PWA 57165-13 
MS16995-52 
MS16555-48 
PWA 57165-10 
PWA 57165-11 
MS16995-49 
MS16555-48 
MS16555-41 
PWA 57165-1 


=== DR — 


2-410 


T.O. 2J-F100-94 


INDEX 2 PWA 71552 


INDEX 1 PWA 71562 


INDEX 4 PWA 71523 


INDEX 3 PWA 71551 


INDEX 6 PWA 71494 


INDEX 5 PWA 71493 


93253 


FIGURE 181A. FIXTURES-CONTINUED 


Change 20 


(2-410.1 Blank)/2-410.2 


Бе из йиз Баз Баз Баз Баз Баз Баз Бие Биз Биз Биз Биз Баз Баз Биз) 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 
PWA 71562 FIXTURE-DRILL, SEAT ASSY, NO. 3 BEARING 
SEAL, REAR 
FOR DEPOT LEVEL USE ONLY 
PWA 71552 FIXTURE-HOLDING, SEAL, NO. 4 BEARING FRONT . 
OR REAR 
FOR DEPOT LEVEL USE ONLY 
PWA 71551 FIXTURE-DRILL, SEAT ASSY, NO. 3 BEARING 
SEAL, FRONT 
FOR DEPOT LEVEL USE ONLY 
PWA 71523 FIXTURE-MACHINE, 1ST STAGE TURBINE BLADE... 
RETAINING PLATE 
FOR DEPOT LEVEL USE ONLY 
PWA 71493 FIXTURE-DRILL, FAN CASE 
FOR DEPOT LEVEL USE ONLY 
PWA 71494 FIXTURE-DRILL, SYNC RING 
FOR DEPOT LEVEL USE ONLY 


Change 20 2-411 


T.O. 2J-F100-94 


INDEX 2 PWA 56754 


INDEX 1 PWA 56753 


INDEX 4 PWA 56761 


INDEX 3 PWA 56760 


INDEX 6 PWA 71621 


INDEX 5 PWA 56768 


FIGURE 182. FIXTURES-CONTINUED 


Change 25 


2-412 


эл? 


Т.О. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 

PWA 56753 FIXTURE-CONSTRAINT, 8TH STAGE 
COMPRESSOR DISK, FRONT 
FOR DEPOT LEVEL USE ONLY 

PWA 56754 FIXTURE-CONSTRAINT, 8TH STAGE 
COMPRESSOR DISK, REAR 
FOR DEPOT LEVEL USE ONLY 

PWA 56760 FIXTURE-CONSTRAINT, 10TH STAGE 
COMPRESSOR DISK, FRONT 
FOR DEPOT LEVEL USE ONLY 

PWA 56761 FIXTURE-CONSTRAINT, 10TH AND 12TH STAGE.... 
COMPRESSOR DISK, REAR 
FOR DEPOT LEVEL USE ONLY 

PWA 56768 FIXTURE-CONSTRAINT, 12TH STAGE 
COMPRESSOR DISK, FRONT 
FOR DEPOT LEVEL USE ONLY 

PWA 71621 FIXTURE-DRILL, COMBUSTION CHAMBER, INNER .. 
FLANGE, REAR 


Change 25 2-413 


T.O. 2J-F100-94 


INDEX 2 PWA 71006 


D 


Х | <? 
2 B = 2 “= 
«Ге» ЕӨЗ GOs 


103643 
INDEX 3 PWA 71014 


FIGURE 182A. FIXTURES-CONTINUED 


2-414 Change 25 


2222222222 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


PWA 71622 


PWA 71006 


PWA 71014 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 
FIXTURE-DRILL, COMBUSTION CHAMBER, OUTER . 
FLANGE, REAR 
FOR DEPOT LEVEL USE ONLY 
FIXTURE-MACHINE, ЗВО STAGE СОМРВЕЗЗОВ.... 
STATOR SHROUD REPAIR 
FOR DEPOT LEVEL USE ONLY 
FIXTURE-MACHINE, ЗВО STAGE COMPRESSOR.... 
STATOR, FRONT 
FOR DEPOT LEVEL USE ONLY 


Change 25 2-415 


T.O. 2J-F100-94 


INDEX 1 PWA 52600 


INDEX 41 PWA 71335 IE INDEX 42 PWA 71554 


98717 


FIGURE 183. FIXTURES-CONTINUED 


2-416 Change 23 


22222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52600 


MS16995-25 
482-US182 


MS16217-71 
PWA 52600-16 
MS35190-275 
PWA 52600-6 
PWA 52600-24 
MS35190-289 
01761 


YA28-2L 


MS51971-1 
MS51957-88 
PWA 52600-7 
MS35649-204 
MS51957-72 
MS35190-275 
PWA 52600-19 
MS35190-275 
PWA 52600-23 
MS35190-275 
PWA 52600-28 
MS16995-66 
PWA 52600-22 
PWA 52600-30 
MS16555-48 
MS35190-275 
PWA 52600-5 
MS35190-275 
PWA 52600-11 
MS16995-66 
PWA 52600-12 
MS35190-276 
PWA 52600-13 
MS16555-48 
MS16995-67 
PWA 52600-14 
MS16555-48 
PWA 52600-26 
PWA 52600-1 
PWA 71335 


PWA 71554 


'FIXTURE-MACHINE, AUGMENTOR DIVERGENT 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 
FIXTURE-MAGNETIZING, MAGNETIC PARTICAL 

INSPECTION 

FOR DEPOT LEVEL USE ONLY 


` PULL-DOOR 


P&WA PART NO. PWA 52600-3 


P&WA PART NO. PWA 52600-32 


. CONNECTOR 


P&WA PART NO. PWA 52600-17 


4 
4 
4 
2 
2 
2 
2 
4 
1 
4 
1 
4 
1 
2 
4 
4 
1 
4 
1 
4 
1 
8 
1 
2 
4 
1 
2 
2 
1 
1 


NOZZLE SEGMENT 

FOR DEPOT LEVEL USE ONLY 
FIXTURE-BRAZE 

FOR DEPOT LEVEL USE ONLY 


Change 23 2-417 


T.O. 2J-F100-94 


INDEX 39 PWA 71555 INDEX 40 PWA 71556 


= al 


98718 


FIGURE 184. FIXTURES-CONTINUED 


2-418 Change 23 


2222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57157 


CS-14 
AR-400 
RC-51 


PWA 57157-19 
CL-3-SS 


PWA 57157-23 
PWA 57157-22 
MS18066-14 

PWA 57157-14 


PWA 57157-18 
PWA 57157-21 
MS16995-82 
PWA 57157-12 
MS16995-63 
PWA 57157-20 
MS16555-61 
MS16555-53 
PWA 57157-1 
PWA 57452 


CL-33-SHS-SN 


PWA 57452-5 
5100-37 


P-092705 


PWA 57452-10 
CL-2460.5 


PWA 57452-8 
CL-1-KHS 


PWA 57452-14 
MS16995-16 
PWA 57452-16 
MS16555-27 
PWA 57452-4 
MS16995-48 
MS16555-43 
PWA 57452-1 
MS16995-79 
PWA 57452-2 
PWA 71555 


PWA 71556 


DESCRIPTION 


FIXTURES-CONTINUED 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 


ASSY CODE 


FIXTURE-FLARING, TURBINE ROTOR COOLING .... 


NOZZLE 
FOR DEPOT LEVEL USE ONLY 


. SCREW-SOCKET SET 


P&WA PART NO. PWA 57157-11 


. COUPLER-FEMALE 


P&WA PART NO. PWA 57157-10 


. CYLINDER 


P&WA PART МО. PWA 57157-17 


- ADAPTER-FLAIRING 


P&WA PART NO. PWA 57157-24 


. WASHER-SWING С 


. PIN-DOWEL 


MAKE FROM М$16555-67, MFD ВУ 96906 


. LEAF-SWING 


`FIXTURE-HOLDING, RIVET INSTALLATION, 1ST 


STAGE TURBINE BLADE RETAINER 


. SCREW-SWIVEL HD 


P&WA PART NO. PWA 57452-17 


P&WA PART NO. PWA 57452-7 


. RING-RETAINING 


P&WA PART NO. PWA 57452-6 


. PLUNGER ASSY 
. SPRING 


P&WA PART NO. PWA 57452-9 


P&WA PART NO. PWA 57452-13 


. CLIP-RETAINING 
. SCREW (AP) 
. ROD-KNURLED 


FIXTURE-BRAZE 

FOR DEPOT LEVEL USE ONLY 
FIXTURE-BRAZE 

FOR DEPOT LEVEL USE ONLY 


а а ай, 


а а омо а го BR = a 


= = о A Го Го а № аал 


— 


Change 23 


ON 


2-419 


T.O. 2J-F100-94 


PS134B 


INDEX 1 PWA 70105 


(DEPOT) 


FIGURE 185. FIXTURES-CONTINUED 


2-420 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 70105 


MS16555-628 
PWA 70105-27 


PWA 70105-28 
PWA 70105-43 
PWA 70105-30 
MS16995-54 
PWA 70105-42 
92198A247 


MS9321-09 
CL-16625 


92311A544 


PWA 70105-16 
MS16555-46 
PWA 70105-18 


PWA 70105-15 
MS16995-51 
PWA 70105-11 
92949A245 


PWA 70105-25 
MS16995-40 
PWA 70105-20 
H-16-10 


PWA 70105-13 
PWA 70105-12 
MS16995-40 
PWA 70105-21 
MS16995-40 
MS16555-642 
PWA 70105-22 
PWA 70105-24 
MS16995-51 
PWA 70105-14 
MS16995-51 
5144-25 


92949A144 


MS9321-07 
PWA 70105-39 
MS24585-C307 
PWA 70105-6 


DESCRIPTION 


FIXTURES-CONTINUED 

FIXTURE-EDM NOZZLE SEGMENT, CONVERGENT, 
AUGMENTOR 
FOR DEPOT LEVEL USE ONLY 


` KNOB-HAND, 


MAKE FROM STT-5T, MFD BY 01599 


: SCREW-MACHINE,HEX, HEAD 


0.190-24 X 1.000 IN. LONG (AP) 
P&WA PART NO. PWA 70105-36 


I KNOB-KNURLED 


P&WA PART NO. PWA 70105-49 


. SETSCREW (AP) 


P&WA PART NO. PWA 70105-48 


СРМ 


МАКЕ ЕВОМ MS16555-46, MFD BY 96906 


. BLOCK-LOCATOR 
. SCREW (AP) 


. SCREW-CAP, BUTTON НО (AP) 


P&WA PART NO. PWA 70105-5 


. SCREW (AP) 
. UPRIGHT 

. SCREW (AP) 
. RING-SNAP 


P&WA PART NO. PWA 70105-33 


. SCREW-BUTTON HD САР 


P&WA PART NO. PWA 70105-32 


` PIN-CLAMP 
` SPRING 
` UPRIGHT 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


+ ~ + 


= 


2 
4 
4 
8 
6 
4 
2 
4 
2 
4 
2 
1 
4 
1 
4 
6 


USABLE 
ON 
CODE 


2-421 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-422 


PART 
NUMBER 


MS16995-36 
MS16995-38 
62-619C 


PWA 70105-38 
MS16995-53 
PWA 70105-41 
MS16995-38 
PWA 70105-37 
PWA 70105-44 
MS16995-38 
PWA 70105-46 
MS16995-38 
PWA 70105-45 
MS24671-8 
PWA 70105-8 
PWA 70105-10 
MS16555-646 
PWA 70105-1 


UNITS 
PER 
DESCRIPTION ASSY 


. SCREW (AP) 
. SCREW (AP) 
. BALL-TOOLING 


P&WA PART NO. PWA 70105-34 


№ 


№ 
—_ O + F O NO N = N G + + 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 3 PWA 71309 


(2-423 Blank)/2-424 Change 21 


T.O. 2J-F100-94 


INDEX 15 PWA 55742 


INDEX 48 PWA 71309 


FIGURE 186. FIXTURES-CONTINUED 
(SHEET 2 OF 2) 


Change 21 2-424.1 


эл? 


Т.О. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-424.2 


PART 
NUMBER 


PWA 52662 
CL-23-KA-10-LR 
CL5TP 
MS16995-37 
PWA 52662-12 
NAS607-3-7 
MS35307-331 
PWA 52662-5 
M2428-14 
MS16995-36 
PWA 52662-6 
10-24X1/2 


MS15795-842 
26301 


AN316C7R 
MS35338-141 
CR-12 

PWA 52662-8 
PWA 52662-1 
PWA 52663 


PWA 57146 


MS20613-4C4 
HC201-SS 


MS20613-4C3 
PWA 57146-8 


PWA 57146-10 
GR430 


PWA 57146-7 
Y2-6-T-LL 


PWA 57146-3 
PWA 57146-4 
PWA 57146-12 
PWA 55742 
37301 


.375-16 X 2.0 


PWA 55742-4 


Change 21 


DESCRIPTION 


FIXTURES-CONTINUED 


FIXTURE-ASSY, CASE AND STATOR 4TH STAGE.... 


FOR DEPOT LEVEL USE ONLY 
. CABLE ASSY 
P&WA PART NO. PWA 52662-15 


` SCREW-CAP 
P&WA PART NO. PWA 52662-11 


P&WA PART NO. PWA 52662-9 
. NUT-HEX JAM, FINISH 
. WASHER 
. FOLLOWER-CAM 

P&WA PART NO. PWA 52662-2 


'FIXTURE-ASSV, CASE AND STATOR 5TH STAGE.... 


FOR DEPOT LEVEL USE ONLV 


FIXTURE-REAR COMPRESSOR TURBINE, ROTOR .. 


BALANCE REAR 

FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 51609 
FOR 200 ENGINE, 4KC ONLY 


| U-CHANNEL 
P&WA PART NO. PWA 57146-13 


` SCREW-SELF LOCKING 
P&WA PART NO. PWA 57146-15 


. SOCKET SCREW ASSY 
. SUPPORT ASSY 
SUPERSEDES PWA 57146-1 
FIXTURE-E/B WELD, 7TH STG CASE REAR FLANGE 
FOR DEPOT LEVEL USE ONLY 
. WASHER-SWING C 
P&WA PART NO. PWA 55742-6 


STAINLESS STEEL 
P&WA PART NO. PWA 55742-7 
. CLAMP RING ASSY 


UNITS| USABLE 
PER ON 
ASSY CODE 


= = = = А 


w © 02 о о Dip 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


H-80-12 


MS16995-35 
PWA 55742-9 
92198A242 


MS9321-09 
PWA 55742-24 
PWA 55742-23 
PWA 55742-32 
MS51021-43 
PWA 55742-22 
MS51971-3 
MS9321-12 
.375-16 X 2.75 


MS24671-22 
.375-16 X 1.0 


36915 
17108 


MS35691-19 
MS35307-305 
CL-1420-SKS 


MS16995-41 
PWA 55742-25 
MS16555-629 
PWA 55742-26 
PWA 55742-20 
CL-5811-KS 


MS16995-95 
PWA 55742-3 
PWA 55742-1 
PWA 71309 


DESCRIPTION 


. BUSHING-DRILL 


P&WA PART NO. PWA 55742-5 


. SHIELD-SPLATTER 
. SCREW-HEX HD 


P&WA PART NO. PWA 55742-28 


. WASHER 

. PIECE-TEST 

. PIECE-TEST 

. SHIELD-TEST 

. SETSCREW 

. BLOCK-TARGET 


STAINLESS STEEL 
P&WA PART NO. PWA 55742-12 


STAINLESS STEEL 
P&WA PART NO. PWA 55742-16 


. STRAP-TAPPED 


P&WA PART NO. PWA 55742-10 


. PAD-PLASTIC 


P&WA PART NO. PWA 55742-11 


` KEENSERT 


P&WA PART NO. PWA 55742-31 


` KEENSERT 


P&WA PART NO. PWA 55742-18 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 


ASSY CODE 


ии Во о о о над 


`FIXTURE-MACHINE, NO. 4 BRG СОМРАВТМЕМТ.... 
PARTICLE SEP TUBE 
FOR DEPOT LEVEL USE ONLY 


Change 21 


ON 


2-425 


T.O. 2J-F100-94 


BCD [ Til 


INDEX 1 PWA 55890 


FIGURE 187. FIXTURES-CONTINUED 
(SHEET 1 OF 4) 


2-426 Change 21 


T.O. 2J-F100-94 


6665 


FIGURE 187. FIXTURES-CONTINUED 


(SHEET 2 OF 4) 


2-427 


T.O. 2J-F100-94 


6666 


FIGURE 187. FIXTURES-CONTINUED 


(SHEET 3 OF 4) 


2-428 


T.O. 2J-F100-94 


6668 


FIGURE 187. FIXTURES-CONTINUED 


) 


(SHEET 4 OF 4 


2-429 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-430 


PART 
NUMBER 


PWA 55890 


MS51937-7 
MS51971-7 
PWA 55890-152 
CL-451-HT6-5 


MS35691-3 
MS16995-49 
PWA 55890-21 
MS35691-3 
MS16995-49 
PWA 55890-25 
MS16995-49 
PWA 55890-41 
MS16995-54 
PWA 55890-42 
MS16555-632 
PWA 55890-116 
PWA 55890-40 
MS16995-54 
PWA 55890-8 
MS16995-54 
PWA 55890-158 
PWA 55890-4 
MS16995-36 
PWA 55890-5 
PWA 55890-6 
MS34671-20 
PWA 55890-3 
MS16995-54 
PWA 55890-71 
CL-2-HT3 


PWA 55890-37 
PWA 55890-72 


PWA 55890-38 
MS34671-20 
PWA 55890-4 
MS16995-36 
PWA 55890-36 
PWA 55890-34 
MS16995-54 
PWA 55890-4 
MS16995-36 
PWA 55890-14 
PWA 55890-110 
MS16995-49 
PWA 55890-151 
PWA 55890-150 
PWA 55890-2 
MS16995-54 
PWA 55890-166 


. EYE BOLT 


` EXTENTION 
` CLAMP-TOGGLE 


. NUT (AP) 
. SCREW (AP) 
. WELDED ASSY 


· PEDESTAL 
` SCREW (AP) 
. SCREW (АР) 


. GAGE PIN 
. PIN (AP) 


` HALF TURN SCREW 


. LOCATOR 
. SCREW (AP) 


. SCREW (AP) 
` CARRIER 


. SCREW (AP) 
. CARRIER 


. SCREW (AP) 
. INSEPARABLE ASSY 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 

FIXTURE-INSPECTION AUGMENTOR DIVERGENT .. 
SEGMENT REPAIR 
FOR DEPOT LEVEL USE ONLY 


N N + + 


P&WA PART NO. PWA 55890-114 


ND BR по ч SES EPS По о ПО ГО = мм 


P&WA PART NO. PWA 55890-35 


— — 


MAKE FROM CL-11-SS, MFD ВУ 99862 


Art А: D = D го D AT U 


ON 
CODE 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


MS16995-49 
PWA 55890-29 
MS16995-54 
PWA 55890-15 
MS16995-54 
PWA 55890-32 
MS16995-64 
MS16555-16 
PWA 55890-1 
PWA 55890-96 
MS16995-35 
MS16995-54 
MS9321-10 
MS24585-256 
PWA 55890-58 
MS16555-46 
MS51029-51 
MS46555-29 
PWA 55890-95 
PWA 55890-94 
LC-039F9-1 


5100-37 


PWA 55890-111 
MS16555-28 
PWA 55890-92 
PWA 55890-93 
CL-2-HTS 


T-9 


MS16996-81 
PWA 55890-145 
AT-100 


MS51021-62 
PWA 55890-146 
PWA 55890-130 
PWA 55890-62 
PWA 55890-30 


PWA 55890-157 
PWA 55890-66 
PWA 55890-123 
PWA 55890-122 
MS16995-50 
MS16555-41 
PWA 55890-44 
PWA 55890-136 
MS16995-35 
PWA 55890-52 


P7-233 


MS16995-54 
MS9321-10 


DESCRIPTION 


P&WA PART NO. PWA 55890-47 


. RING-RETAINING 


P&WA PART NO. PWA 55890-48 


. SCREW, HALF TURN 


P&WA PART NO. PWA 55890-35 


. TEST MASTER 


P&WA PART NO. PWA 55890-65 


P&WA PART NO. PWA 55890-129 


. SETSCREW (AP) 
. FINE ADJUSTMENT BLOCK 


MAKE FROM SKA-7, MFD BY 01599 


. INSEPARABLE ASSY 


. CARRIER 
. SET BLOCK 
. SCREW (AP) 


` DIAL INDICATOR, 
MAKE FROM AGD-B5M, MFD ВУ 04261 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


D = = по D по по D EN = NO = һо 


№ 


Daza 


= = а ert ГО а а 


USABLE 
ON 
CODE 


2-431 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


187 - 100 
- 101 
- 102 
- 103 
- 104 
- 105 


- 106 
- 107 
- 108 
- 109 
- 110 


- 111 
- 112 
- 113 
- 114 
- 115 
- 116 
- 117 
- 118 
- 119 
- 120 
- 121 
- 122 
- 123 
- 124 
- 125 
- 126 
- 127 


2-432 


PART 
NUMBER 


MS24588-256 
MS16555-46 
PWA 55890-137 
PWA 55890-148 
MS16995-22 
LC-08OC-285 


PWA 55890-120 
MS16555-28 
PWA 55890-121 
PWA 55890-127 
LC-080L-2-SS 


PWA 55890-142 
MS31029-51 
PWA 55890-124 
PWA 55890-91 
MS16555-29 
PWA 55890-90 
PWA 55890-89 
MS16555-29 
PWA 55890-86 
MS16555-29 
PWA 55890-88 
PWA 55890-144 
PWA 55890-83 
PWA 55890-159 
PWA 55890-84 
PWA 55890-131 
PWA 55890-132 
CL-2-HTS 


PWA 55890-108 
PWA 55890-109 
PWA 55890-76 
PWA 55890-75 
PWA 55890-76 
PWA 55890-77 
PWA 55890-76 
PWA 55890-78 
PWA 55890-160 
PWA 55890-161 
PWA 55890-162 
PWA 55890-163 
PWA 55890-164 


DESCRIPTION 


` SPRING RETAINER & LEVER 
. SCREW (AP) 
. SPRING 


P&WA PART NO. PWA 55890-47 


P&WA PART NO. PWA 55890-125 


. FINGER PIN 


. DOWEL PIN (AP) 
. GAGE PIN 

. SETTING BLOCK 

. BRIDGE 

. INSEPERABLE ASSY 


. SCREW, HALF TURN (AP) 


P&WA PART NO. PWA 55890-35 


UNITS| USABLE 
PER ON 
ASSY CODE 


-— dl ааа 


Ad а — 


= od ГО са ГО на на = на на а а а а са а са = 


ааа. å 


T.O. 2J-F100-94 


(2-433 Blank)/2-434 


FIGURE 188. FIXTURES-CONTINUED 


Change 21 


TJ UD D XD D D DU y Daa 


эээ? 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52691 
37301 


PWA 52691-6 
PWA 52691-2 
PWA 52691-7 
PWA 52691-1 
PWA 52668 


16322 
MS9321-16 
PWA 52668-3 
MS35691-51 
38526 

PWA 52668-6 
PWA 52770 
SC329 
MS16637-6 
PWA 52770-9 
PWA 52770-3 
MS16995-36 
PWA 52770-6 
22006 
MS16556-43 


PWA 52770-1 
PWA 52771 


PWA 52779 


PWA 52779-24 
PWA 52779-11 
PWA 52779-12 
PWA 52779-13 
CL-12-KHS 
16804 

PWA 52779-20 
PWA 52779-19 


PWA 52779-23 
PWA 52779-31 


PWA 52779-30 
PWA 52779-22 
PWA 52779-26 
PWA 52779-27 


PWA 52779-25 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-COMPRESSING, NO. 4 BEARING SEAL.... 
AND 2ND STAGE TURBINE HUB 


. WASHER-SWING-C 


P&WA PART МО. PWA 52691-3 


` PLATE-SPIDER 


FIXTURE-HOLDING, NO. 5 BEARING SEAL 
SUPPORT 
FOR DEPOT LEVEL USE ONLY 


. KNOB-HAND 


P&WA PART NO. PWA 52668-2 


'FIXTURE-POSITIONING, 4TH STAGE 


SYNCHRONIZING RING ARMS 
FOR DEPOT LEVEL USE ONLY 


- CLAMP-BALL BEARING SWIVEL PAD 


P&WA PART NO. PWA 52770-2 


` CLAMP-HOSE, NYLON 


P&WA PART NO. PWA 52770-4 


'FIXTURE-POSITIONING, 5TH STAGE 


SYNCHRONIZATION RING ARMS 
FOR DEPOT LEVEL USE ONLY 
FIXTURE-MOLD, 15 DEGREE RUB STRIP REPAIR, .. 
2ND STAGE CASE AND STATOR 
FOR DEPOT LEVEL USE ONLV 


. SCREW-KNURLED HD 


MAKE FROM CL-4-KHS, MFD ВУ 99862 


P&WA PART NO. PWA 52779-16 


. NUT-CHECK 


P&WA PART NO. PWA 52779-9 


. SCREW-SOCKET 


0.250-20 X 0.8750 IN. LONG, STEEL 


. PIN-DOWEL 


0.1250 IN. DIA X 0.7500 IN. LONG, STEEL 


. SCREW-SOCKET HD CAP 


10-24 X 0.750 IN. LONG 


` CLAMP ASSY 
` SCREW-SOCKET HD САР 


0.25-20 X 1 IN. LONG, STEEL 


. PIN-DOWEL 


0.1875 IN. DIA X 1 IN. LONG, STEEL 


Change 21 


ON 
CODE 


2-434.1/(2-434.2 Blank) 


77797979 


FIGURE 
8 INDEX 
NUMBER 


PART 
NUMBER 


PWA 52779-28 
PWA 52779-29 
PWA 52779-6 


PWA 52779-5 
PWA 52779-4 
PWA 52779-1 
PWA 52780 


DESCRIPTION 


. PLATE ASSY 
FIXTURE-MOLD, 15 DEGREE RUB STRIP REPAIR, .. 
3RD STAGE CASE AND STATOR 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
ASSY 


Change 21 


ON 
CODE 


2-435 


T.O. 2J-F100-94 


INDEX 2 PWA 52879 


20 17 9% 19 15 INDEX 23 PWA 70257 


INDEX 24 PWA 70258 INDEX 25 PWA 70472 


98719 


FIGURE 189. FIXTURES-CONTINUED 


2-436 Change 23 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
DESCRIPTION ASSY CODE 


NUMBER NUMBER 


PWA 71504 


PWA 52879 
PWA 70126 


MS16995-25 
PWA 70126-7 
MS35307-306 
PWA 70126-9 
MS24671-38 
PWA 70126-4 
PWA 70126-18 
MS16995-50 
PWA 70126-16 
MS35307-333 
CL-1-DP-X 


CL-3-DP-X 


PWA 70126-14 
MS35307-305 
PWA 70126-13 
MS16995-65 
MS16555-54 
PWA 70126-1 
PWA 70126-3 
PWA 70257 


PWA 70258 


PWA 70472 


FIXTURES-CONTINUED 
FIXTURE-ROUND-UP, FRONT TURBINE CASE, 

REAR 

FOR DEPOT LEVEL USE ONLY 


FIXTURE-CHECKING, RUBBER BOND INTEGRITY... 


FOR DEPOT LEVEL USE ONLY 
FIXTURE-MACHINE, 5TH STAGE SEAL SLOTS 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 70126-10 


. PIN-DIAMOND 


P&WA PART NO. PWA 70126-5 


'FIXTURE-MACHINING, COMBUSTION CHAMBER.... 


ASSY 

FOR DEPOT LEVEL USE ONLY 
FIXTURE-WELDING, COMBUSTION CHAMBER 

ASSY 

FOR DEPOT LEVEL USE ONLY 
FIXTURE-TEST, 5ТН STAGE DISK 

FOR DEPOT LEVEL USE ONLY 


So pe no ча тӘ 


= 


= а го OO NO ~ 


Change 23 


2-437 


T.O. 2J-F100-94 


2-438 


— CA 
Ж D— 30 
Ст 


TE | 
81 


INDEX 1 PWA 70386 


FIGURE 190. FIXTURES-CONTINUED 


та 
Ñx р 


ПШПШ Г 


о. 


27 


Р$137А 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 70386 
2546A-14 
CJ193 


PWA 70386-31 
PWA 70386-6 
CL-16524 


PWA 70386-7 
PWA 70386-26 
PWA 70386-13 
PWA 70386-24 
PWA 70386-12 
91375A103 


PWA 70386-10 
PWA 70386-22 
PWA 70386-19 
PWA 70386-9 
MS16555-650 
CL-34-BSS 


CL-3A-FSSN 


PWA 70386-29 
MS16995-30 
29012 


PWA 70386-1 
MS16995-53 
MS16555-648 
PWA 70386-20 
MS16995-86 
MS16555-661 
PWA 70386-18 
MS16995-84 
MS16555-661 
PWA 70386-3 
MS16995-83 
MS16555-661 
MS16555-681 
PWA 70386-4 
MDIG 


DESCRIPTION 


FIXTURES-CONTINUED 


FIXTURE-PROBE REMOVAL, VANE, TURBINE 


STATOR, 3RD STAGE 


. WRENCH-TAP HANDLE 


P&WA PART NO. PWA 70386-34 


. PULLER-SLIDE HAMMER 


P&WA PART NO. PWA 70386-32 


. ADAPTOR 
. BODY-COLLET 
. KNOB 


P&WA PART NO. PWA 70386-5 


. GUIDE-COLLET 


. HOLDER-DRILL 
. GUIDE-DRILL 
. SCREW-SET, HEX SOCKET 


P&WA PART NO. PWA 70386-11 


` BODY-SWIVEL SCREW 


P&WA PART NO. PWA 70386-25 


. COVER-PAD 


P&WA PART NO. PWA 70386-23 


. COVER-TOOLING BALL 
. SCREW (AP) 
. BALL-TOOLING 


P&WA PART NO. PWA 70386-28 


. LEAF-JIG 
. SCREW (AP) 


` BLOCK-BACK-UP 
. SCREW (АР) 


` UPRIGHT 
` CONTAINER 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


tt лу Ру М D = D D = D ND — 


USABLE 
ON 
CODE 


2-439 


T.O. 2J-F100-94 


INDEX 1 PWA 70363 


15537 


FIGURE 191. FIXTURES-CONTINUED 
(SHEET 1 OF 3) 


2-440 


T.O. 2J-F100-94 


15538 


FIGURE 191. FIXTURES-CONTINUED 
(SHEET 2 OF 3) 


2-441 


T.O. 2J-F100-94 


FIGURE 191. FIXTURES-CONTINUED 
(SHEET 3 OF 3) 


2-442 


DT пл I пп пп DI 22 


DD по пп VD I о по DV 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 70363 
PWA 70363-38 
CL-127 

PWA 70363-29 


MS36691-19 
32431 


PWA 70363-31 
PWA 70363-65 
MS16995-49 
CL-4-HTS 
CL-21-KA-15-OL 


MS35233-28 
90149A033 


PWA 70363-46 


PWA 70363-61 


PWA 70363-62 


PWA 70363-63 


PWA 70363-64 


LS-2 


PWA 70363-50 
PWA 70363-42 


PWA 70363-43 
PWA 70363-44 
PWA 70363-45 
LS-2 


PWA 70363-51 
PWA 70363-48 


PWA 70363-47 
MS16995-85 
MS16555-55 
PWA 70363-39 
MS16995-48 
PWA 70363-66 
MS16995-85 
MS16555-55 
MS16995-65 


DESCRIPTION 


FIXTURES-CONTINUED 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 


ASSY CODE 


FIXTURE-MACHINE, FAN INLET CASE ASSY, PS2... 


BOSS BORE (4) OIL BOSS BORES AND 21 


OUTER SHROUD CIVV BOSS BORES 


. RING-CLAMP 
. NUT-FLANGE 


P&WA PART МО. PWA 70363-30 


P&WA PART NO. PWA 70363-32 


. GIB-CLAMP 

. PLATE-STOP 

. SCREW (AP) 

. HALF-TURN SCREW 


P&WA PART NO. PWA 70363-49 


. CABLE ASSY 


P&WA PART МО. PWA 70363-14 


. SCREW (AP) 
. PIN-COTTER 


P&WA PART NO. PWA 70363-70 


. PIN-LOCK 
. BUSHING-SLIP RE 


MAKE FROM SF-64-22, MFD BY 99862 
USE WITH PWA 70366 


. BUSHING-SLIP RENEWABLE 


MAKE FROM SF-64-22, MFD BY 99862 
USE WITH PWA 70370 


. BUSHING-SLIP RENEWABLE 


MAKE FROM SF-64-22, MFD BY 99862 
USE WITH PWA 70367 


. BUSHING-SLIP RENEWABLE 


MAKE FROM SF-64-22, MFD BY 99862 
USE WITH PWA 70371 


. SCREW-LOCK (AP) 


P&WA PART NO. PWA 70363-9 


. PLATE-BUSHING 
. BUSHING-SLIP RENEWABLE 


MAKE FROM SF-56-22, MFD BY 99862 


. BUSHING-SLIP RENEWABLE 


MAKE FROM SF-56-22, MFD BY 99862 


. BUSHING-SLIP RENEWABLE 


MAKE FROM SF-56-22, MFD BY 99862 


. BUSHING-SLIP RENEWABLE 


MAKE FROM SF-56-22, MFD BY 99862 


. SCREW-LOCK (AP) 


P&WA PART NO. PWA 70363-9 


. PLATE-BUSHING 
. BUSHING-HD PRESS FIT 


MAKE FROM H-48-12, MFD BY 99862 


. BLOCK-HINGE 
. SCREW (AP) 


. BUTTON-REST 
. SCREW (AP) 

. PLATE-RISER 
. SCREW (AP) 


О — O — — D о N = 


Change 23 


ON 


2-443 


DD ц пп VD D D D D D D TI DV 


= 7770 D DI п 


т 


22222 


Т.О. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-444 


PART 
NUMBER 


PWA 70363-21 


PWA 70363-24 
KF075CPO 


PWA 70363-19 
MS16995-66 
01143 


PWA 70363-8 
MS16995-50 
PWA 70363-21 


PWA 70363-67 
PWA 70363-68 


PWA 70363-4 
CL-21-KA-15-OL 


MS35233-28 
PWA 70363-11 


4521-75-162-2N 


MS35283-26 
23106 


MS16995-48 
5790-140 


HL-48-8 
PWA 70363-52 


MS51957-48 
PWA 70363-23 
MS51957-48 
PWA 70363-26 
MS16995-35 
25714 


MS16995-37 
800FE-3/4-S 


MS35691-23 
MS35338-141 
PWA 70363-36 
MS16995-8 
MS13795-820 
PWA 70363-1 


Change 23 


UNITS| USABLE 
PER 
DESCRIPTION ASSY 


MAKE FROM 8767K1, MFD BY 6K495 


. RING-RETAINING 
. BEARING-BALL 


P&WA PART МО. PWA 70363-20 


MAKE FROM 8767K1, MFD BY 6K495 


. PLATE-INDEX 
. CABLE ASSY 


P&WA PART МО. PWA 70363-14 


. SCREW (AP) 
. HANDLE-INDEX 


MAKE FROM 22902, MFD BY 94882 


. CLIP-SPRING 


P&WA PART МО. PWA 70363-10 


. SCREW (AP) 
. PLUNGER-INDEX 


P&WA PART NO. PWA 70363-15 


. SCREW (AP) 
. PLUG-EXPANSION 


P&WA PART МО. PWA 70363-60 
P&WA PART NO. PWA 70363-55 


. PIN-ROUND, FOOLPROOF 


MAKE FROM SF-56-12, MFD BY 99862 


. SCREW (AP) 

. PIN-DIAMOND 
. SCREW (AP) 

. PAD-BEARING 
. SCREW (AP) 

. BUTTON-SET 


P&WA PART NO. PWA 70363-40 


. SCREW (AP) 
. FOLLOWER-CAM 


P&WA PART МО. PWA 70363-37 


. NUT (AP) 
. WASHER (AP) 


ON 
CODE 


T.O. 2J-F100-94 


INDEX 1 PWA 55834 INDEX 2 PWA 52426 


INDEX 15 PWA 57655 INDEX 36 PWA 70412 


55161 


FIGURE 192. FIXTURES-CONTINUED 


(2-445 Blank)/2-446 Change 9 


79777793 


FIGURE 
8 INDEX 
NUMBER 


PART 
NUMBER 


PWA 55834 
PWA 52426 


PWA 51021 


PWA 57540 
MS16996-14 
PWA 57540-10 
PWA 57540-3 
CL-42-KA-6-12- 
LR 

PWA 57540-4 


CL-1420-KS 
PWA 57540-2 
MS16996-11 
A5537 

PWA 57540-1 
PWA 57655 
CL-129-TERM 


MS51957-14 
CL-3-F-36 


CL-3-C-08 
CL-05-KR 
PWA 57655-14 
PWA 57655-23 
47812 

PWA 57655-7 
PWA 57655-8 
68024 


PWA 57655-27 


MS16555-44 
PWA 57655-4 
MS9321-14 
PWA 57655-26 


PWA 57655-13 
MS16995-49 
PWA 57655-5 
47814 

PWA 57655-21 
PWA 70412 
MS16995-50 


PWA 70412-1 
PWA 70412-3 


. TERMINAL 


. RING-CABLE 


` PROTECTOR 
` INSERT-THREADED 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 

FIXTURE-LOCATING EEC LOWER BRACKET 

FIXTURE-AIR LEAK CHECK, NO. 4 BEARING REAR . 
SEAL ASSY 

FIXTURE-AIR LEAK CHECK, NO. 2 AND NO. 3 
BEARING SEAL ASSY 


` PLATE-BENCH 
` CABLE ASSY 


P&WA PART МО. PWA 57540-6 


. KNOB ASSY 


MAKE FROM CL-1-PPK2T, MFD BY 99862 


P&WA PART NO. PWA 57540-7 


. PLATE-BACKUP 


FIXTURE-TORGUE, REMOVE/INSTALL NO. 5 
BEARING RETAINING NUT 
SEE FIG. 518 FOR NHA 


P&WA PART NO. PWA 57655-16 
P&WA PART NO. PWA 57655-15 


w ww о о wow о 


P&WA PART МО. PWA 57655-18 


= 


. SCREW-SOCKET HD CAP 
P&WA PART NO. PWA 57655-28 
SUPERSEDES MS16995-48 

. WRENCH-SPANNER 
REPLACES PWA 57655-9 
REPLACES PWA 57655-22 
SUPERSEDES PWA 57655-25 


MAKE FROM 38325, MFD BY 94882 
REPLACES PWA 57655-2 


REPLACES PWA 57655-1 
FIXTURE-SHOT PEEN, 4TH TURBINE DISK 
FOR DEPOT LEVEL USE ONLY 


Change 21 


ON 
CODE 


T.O. 2J-F100-94 


INDEX 1 PWA 52713 INDEX 2 GS21799-1 


INDEX 4 PWA 57259 


INDEX 3 GS22483-1 


INDEX 10 PWA 55878 INDEX 21 PWA 71311 


88413 


FIGURE 193. FIXTURES-CONTINUED 


2-448 Change 18 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52713 


GS21799-1 


GS22483-1 


PWA 57259 


PWA 57259-1 
MS35691-11 
PWA 57259-4 
PWA 57259-3 
PWA 57259-2 
PWA 55878 


PWA 55878-17 
HC-16-8 


MS16996-13 
4429 


PWA 55878-14 
MS9361-09 
MS9783-12 
MS9321-09 
PWA 55878-15 
CP500-B-DF 


PWA 71311 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-HOLDING, 1ST STAGE COMPRESSOR .... 

CASE AND STATOR 

FOR DEPOT LEVEL USE ONLY 
FIXTURE-LOCATING 

FOR DEPOT LEVEL USE ONLY 
FIXTURE-LOCATING 

FOR DEPOT LEVEL USE ONLY 
FIXTURE-SPREADER, FRONT COMPRESSOR, TIE 

ROD, RETAINER CLIP 


. SPREADER 


'FIXTURE-DRILL, INTERMEDIATE CASE BRACKET .. 


REPLACEMENT (REPAIR) 


. PIN-LOCATING 
. BUSHING-DRILL 


P&WA PART NO. PWA 55878-18 


| CONTAINER 


P&WA PART NO. PWA 55878-12 
FIXTURE-WELDING, NO. 4 BRG COMPARTMENT ... 
PARTICLE SEP TUBE 
FOR DEPOT LEVEL USE ONLY 


ON 
CODE 


Change 18 


2-449 


T.O. 2J-F100-94 


INDEX 1 PWA 52846 


є 


INDEX 2 РМА 52845 


INDEX З PWA 52863 


FIGURE 194. FIXTURES-CONTINUED 


Change 23 


2-450 


эээ? 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52846 


PWA 52845 


NAS1352-6-48 


MS35691-17 

PWA 52845-27 
PWA 52845-28 
PWA 52845-29 
PWA 52845-30 
PWA 52845-31 
MS16995-86 

PWA 52845-23 


MS35425-72 
PWA 52845-9 
PWA 52845-3 
PWA 52845-1 
MS16995-53 
PWA 52845-16 
MS16555-52 
PWA 52845-21 
MS16995-82 
PWA 52845-34 
PWA 52845-35 


AN960-416 
PWA 52845-33 
PWA 52863 


39305 


MS35691-35 
PWA 52863-7 
17108 


PWA 52863-9 
MS9321-14 
LC-055J-1 


MS35691-35 
PWA 52863-2 
PWA 52863-1 


DESCRIPTION 


FIXTURES-CONTINUED 


FIXTURE-MOLD, FRONT COMPRESSOR VARIABLE . 


VANE, RUBBER INLAY 
FOR DEPOT LEVEL USE ONLY 


FIXTURE-MOLD, FRONT COMPRESSOR VARIABLE . 


VANE, RUBBER INLAY 
FOR DEPOT LEVEL USE ONLY 


. SCREW-SOCKET HD CAP 


0.3750-16 X 3 IN. LONG, STEEL 


. BLOCK-CLAMP 
. BLOCK-CLAMP 
. BLOCK-CLAMP 
. BLOCK-CLAMP 


. CLAMP-TOGGLE 


MAKE FROM 527, MFD BY 71913 


FIXTURE-GRINDING, DIFFUSER CASE SNAP 
DIAMETER REPAIR, FRONT 
FOR DEPOT LEVEL USE ONLY 
. NUT-FLANGE ASSY 
P&WA PART NO. PWA 52863-4 


` PAD-CLAMP 


P&WA PART NO. PWA 52863-10 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
ASSY 


ОС чо л 


— N о — 9» — OO N — — > 


- å = 


— со со со со со со со со со 


ON 
CODE 


Change 23 


2-451 


T.O. 2J-F100-94 


INDEX 1 PWA 57628 INDEX 29 PWA 57919 


97552 


FIGURE 195. FIXTURES-CONTINUED 


2-452 Change 22 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57628 


PWA 57628-13 
PWA 57628-12 
CL-125 


PWA 57628-34 


DELETED 
PWA 57628-24 
MS51971-2 
MS35338-140 
PWA 57628-10 


PWA 57628-3 


PWA 57628-2 
PWA 57628-4 


PWA 57628-1 
PWA 57628-14 
MS51971-2 
MS35338-140 
MS51971-2 
MS35338-140 
MS51975-23 
PWA 57628-21 
PWA 57628-20 
PWA 57628-9 
PWA 57628-28 


PWA 57628-4 


PWA 57628-27 
PWA 57628-30 
PWA 57628-29 
PWA 57919 


DESCRIPTION 


FIXTURES-CONTINUED 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 


ASSY CODE 


FIXTURE-LIFT, REAR COMPRESSOR FWD SPLIT ... 


` NUT-FLANGE 


P&W PART NO. PWA 57628-32 


. NUT (AP) 
. WASHER (AP) 
. CABLE ASSY 


MAKE FROM CL-23-KA-9.0-LR, MFD BY 99862 


. PIN-QUICK RELEASE 


MAKE FROM MS17984C614, MFD BY 96906 


` PIN-QUICK RELEASE 


MAKE FROM MS17984C410, MFD BY 96906 


. NUT (AP) 
. WASHER (AP) 


` CABLE ASSY 


MAKE FROM CL-23-KA-4.0-LR, MFD BY 99862 


. PIN-QUICK RELEASE 


MAKE FROM MS17984C410, MFD BY 96906 


оа => >> Бе ој; Da 


№ 


`FIXTURE-LIFT, INSTALL, COMBUSTOR HPT CASE .. 


Change 27 


ON 


2-453 


T.O. 2J-F100-94 


10 
21 ўс?) но 
п— “ва | 5 6 
aCe = | 


| gor 
ш | 4 | . 
he. or | | 
QE 9- Y Rei; | A Е 
| [ й | 10 і A VIEW A A 
Cam. | 

| < 

| & 


22 


INDEX 1 PWA 57667 


187 INDEX 30 PWA 71026 KS INDEX 31 PWA 71280 
88423 


FIGURE 196. FIXTURES-CONTINUED 


2-454 Change 18 


FIGURE 
& INDEX 
NUMBER 


' 
со 


Ж 
— — 
- о 


РАНТ 
NUMBER 


PWA 57667 


MS35307-409 
PWA 57667-29 
PWA 57667-27 
MS9361-09 
MS16996-15 
MS35691-3 
PWA 57667-10 
LC-047EF-1-SS 


MS16555-40 
CL-11-CH 


MS20002-4 
PWA 57667-8 
PWA 57667-15 
MS17187-2 
MS9321-09 
AN3-11A 


MS24671-1 
PWA 57667-6 
PWA 57667-26 


53-11-310-26 
4437 


PWA 57667-17 
PWA 57667-2 
PWA 57667-32 
PWA 8180-33 


MS51023-54 
PWA 57667-21 
PWA 57667-31 
PWA 71026 


PWA 71280 


DESCRIPTION 


FIXTURES-CONTINUED 


FIXTURE-BALANCE FRONT COMPRESSOR DRIVE, . 


ROTOR AND STATOR ASSY 
FOR DEPOT LEVEL USE ONLY 


` CAM-DOUBLE 


P&WA PART NO. PWA 57667-14 


. DOWEL-BULLET NOSE, 


MAKE FROM CL-2-BND, MFD BY 99862 


. SCREW-CAPTIVE, ASSY 


P&WA PART NO. PWA 57667-19 


FIXTURE-WATER JET, 4TH AND 5TH STAGE 
COMPRESSOR AIR SEALS 
FOR DEPOT LEVEL USE ONLY 
FIXTURE-WATER JET, 1ST AND 2ND STAGE 
COMPRESSOR STATOR ASSY 
FOR DEPOT LEVEL USE ONLY 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


= о со 0) © — O1 O1 O1 O1 O1 O1 O1 O1 О + — — 


USABLE 
ON 
CODE 


Change 18 


2-455 


T.O. 2J-F100-94 


INDEX 1 PWA 57688 
(DEPOT) 


PS140C 


FIGURE 197. FIXTURES-CONTINUED 


2-456 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 

PWA 57688 FIXTURE-GRIND, 1ST STAGE DUCT SEGMENTS ... 
HIGH PRESSURE TURBINE 

REPLACED BY PWA 57763 

FOR DEPOT LEVEL USE ONLY 

MS53507-306 

PWA 57688-9 

MS16555-48 

MS35307-334 

MS24671-20 

PWA 57688-5 

PWA 57688-2 

MS16555-60 

MS35307-334 

MS9320-11 

PWA 57688-21 

MS16995-67 

PWA 57688-18 

MS51959-83 

PWA 57688-1 

PWA 57688-28 

MS16555-8 5 

PWA 57688-29 . НАМОКМОВ 
MAKE FROM CL-20-HK2A, MFD BY 99862 

PWA 57688-24 . RING-CLAMP 

MS16995-64 

MS51975-5 

C0360-026-0500 


OO — O паво 


toro 
a 
- о 


М535307-309 
PWA 57688-13 
95868A146 


PWA 57688-16 


MAKE FROM 8554K3, MFD BY 6K495 
PWA 57688-12 . RING-CENTER, ASSY 
PWA 57688-25 
PWA 57688-23 


Change 19 2-457 


T.O. 2J-F100-94 


INDEX 1 PWA 57711 
(DEPOT) 


PS140D 


FIGURE 198. FIXTURES-CONTINUED 


2-458 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 
PWA 57711 FIXTURE-MACHINING, LPT CASE DUCT SET 
FOR DEPOT LEVEL USE ONLY 


= 


MS16555-31 
16903 


PWA 57711-11 
PWA 57711-8 
MS35691-11 
PWA 57711-9 
PWA 57711-13 
PWA 57711-15 | 
CL-125 . NUT-FLANGE 
P&WA PART NO. PWA 57711-4 
CL-17320 . STRAP-CLAMP 
P&WA PART МО. PWA 57711-3 
MS15795-810 
CL-24450 


CL-11515 


MS35691-3 E 
CL-13510 . REST-CLAMP 
P&WA PART МО. PWA 57711-2 
MS16219-2 
PWA 57711-1 
PWA 57711-18 


= = со со со со со со со со — со — O со со 00 о 


Сћапде 3 2-459 


T.O. 2J-F100-94 


INDEX 17 PWA 70395 


INDEX 1 PWA 57724 
INDEX 26 GS22485-1 


INDEX 20 PWA 70409 


INDEX 27 PWA 71365 
88737 


FIGURE 199. FIXTURES-CONTINUED 


2-460 Change 18 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57724 


PWA 57724-3 
CL-23-KA-14-LR 


MS35307-306 


MS15795-809 
PWA 57724-18 
CL-1420-KS 


PWA 57724-4 
43910 


PWA 57724-9 
MS16995-95 
PWA 57724-10 
PWA 57724-13 
MS16995-53 
PWA 57724-15 
PWA 57724-1 
PWA 70395 


PQC-15 


PWA 70395-1 
PWA 70409 


MS16555-8 
MS9197-04 
PWA 70409-2 
PWA 70409-3 
PWA 70409-1 
UO-6X6X4 


GS22485-1 


PWA 71365 


DESCRIPTION 


FIXTURES-CONTINUED 
FIXTURE-REMOVAL, NO. 4 BEARING FRONT 
AIRSEALING RING 


` THUMBSCREW 


P&WA PART NO. PWA 57724-12 


`FIXTURE-HOLDING 


FOR DEPOT LEVEL USE ONLY 


. IHUMBSCREW 


P&WA PART NO. PWA 70395-2 


`FIXTURE-BRAZE, FAN INLET CASE, PS2 


PRESSURE TUBE (INNER FITTING), REPAIR 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 70409-6 
FIXTURE-HOLDING 
FOR DEPOT LEVEL USE ONLY 


FIXTURE-GRIT BLAST AND PLASMA SPRAY, ВАЗЕ, . 


NO. 4 SEAL SUPPORT, CHEVRON SEAL 
FOR DEPOT LEVEL USE ONLY 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


аа ад аа дна 


о 


—- ai 


USABLE 
ON 
CODE 


Change 21 


2-461 


T.O. 2J-F100-94 


INDEX 2 PWA 71363 


INDEX 1 PWA 57831 


INDEX 4 PWA 56791 


INDEX 3 PWA 71361 


INDEX 6 PWA 56793 


INDEX 5 PWA 56792 


106506 


FIGURE 200. FIXTURES-CONTINUED 


Change 27 


2-462 


2222202222 


Т.О. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 

PWA 57831 FIXTURE-AUGMENTOR NOZZLE, CONVERGENT.... 
SEAL LINER ANCHOR BOLT INSTALLATION 
FOR DEPOT LEVEL USE ONLY 

PWA 71363 FIXTURE-MACHINING, NO. 4 BEARING FRONT 
SEAL SUPPORT ASSY, REAR FLANGE 
FOR DEPOT LEVEL USE ONLY 

PWA 71361 FIXTURE-GRIND, NO. 4 BEARING FRONT SEAL 
SUPPORT, NO. 4 HOUSING DIAMETER 
FOR DEPOT LEVEL USE ONLY 

PWA 56791 FIXTURE-CHECKING, 5ТН STAGE COMPRESSOR... 
ROTOR, LENGTH 
FOR DEPOT LEVEL USE ONLY 

PWA 56792 FIXTURE-CHECKING, 7TH STAGE COMPRESSOR... 
ROTOR, LENGTH 
FOR DEPOT LEVEL USE ONLY 

PWA 56793 FIXTURE-CHECKING, 8TH STAGE COMPRESSOR... 
ROTOR, LENGTH 
FOR DEPOT LEVEL USE ONLY 


Change 27 2-462.1 


T.O. 2J-F100-94 


— 24 
INDEX 1 PWA 57799 


40522 


FIGURE 200A. FIXTURES-CONTINUED 


2-462.2 Change 6 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57799 
628XB-2-6-2 
2040-2-4S 


PWA 57742-19 
3000-12 


PWA 57742-11 
MS16995-25 
SP482-1 


CL-3-FN 
CL-2-SCW 


PWA 57799-1 
MS29513-256 
MS29513-281 
MS29513-110 
MS16995-52 
PWA 57742-20 
MS29513-261 
MS29513-257 
MS29513-251 
PWA 57742-6 
CL-1420-SKS 


PWA 57742-25 
PWA 57742-12 
MS16995-38 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-LEAK CHECK, NO. 4 BEARING FRONT .... 
SEAL ASSY 


` PLUG-COUPLING 


P&W PART NO. PWA 57799-13 


P&W PART NO. PWA 57799-15 
. WASHER-SWING С 
P&W PART МО. PWA 57799-14 


USABLE 
ON 
CODE 


Change 27 


2-463 


T.O. 2J-F100-94 


о 
J- = 


INDEX 1 PWA 57715 


98721 


FIGURE 201. FIXTURES-CONTINUED 


2-464 Change 23 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 


NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 

PWA 57715 FIXTURE-BALANCE FRT COMPR DR ROTOR AND .. 
STATOR ASSY REAR 
FOR DEPOT LEVEL USE ONLY 

MS51975-20 

CO480-C42-1250 


MS16995-71 5 

PWA 57715-9 . SCREW-KNURLED НО 
MAKE FROM CL-23615, МЕО BY 99862 

PWA 57715-4 . COVER ASSY 

MS51957-43 

PWA 57715-11 

DELETED 

PWA 57715-1 . CRADLE ASSY 

PWA 57715-5 . RING-IMMOBILIZER 

MS9556-08 

PWA 57715-15 


Change 23 2-465 


T.O. 2J-F100-94 


INDEX 2 514Т039-01 


INDEX 1 514T033-01 


INDEX 4 6897126 


INDEX 3 514T068-01 


INDEX 6 PWA 57327 


INDEX 5 6897120 


PS140JX2 


FIGURE 202. FIXTURES-CONTINUED 


2-466 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


514T033-01 
514T039-01 
514T068-01 
6897126 
6897120 

PWA 57327 
MS16997-84 
MS16555-622 
KKR-3A 
LL-035F-7 
MS16555-620 
PWA 57327-3 
PWA 57327-2 
PWA 57327-9-1 
PWA 57327-9-3 
PWA 57327-9-2 


PWA 57327-10 
PWA 57327-1 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-LATHE 

FOR DEPOT LEVEL USE ONLY 
FIXTURE-LATHE 

FOR DEPOT LEVEL USE ONLY 
FIXTURE-LATHE, HEAT SHIELD REMOVAL 

FOR DEPOT LEVEL USE ONLY 
FIXTURE-PYROLYTIC CLEANING 

FOR DEPOT LEVEL USE ONLY 
FIXTURE-PRESS FIT ASSY 

FOR DEPOT LEVEL USE ONLY 
FIXTURE-HOLDING, ЗВО TURBINE DISK SCALLOP.. 

FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 57327-4 


. SPRING 


P&WA PART NO. PWA 57327-5 


` CLAMP-ASSY, 


MAKE FROM HCA-C2, MFD BY 01599 


.. РАО 
. LOCATOR BUTTON 


ON 
CODE 


2-467 


T.O. 2J-F100-94 


INDEX 1 2564561 INDEX 2 2564562 


INDEX 5 6897114 INDEX 6 6897116 


INDEX 7 6897117 INDEX 8 6897119 


PS140K 


FIGURE 203. FIXTURES-CONTINUED 


2-468 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 
2564561 FIXTURE-POSITIONER, WORK, АРС 
FOR DEPOT LEVEL USE ONLY 
2564562 FIXTURE-PRESET, APC TABLE LEVER 
FOR DEPOT LEVEL USE ONLY 
2564570 FIXTURE-POSITIONING, POWER PISTON 
FOR DEPOT LEVEL USE ONLY 
6897113 FIXTURE-FINAL ACCEPTANCE GAGE 
FOR DEPOT LEVEL USE ONLY 
6897114 FIXTURE-TEST, PRESSURE/FLOW 
FOR DEPOT LEVEL USE ONLY 
6897116 FIXTURE-TURNING AND WELDING (COVER) 
FOR DEPOT LEVEL USE ONLY 
6897117 FIXTURE-PRE-QUALIFY FLOW VALVE 
FOR DEPOT LEVEL USE ONLY 
6897119 FIXTURE-TURNING AND WELDING, OUTERAIR .... 
SWIRL 
FOR DEPOT LEVEL USE ONLY 


о о о оо o Әә ос 


2-469 


T.O. 2J-F100-94 


INDEX 1 514T134-01 


INDEX 3 514T036-01 INDEX 4 514Т037-01 


INDEX 5 514T038-01 INDEX 6 2564563 


15166 


FIGURE 204. FIXTURES-CONTINUED 


2-470 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 
514T134-01 FIXTURE-PREFLOW 

FOR DEPOT LEVEL USE ONLY 
514T044-01 FIXTURE-FLOWTEST 

FOR DEPOT LEVEL USE ONLY 
514T036-01 FIXTURE-VALVE ASSY 

FOR DEPOT LEVEL USE ONLY 
514T037-01 FIXTURE-MILL 

FOR DEPOT LEVEL USE ONLY 
514T038-01 FIXTURE-TIG WELD 

FOR DEPOT LEVEL USE ONLY 
2564563 FIXTURE-LEAKAGE, CHECK VALVE 

FOR DEPOT LEVEL USE ONLY 


2-471 


T.O. 2J-F100-94 


INDEX 1 PWA 52840 


INDEX 3 PWA 52850 


INDEX 28 PWA 71757 INDEX 29 PWA 71618 


98722 


FIGURE 205. FIXTURES-CONTINUED 


2-472 Change 23 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52840 


PWA 52842 


PWA 52842-4 
PWA 52842-3 
PWA 52842-5 
36913 


PWA 52842-6 
PWA 52842-7 
PWA 52842-1 
PWA 52850 


PWA 57465 
12701 
PWA 57465-3 


MS9321-10 
LC-032E-7-SS 


MS35691-3 
37721 


21302 


PWA 57465-20 
PWA 57465-14 
PWA 57465-5 
MS16995-40 
MS16555-40 
PWA 57465-22 
MS16995-56 
MS16995-51 
MS16555-46 
PWA 57465-15 
CL-1B-FSS 


PWA 57465-17 
PWA 57465-11 
PWA 57465-18 
MS16995-51 
PWA 57465-1 
PWA 71757 


PWA 71618 


DESCRIPTION 


FIXTURES-CONTINUED 
FIXTURE-MACHINING, FRONT TURBINE CASE 

SEGMENTS 

FOR DEPOT LEVEL USE ONLY 
FIXTURE-MACHINING, REAR TURBINE CASE 

SEGMENTS 

FOR DEPOT LEVEL USE ONLY 


. SCREW-HEX HD CAP 


0.3125-18 X 1.250 IN. LONG, STEEL 


. WASHER-FLAT 


0.3125 STD, STEEL 


. SCREW-SOCKET SET, OVAL PT 


0.3125-18 X 0.750 IN. LONG, STEEL 


. CLAMP-STRAP 


P&WA PART NO. PWA 52842-8 


. PIN-DOWEL 
. PIN-DIAMOND 


`FIXTURE-HOLDING, INLET VARIABLE VANE BOND .. 


INTEGRITY CHECK 
FOR DEPOT LEVEL USE ONLY 


FIXTURE-HOLDING, EDU BRACKET REOPERATION . 


FOR DEPOT LEVEL USE ONLY 


. CLAMP ASSY 


P&WA PART МО. PWA 57465-2 


. STRAP-PADDED 


MAKE FROM 37101, MFD BY 94882 


P&WA PART NO. PWA 57465-10 


. LOCATOR 
. LOCATOR 


. SCREW (АР) 
. PLATE-BASE 
FIXTURE-DRILL, CASE TURBINE REAR ASSY ОЕ, ... 


ANTI-ROTATION PIN 
FOR DEPOT LEVEL USE ONLY 


FIXTURE-DRILL, CONE, TURBINE EXHAUST, ASSY . 


OF 
FOR DEPOT LEVEL USE ONLY 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
ASSY 


аа a ГО Г а — 


nn å л 


ON 
CODE 


Change 25 


T.O. 2J-F100-94 


INDEX 2 514T071-01 


INDEX 1 514Т072-01 


ў 


INDEX 4 514Т051-01 


INDEX 5 PWA 70516 INDEX 6 514T045-01 


40530 


FIGURE 206. FIXTURES-CONTINUED 


2-474 Change 6 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 
514T072-01 FIXTURE-TACKWELD 
FOR DEPOT LEVEL USE ONLY 
514T071-01 FIXTURE-TACKWELD, PRIMARY WELD PLUG 
FOR DEPOT LEVEL USE ONLY 
6897128 FIXTURE-TACKWELD, COVER 
FOR DEPOT LEVEL USE ONLY 
514T051-01 FIXTURE-WELD SAMPLE SUPPORT 
FOR DEPOT LEVEL USE ONLY 
PWA 70516 FIXTURE-EB WELD, 10TH STAGE COMPRESSOR 
STATOR ASSY 
FOR DEPOT LEVEL USE ONLY 
514T045-01 FIXTURE-EB WELD 
FOR DEPOT LEVEL USE ONLY 


Change 6 2-475 


T.O. 2J-F100-94 


| 2R INDEX 2 PWA 52868 


INDEX 4 PWA 56531 


INDEX 5 PWA 56544 INDEX 6 PWA 71261 


98723 


FIGURE 207. FIXTURES-CONTINUED 


2-476 Change 23 


эээ? 


эл 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52864 


PWA 52868 


PWA 52868-5 


PWA 52868-3 
PWA 52868-17 


PWA 52868-7 


PWA 52868-6 
PWA 52868-4 


PWA 52868-15 
PWA 52868-11 


PWA 52868-19 
PWA 52868-16 


PWA 52868-14 
62621 


PWA 52868-20 
PWA 52868-10 


PWA 52868-9 
PWA 52868-13 
PWA 52868-18 
PWA 52868-2 
PWA 52868-1 
PWA 52866 
R-3N 

PWA 52866-10 
PWA 52866-6 
PWA 52866-11 
PWA 52866-9 
PWA 52866-8 
PWA 52866-12 
PWA 52866-2 
PWA 52866-3 
PWA 52866-4 
PWA 52866-5 
PWA 52866-1 
PWA 56531 
PWA 56544 


PWA 71261 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-GRINDING, DIFFUSER CASE SNAP 
DIAMETER REPAIR, REAR 
FOR DEPOT LEVEL USE ONLY 
FIXTURE-DISASSY, 1ST STAGE TURBINE BLADE ... 
TUBE 
FOR DEPOT LEVEL USE ONLY 


. SCREW-SOCKET HD CAP 


0.250-20 X 0.500 IN. LONG, STEEL 


. CLAMP ASSY 
. NUT-HEX FINISH 


0.3125-18 STD 


. PIN-DOWEL 


0.0625 X 0.6250 IN. LONG, STEEL 


` SCREW-SOCKET HD CAP 


10-24 X 0.5 IN. LONG, STEEL 


. SCREW-SOCKET HD CAP 


10-24 X 0.750 IN. LONG 


` SCREW-SOCKET HD CAP 


0.250-20 X 1 IN. LONG, STEEL 


. SUPPORT 


FIXTURE-MACHINING, COMPRESSOR INLET 
CONE SNAP DIAMETER REPAIR 
FOR DEPOT LEVEL USE ONLY 
. CENTER-LINE 
P&WA PART NO. PWA 52866-7 
. SCREW-SOCKET HD CAP 
10-24 X 0.750 IN. LONG, STEEL 


` SCREW-SOCKET HD САР 


0.3125-18 X 0.750 IN. LONG, STEEL 


. PIN-DOWEL 


0.3125 IN. DIA X 1.250 IN. LONG, STEEL 


. SCREW-HEX HD CAP 


0.250-20 X 0.8750 IN. LONG, STEEL 


0.6250-11 THD 


. PIN-DOWEL 


0.3750 DIA X 3 IN. LONG, STEEL 


. BASE ASSY 


FIXTURE-CONSTRAINT, 5TH STAGE 
COMPRESSOR DISK (FRONT) 
FOR DEPOT LEVEL USE ONLY 
FIXTURE-CONSTRAINT, 1ST STAGE HPT DISK 
(REAR) 
FOR DEPOT LEVEL USE ONLY 
FIXTURE-MOLD, 1ST STAGE COMPRESSOR 
STATOR ASSY 


ON 
CODE 


Change 23 


2-477 


T.O. 2J-F100-94 


SZ 


INDEX 27 GS21783-1 


INDEX 26 PWA 52969 


98724 


FIGURE 208. FIXTURES-CONTINUED 


2-478 Change 23 


222222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52479 


PWA 52479-3 
CL-3-C-14 


MS35307-307 
MS9320-10 
PWA 52479-4 
MS16995-49 
PWA 52479-1 
MS16995-37 
NAS1300-C-4-1 
PWA 52479-12 
PWA 52479-11 
25902 


PWA 52479-13 
PWA 52479-10 
PWA 52479-9 
DELETED 
PWA 52373 


MS51971-8 
MS9321-17 
PWA 52373-5 
PWA 52373-1 
PWA 52373-6 
PWA 52373-7 
PWA 52969 


MS35307-372 
MS15795-814 
PWA 52969-6 
CL-2-SSC 


PWA 52969-7 
GS21783-1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-DISASSY, NO. 4 BEARING HEATSHIELD... 
FROM FRONT CARBON SEAL 


P&WA PART NO. PWA 52479-5 
SUPERSEDES 8794 
NO LONGER AVAILABLE 


. FERRULE-CABLE 


P&WA PART NO. PWA 52479-15 
SUPERSEDES 8795 
NO LONGER AVAILABLE 


 — — — 0) 0) 0) ~ со со 


= 


FIXTURE-ASSY, 1ST STAGE TURBINE BLADE 
RETAINING PLATE 
SUPERSEDED BY PWA 57004 
FOR 100 & 200 ENGINES 


. PIN-LOCATING 
. PLATE-PUSHER 


. BASE ASSY 

FIXTURE-CHECK, 4TH STAGE TURBINE AIR SEAL,.. 
STRETCH 
FOR DEPOT LEVEL USE ONLY 


. PLATE-CLAMP 
. SCREW-SWIVEL 


P&WA PART NO. PWA 52969-8 


`FIXTURE-HOLDING 


FOR DEPOT LEVEL USE ONLY 


USABLE 
ON 
CODE 


Change 23 


2-479 


T.O. 2J-F100-94 


INDEX 1 PWA 52697 14852 


FIGURE 209. FIXTURES-CONTINUED 
(SHEET 1 OF 2) 


2-480 


T.O. 2J-F100-94 


9 | 
A- 
40 — 


INDEX 72 PWA 56796 INDEX 73 PWA 56797 106633 


FIGURE 209. FIXTURES-CONTINUED 
(SHEET 2 OF 2) 


Change 27 2-481 


T.O. 2J-F100-94 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


PWA 52697 


CL-9-FN 
CL-1-SCW 


PWA 52697-32 
MS16995-94 
PWA 52697-11 
PWA 52697-3 
PWA 52697-38 
NAS607-4-16 


AN505C6-6 
PWA 52697-36 
13902 


MS35307-308 
MS51971-2 
PWA 52697-26 
CL-2-HK-2 


PWA 52697-4 
PWA 52697-54 
PWA 52697-55 
LC-042G-6 


MS35691-3 
PWA 52697-40 
PWA 52697-56 
MS16995-64 
PWA 52697-2 
NAS607-6-7 
PWA 52697-60 
LS-2 


PWA 52697-58 
PWA 52697-73 


PWA 52697-59 
PWA 52697-16 


NAS607-2-4 
PWA 52697-64 


16902 


MS16997-12 
PWA 52697-70 
MS16995-55 
PWA 52697-69 
PWA 52697-67 
MS16995-82 


2-482 Change 5 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 

FIXTURE-HOLDING, 2ND STAGE COMPRESSOR 
CASE AND STATOR 
FOR DEPOT LEVEL USE ONLY 


. NUT-FLANGE 


P&WA PART МО. PWA 52697-78 


. WASHER-SWING С 


P&WA PART NO. PWA 52697-43 


0.250 X 2.000 IN. LONG 


. SCREW-MACHINE 
. WASHER-RETAINING 
. CLAMP KNOB 


P&WA PART МО. PWA 52697-61 


. KNOB-HAND 


P&WA PART МО. PWA 52697-27 


. RING-CLAMP 


` SPRING-COMPRESSION 


P&WA PART NO. PWA 52697-57 


. RING ASSY 
. PIN-DOWEL 
. SCREW-LOCK 
. SCREW-LOCK 


P&WA PART МО. PWA 52697-28 


- DRILL STOP 


MAKE FROM $-32-34, MFD BY 80204 


. LINER-HEADLESS 


MAKE FROM L-48-12, MFD BY 80204 


. PIN-DOWEL 


MAKE FROM 16304, MFD BY 94882 
. NUT-CHECK 
P&WA PART МО. PWA 52697-66 


ON 
CODE 


J.J D D D OD D Бәл йл фаз DD 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


MS15975-814 
PWA 52697-48 
CL-23-KA-12-LR 


PWA 52697-72 
P-20-16 


PWA 52697-50 
P-26-8 


PWA 52697-52 
PWA 52697-49 
62619 


NAS607-5-7 
MS35649-284 
MS15795-841 
PWA 52697-76 
MS35289-7 
PWA 52697-7 
PWA 52697-6 
L-TW-40-12 


MS35289-6 
PWA 52697-79 


PWA 52697-80 


MS51971-1 
AN960C-416 
PWA 52697-20 
PWA 52697-12 
NAS607-3-6 
PWA 52697-30 
PWA 52697-1 
PWA 56794 


PWA 56795 


PWA 56796 


PWA 56797 


DESCRIPTION 


. WASHER 
. BLOCK-BUSHING 
. CABLE ASSY 


P&W PART NO. PWA 52697-17 


. PIN-LOCATING, ASSY 


` BALL-TOOLING 


P&W PART NO. PWA 52697-51 


. RING-INDEX 
. RING-RETAINING 


MAKE FROM MS16555-53, MFD BY 96906 


. PLATE-BUSHING 


SUPERSEDES PWA 52697-5 


` PIN-DIAMOND 
` BASE ASSY 
FIXTURE-CHECKING, 8TH STAGE COMPRESSOR... 


ROTOR, LENGTH 
FOR DEPOT LEVEL USE ONLY 


FIXTURE-CHECKING, 9TH STAGE COMPRESSOR... 


ROTOR, LENGTH 
FOR DEPOT LEVEL USE ONLY 


FIXTURE-CHECKING, 10TH STAGE COMPRESSOR.. 


ROTOR, LENGTH 
FOR DEPOT LEVEL USE ONLY 


FIXTURE-CHECKING, 11TH STAGE COMPRESSOR.. 


ROTOR, LENGTH 
FOR DEPOT LEVEL USE ONLY 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


о N — 


сл 
мо S--0o---m 


= 


8 
8 
8 
8 
1 
1 
1 
1 


USABLE 
ON 
CODE 


Change 27 


2-483 


T.O. 2J-F100-94 


INDEX 1 PWA 52895 = 103644 


FIGURE 210. FIXTURES-CONTINUED 
(SHEET 1 OF 3) 


2-484 Change 25 


T.O. 2J-F100-94 


| — 67 
— 72 


INDEX 54 PWA 52945 


pa — 8 


| | 
е e 


INDEX 89 PWA 70133 


103645 


FIGURE 210. FIXTURES-CONTINUED 
(SHEET 2 OF 3) 


Change 25 2-484.1 


T.O. 2J-F100-94 


(|| 
і, 
ТЕ 


INDEX 135 PWA 55741 


103646 


FIGURE 210. FIXTURES-CONTINUED 
(SHEET 3 OF 3) 


2-484.2 Change 25 


эээ??? D D D Биз] 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52895 


PWA 52895-11 
CL-3-SW 

PWA 52895-9 
PWA 52895-8 
PWA 52895-15 
PWA 52895-14 
SC3/4X3/4X.062 
PWA 52895-12 
PWA 52895-16 
PWA 52895-17 
PWA 52895-19 
PWA 52895-22 
PWA 52895-18 
PWA 52895-41 
PWA 52895-42 
PWA 52895-43 
SC3/4X3/8X.031 
225-V 

PWA 52895-47 


PWA 52895-48 
PWA 52895-6 


PWA 52895-5 
PWA 52895-34 
PWA 52895-21 
44-PVC 


PWA 52895-52 


PWA 52895-51 
12-3000 SERIES 


PWA 52895-37 
PWA 52895-38 
PWA 52895-4 


PWA 52895-54 
PWA 52895-35 
PWA 52895-23 


T.O. 2J-F100-94 


UNITS 
PER 


DESCRIPTION ASSY 


FIXTURES-CONTINUED 


FIXTURE-WELDING, COMBUSTION CHAMBER 


BRACKETS 
FOR DEPOT LEVEL USE ONLY 


. SCREW-HEX HD CAP 


0.5-13 X 2.25 IN. LONG, STEEL 


. WASHER-SPHERICAL 


P&WA PART NO. PWA 52895-13 


. SCREW-SOCKET SET, CUP POINT 


0.5-13 X 1.25 IN. LONG, STEEL 


. NUT-HEX JAM FINISH 


0.5-13, STEEL 


. CLAMP-STRAP 


MAKE FROM CL-72-CS, MFD BY 99862 


. WASHER-PLAIN 


0.5 IN. DIA STD, STEEL 


. SPRING 


P&WA PART NO. PWA 52895-10 


. SCREW-SOCKET HD CAP 


0.25-20 X 0.5 IN. LONG, STEEL 


. PIN-DOWEL 


0.25 DIA X 1 IN. LONG, STEEL 


0.25-20 STD, STEEL 


. WASHER-PLAIN 


0.25 IN. DIA STD, STEEL 


. SPRING 


P&WA PART NO. PWA 52895-44 


. CLAMP-TOGGLE 


P&WA PART NO. PWA 52895-56 


. SCREW-SOCKET HD CAP 


0.3125-18 X 1.250 IN. LONG, STEEL 


` SCREW-SOCKET HD CAP 


0.375-16 X 1.5 IN. LONG, STEEL 


. RISER ASSY 

. COVER ASSY 

. SEGMENT ASSY 
. TUBING-PLASTIC 


P&WA PART NO. PWA 52895-20 


. SCREW-BUTTON HD CAP, NO. 10 


0.190-24 X 0.375 IN. LONG, STEEL 


. MANIFOLD ASSY 


. SCREW-SOCKET HD CAP 


0.375-16 X 3.250 IN. LONG, STEEL 


Change 25 


USABLE 
ON 
CODE 


2-484.3 


D ше ие ие аз a u u Баз LUI Баз Баз Баз Баз Баз Баз Баз Баз Баз Баз Баз Баз VU IID 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-484.4 


PART 
NUMBER 


PWA 52895-26 


PWA 52895-24 
SC3X1/4X.047 


PWA 52895-7 
PWA 52895-32 


PWA 52895-2 
PWA 52895-50 


PWA 52895-40 
PWA 52895-33 


PWA 52895-55 
PWA 52895-27 
PWA 52895-36 
PWA 52895-49 


PWA 52895-30 
PWA 52895-28 


CL-3-FW 


PWA 52895-31 
PWA 52895-1 
PWA 52945 


PWA 52945-22 


MS16995-36 

PWA 52945-21 
PWA 52945-16 
PWA 52945-24 


PWA 52945-23 
PWA 52945-9 
PWA 52945-10 
PWA 52945-39 
16902 


PWA 52945-36 
PWA 52945-30 


PWA 52945-29 
MS16995-67 
MS9390-590 
PWA 52945-35 


PWA 52945-17 
PWA 52945-32 
PWA 52945-2 
MS16995-54 
PWA 52945-28 
PWA 52945-3 


Change 25 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


. PIN-DOWEL 


0.25 DIA X 0.75 IN. LONG, STEEL 


P&WA PART МО. PWA 52895-25 


. SCREW-SOCKET HD CAP 


0.375-16 X 1.500 IN. LONG, STEEL 


. SCREW-SOCKET HD CAP 


0.3125-18 X 0.7500 IN. LONG, STEEL 


. RISER ASSY 
. SCREW-SOCKET HD CAP 


0.25-20 X 0.75 IN. LONG, STEEL 


| SCREW-SOCKET SET, HALF DOG POINT 


0.375-16 X 0.750 IN. LONG, STEEL 


0.625-11 X 6 IN. LONG, STEEL 


. WASHER-THRUST 


P&WA PART NO. PWA 52895-29 


`FIXTURE-BRAZING, INLET CASE OIL TUBES 


FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 71086 


. THUMBSCREW 


MAKE FROM 43904, MFD BY 94882 


` SCREW-SOCKET HD CAP 
5-40 X 0.3750 IN. LONG, STEEL 


. NUT-CHECK 


P&WA PART NO. PWA 52945-20 


. SLIDE ASSY 


REPLACES PWA 52945-15 


. SCREW-CAP, HEX HD 


MAKE FROM MS35307-421, MFD BY 96906 


. CLAMP ASSY 


REPLACES PWA 52945-11 
REPLACES PWA 52945-18 
REPLACES PWA 52945-19 


0.1250 DIA. X 1.5000 IN. LONG, STEEL 


ON 
CODE 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PWA 52945-6 
PWA 52945-26 
MS16995-52 
MS9390-460 
PWA 52945-5 
PWA 52945-25 
PWA 52945-31 
MS35307-314 
25902 


MS35307-310 
PWA 52945-37 
PWA 52945-1 
PWA 70133 


91847A031 


MS9321-12 
PWA 70133-49 
PWA 70133-51 
PWA 70133-43 
PZ-40-3 


PWA 70133-17 
PWA 70133-50 
MS24671-8 
PWA 70133-58 
PWA 70133-57 
MS35307-108 
PWA 70133-10 
MS16555-42 
MS16995-37 
PWA 70133-46 
PWA 70133-56 
98381A537 


MS16995-26 
PWA 70133-14 
MS35307-334 
PWA 70133-12 
MS16995-48 
PWA 70133-13 
MS16555-48 
91783A829 


PWA 70133-41 
MS16995-48 
PWA 70133-25 
MS16555-48 
PWA 70133-23 
PWA 70133-40 
MS9321-10 
91246A245 


MS9321-10 
48112 


PWA 70133-38 


. INSERT 


P&WA PART NO. PWA 52945-33 


'FIXTURE-WELDING, AFP TUBE RING 


FOR DEPOT LEVEL USE ONLV 


. SHAFT-KNURLED 
. ROD-THREADED 
. SCREW-SHOULDER 


P&WA PART NO. PWA 70133-55 


` RAIL-RIGHT HAND 
` PIN-DOWEL 
P&WA PART NO. PWA 70133-44 


. PLATE-VERTICAL 
. SCREW-HEX HD 
. WASHER 

. SCREW-HEX HD 


P&WA PART NO. PWA 70133-53 


` INSERT-COIL 


P&WA PART NO. PWA 70133-54 


Er 2 mn CO = ~ = — со 00 CO — 


h о о доо > — б WM = а ma 


о о D — D — № 


D D D — о М © — 


Change 25 


T.O. 2J-F100-94 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


210 - 127 MS16996-10 
- 128 47814 


- 129 PWA 70133-6 
- 130 PWA 70133-37 
- 131 MS16995-48 

- 132 PWA 70133-5 
- 133 MS16995-32 

- 134 PWA 70133-1 

- 135 PWA 55741 


- 136 37301 
- 137 .375-16 X 2.0 


- 138 PWA 55741-4 
- 139 H-80-12 


- 140 MS16995-35 
- 141 PWA 55741-9 
- 142 92198A242 


- 143 MS9321-09 

- 144 PWA 55741-24 

- 145 PWA 55741-23 

- 146 PWA 55741-32 

- 147 MS51021-43 

- 148 PWA 55741-22 

- 149 MS51971-13 
MS9321-12 
.375-16 X 2.75 


MS24671-22 
.375-16 X 1.00 
36915 

17108 
MS35691-19 


MS35307-305 
CL-1420-SKS 


MS16995-41 
PWA 55741-25 
MS16555-629 
PWA 55741-26 
PWA 55741-20 
CL-5811-KS 


MS16995-96 
PWA 55741-3 
PWA 55741-1 


2-486 Change 25 


DESCRIPTION 


`FIXTURE-E/B WELD 7TH STG CASE FRONT 


FLANGE 


. WASHER-SWING С 


P&WA PART NO. PWA 55741-6 


STAINLESS STEEL 
P&WA PART NO. PWA 55741-7 


- CLAMP RING ASSY 
. BUSHING-DRILL 


P&WA PART МО. PWA 55741-5 


P&WA PART МО. PWA 55741-28 


. WASHER 

. PIECE-TEST 

. PIECE-TEST 

. SHIELD-TEST 

. SETSCREW 

. BLOCK-TARGET 


STAINLESS STEEL 
P&WA PART NO. PWA 55741-12 


STAINLESS STEEL 
P&WA PART МО. PWA 55741-16 


. STRAP-TAPPED 


P&WA PART МО. PWA 55741-10 


. PAD-PLASTIC 


P&WA PART МО. PWA 55741-11 


UNITS| USABLE 


PER 
ASSY 


дз до нина = R 


ON 
CODE 


T.O. 2J-F100-94 


NZ 


INDEX 2 PWA 71457 


INDEX 1 PWA 71327 


INDEX 4 PWA 71459 


INDEX 3 PWA 71458 


INDEX 6 PWA 71461 


INDEX 5 PWA 71460 


96770 


FIGURE 210A. FIXTURES-CONTINUED 


Change 21 


(2-486.1 Blank)/2-486.2 


=== 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 
PWA 71327 FIXTURE-GRIND, 10TH-12TH STAGE 
COMPRESSOR STATOR SEGMENT 
FOR DEPOT LEVEL USE ONLY 
PWA 71457 FIXTURE-HOLDING, 1ST STAGE FAN BLADE 
FOR DEPOT LEVEL USE ONLY 
PWA 71458 FIXTURE-HOLDING, 2ND STAGE FAN BLADE 
FOR DEPOT LEVEL USE ONLY 
PWA 71459 FIXTURE-HOLDING, 3RD STAGE FAN BLADE 
FOR DEPOT LEVEL USE ONLY 
PWA 71460 FIXTURE-HOLDING, 4TH STAGE COMPRESSOR .... 
BLADE 
FOR DEPOT LEVEL USE ONLY 
PWA 71461 FIXTURE-HOLDING, 5TH STAGE COMPRESSOR .... 
BLADE 
FOR DEPOT LEVEL USE ONLY 


Change 21 2-486.3 


T.O. 2J-F100-94 


pm 


INDEX 2 PWA 71539 


INDEX 1 PWA 71542 


INDEX 4 PWA 71541 


INDEX 3 PWA 71538 


INDEX 6 PWA 71516 


INDEX 5 PWA 71540 


96771 


FIGURE 210B. FIXTURES-CONTINUED 


Change 21 


2-486.4 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 

PWA 71542 FIXTURE-EDM, LUG 11TH STAGE COMPRESSOR ... 
SEGMENT DETAIL -03/-04 
FOR DEPOT LEVEL USE ONLY 

PWA 71539 FIXTURE-EDM, LUG 10ТН STAGE COMPRESSOR ... 
SEGMENT DETAIL -03/-04 
FOR DEPOT LEVEL USE ONLY 

PWA 71538 FIXTURE-EDM, LUG 10TH STAGE COMPRESSOR ... 
SEGMENT DETAIL -02 
FOR DEPOT LEVEL USE ONLY 

PWA 71541 FIXTURE-EDM, LUG 11TH STAGE COMPRESSOR ... 
SEGMENT DETAIL -02 
FOR DEPOT LEVEL USE ONLY 

PWA 71540 FIXTURE-EDM, LUG 11TH STAGE COMPRESSOR ... 
SEGMENT DETAIL -01 
FOR DEPOT LEVEL USE ONLY 

PWA 71516 FIXTURE-EDM, LUG 10TH STAGE COMPRESSOR ... 
SEGMENT DETAIL -01 
FOR DEPOT LEVEL USE ONLY 


Change 22 2-486.5 


T.O. 2J-F100-94 


INDEX 2 PWA 71473 


INDEX 1 PWA 71474 


INDEX 4 PWA 71475 


INDEX 3 PWA 71472 


INDEX 6 PWA 71466 


INDEX 5 PWA 71467 


96772 


FIGURE 210C. FIXTURES-CONTINUED 


Change 21 


2-486.6 


эээ 


Т.О. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 

PWA 71474 FIXTURE-HOLDING, 2ND STAGE TURBINE BLADE .. 
FOR DEPOT LEVEL USE ONLY 

PWA 71473 FIXTURE-HOLDING, 1ST STAGE TURBINE BLADE... 
FOR DEPOT LEVEL USE ONLY 

PWA 71472 FIXTURE-HOLDING, 5TH STAGE REAR 
COMPRESSOR VARIABLE VANE 
FOR DEPOT LEVEL USE ONLY 

PWA 71475 FIXTURE-HOLDING, 3RD STAGE TURBINE BLADE .. 
FOR DEPOT LEVEL USE ONLY 

PWA 71467 FIXTURE-HOLDING, 11TH STAGE COMPRESSOR ... 
BLADE 
FOR DEPOT LEVEL USE ONLY 

PWA 71466 FIXTURE-HOLDING, 10TH STAGE COMPRESSOR ... 
BLADE 
FOR DEPOT LEVEL USE ONLY 


Change 21 2-486.7 


T.O. 2J-F100-94 


INDEX 1 PWA 71585 


INDEX 2 PWA 71623 


INDEX 4 PWA 71468 


INDEX 3 PWA 71471 


INDEX 6 PWA 71544 


INDEX 5 PWA 71543 


96773 


FIGURE 210D. FIXTURES-CONTINUED 


Change 21 


2-486.8 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 

PWA 71585 FIXTURE-MACHINING, SUPPORT, TURBINE 
STATOR (ТОВ!) 

PWA 71623 FIXTURE-DRILL, SUPPORT, TURBINE STATOR 
(ТОВ!) 

PWA 71471 FIXTURE-HOLDING, 4ТН STAGE REAR 
COMPRESSOR VARIABLE VANE 
FOR DEPOT LEVEL USE ONLY 

PWA 71468 FIXTURE-HOLDING, 12TH STAGE COMPRESSOR ... 
BLADE 
FOR DEPOT LEVEL USE ONLY 

PWA 71543 FIXTURE-EDM, LUG 12TH STAGE COMPRESSOR ... 
SEGMENT DETAIL -01/-02 
FOR DEPOT LEVEL USE ONLY 

PWA 71544 FIXTURE-EDM, LUG 12TH STAGE COMPRESSOR ... 
SEGMENT DETAIL -03/-04 
FOR DEPOT LEVEL USE ONLY 


Change 22 2-487 


T.O. 2J-F100-94 


INDEX 8 PWA 52880 
INDEX 7 PWA 52876 го 


INDEX 9 PWA 52910 (ZT INDEX 10 PWA 52931 


FIGURE 211. FIXTURES-CONTINUED 


2-488 Change 23 


эээ 


77977759 


FIGURE 
8 INDEX 
NUMBER 


PART 
NUMBER 


PWA 52869 
PWA 52869-6 


PWA 52869-16 
PWA 52869-3 


PWA 52869-1 
PWA 52869-15 
PWA 52869-7 
PWA 52869-11 


PWA 52869-12 


PWA 52869-14 
PWA 52869-13 


PWA 52869-4 


PWA 52869-8 
PWA 52869-5 
PWA 52869-10 
PWA 52869-2 
PWA 52869-9 
PWA 52867 


MS16995-41 
215-U 


PWA 52867-4 
PWA 52867-1 
PWA 52876 


PWA 52880 
NAS607-1-5 
PWA 52880-5 
PWA 52880-6 
PWA 52880-3 
PWA 52880-2 


PWA 52880-1 
PWA 52910 


PWA 52931 


CL-4-KHS 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-ASSY, 1ST STAGE TURBINE BLADE 
FOR DEPOT LEVEL USE ONLY 
. PIN-DOWEL 
0.0938 DIA X 0.750 IN. LONG, STEEL 
. SCREW-THUMB 
. SCREW-SOCKET HD CAP 
0.250-20 X 0.750 IN. LONG, STEEL 


. SCREW-SOCKET HD CAP 

0.3125-18 X 1.250 IN. LONG, STEEL 
. PIN-DOWEL 

0.3125 DIA X 1.250 IN. LONG, STEEL 


. SCREW-SOCKET HD CAP 

0.250-20 X 1 IN. LONG, STEEL 
. PIN-DOWEL 

0.250 DIA X 0.750 IN. LONG, STEEL 
. HOLDER ASSY 


'FIXTURE-DRILLING, 1ST STAGE TURBINE BLADE... 
RIVET 
FOR DEPOT LEVEL USE ONLV 


FIXTURE-FLAME SPRAV, 1ST STAGE TURBINE 
BLADE TUBE 
FOR DEPOT LEVEL USE ONLV 
FIXTURE-WELDING, COMBUSTION CHAMBER 
DEFLECTOR 
FOR DEPOT LEVEL USE ONLV 
. PIN-DOWEL 
. KNOB-HAND 
MAKE FROM 16311, MFD BV 94882 


. BASE ASSV 
FIXTURE-HOLDING, 2ND STAGE COMPRESSOR .... 
VANE 
FOR DEPOT LEVEL USE ONLV 
FIXTURE-HOLDING, 1ST STAGE COMPRESSOR .... 
VANE 
FOR DEPOT LEVEL USE ONLV 
. SCREW-KNURL HD 
P&WA PART NO. PWA 52931-11 


Change 23 


USABLE 
ON 
CODE 


2-488.1 


Бе из йиз е: Баз Баз Баз Баз Баз Бие йвз йвз Баз Баз Баз Баз Биз) 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-488.2 


PART 
NUMBER 


PWA 52931-2 
CL-1-SW 

PWA 52931-10 
PWA 52931-6 


PWA 52931-7 
PWA 52931-4 


PWA 52931-5 


PWA 52931-3 
62620 


PWA 52931-9 


Change 23 


UNITS 
PER 
DESCRIPTION ASSY 


. SCREW-HEX HD CAP 


0.250-20 X 1.5 IN. LONG, STEEL 


. WASHER-SPHERICAL 


P&WA PART NO. PWA 52931-1 


. CLAMP-TAPPED HEEL STRAP 


MAKE FROM CL-61-CS, MFD BY 99862 


. WASHER-FLAT 


0.250 IN. DIA STD, STEEL 


. SPRING 
. PIN-DOWEL 


0.1875 DIA X 0.8750 IN. LONG, STEEL 


. SCREW-SOCKET HD CAP 


5-40 X 0.6250 IN. LONG, STEEL 


` BALL-TOOLING 


P&WA PART NO. PWA 52931-8 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 2 PWA 57739 


FIGURE 212. FIXTURES-CONTINUED 


(2-489 Blank)/2-490 Change 23 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


GS21797-1 


PWA 57739 


CL-23-KA-8.OLR 
PWA 57739-18 


PWA 57739-16 
CL-16524 


PWA 57739-6 
LC-040E-2 


PWA 57739-14 


MS16555-6 
MS16555-46 
PWA 57739-5 
PWA 57739-15 
47814 


PWA 57739-17 
MS16995-36 
PWA 57739-4 
PWA 57739-13 
PWA 57739-3 
PWA 57739-2 
PWA 57739-1 


DESCRIPTION 


FIXTURES-CONTINUED 
FIXTURE-LOCATING 

FOR DEPOT LEVEL USE ONLY 
FIXTURE-HOLDING, SHROUD INSTALLATION 

10TH-12TH STAGE COMPRESSOR 

FOR DEPOT LEVEL USE ONLY 


. CABLE ASSY 


P&WA PART NO. PWA 57739-19 


. PIN-QUICK RELEASE 


MAKE FROM MS17984C510, MFD BY 96906 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 


ASSY CODE 


= << AA Dw об = = Ro сә 


Сһапде 18 


ON 


2-491 


T.O. 2J-F100-94 


INDEX 2 PWA 52908 
INDEX 1 PWA 52901 


INDEX 37 PWA 56525 INDEX 38 PWA 56526 


98727 


FIGURE 213. FIXTURES-CONTINUED 


2-492 Change 23 


ол??? 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52901 


PWA 52908 


MS35889-10 
CL-23-KA-18-LR 


CL-23-KA-6-LR 


MS51975-40 
PWA 52908-22 
MS16995-50 
PWA 52908-25 
PWA 52908-5 
PWA 52908-6 
NAS607-4-4 
MS16995-40 
PWA 52908-29 
PWA 52908-32 
PWA 52908-18 
MS51867-8 
3/8-16X7IN.LONG 


PWA 52908-14 
MS16555-63 
PWA 52908-15 
PWA 52908-16 
CL-2-FN 


MS16555-27 
PWA 52908-30 
PWA 52908-19 
PWA 52908-17 
MS16995-52 
PWA 52908-10 
MS16995-67 
MS16555-54 
PWA 52908-4 
PWA 52908-7 
PWA 52908-24 
PWA 52908-2 
PWA 52908-1 
PWA 56525 


PWA 56526 


DESCRIPTION 


FIXTURES-CONTINUED 


FIXTURE-DRILLING, COMBUSTION CHAMBER 


BRACKETS 
FOR DEPOT LEVEL USE ONLY 


FIXTURE-MILLING, COMBUSTION CHAMBER 


IGNITER OPENINGS 
FOR DEPOT LEVEL USE ONLY 


` CABLE ASSY 


P&WA PART NO. PWA 52908-33 


. CABLE ASSY 


P&WA PART NO. PWA 52908-27 


` NUT-FLANGE 


P&WA PART NO. PWA 52908-28 


`FIXTURE-CONSTRAINT, 2ND STAGE 


СОМРВЕЗЗОН DISK (FRONT) 
FOR DEPOT LEVEL USE ONLY 
FIXTURE-CONSTRAINT, 2ND STAGE 

COMPRESSOR DISK (REAR) 
FOR DEPOT LEVEL USE ONLY 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
ASSY CODE 


со 


— © © Уо D — D М + D D 


1 
8 
1 
8 
8 
8 
8 
8 
8 
2 
1 
5 
8 
1 
6 
1 
1 
1 
1 


Change 23 


2-493 


T.O. 2J-F100-94 


INDEX 1 PWA 70299 


13490 


FIGURE 214. FIXTURES-CONTINUED 


2-494 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 70299 


MS51849-64 
CL-125 


MS35307-309 
MS9321-10 
PWA 70299-9 


PWA 70299-4 
PWA 70299-14 


PWA 70299-11 


PWA 70299-18 
PWA 70299-15 


PWA 70299-12 


PWA 70299-19 
PWA 70299-16 


PWA 70299-13 


PWA 70299-20 
PWA 70299-22 


PWA 70299-21 
MS35307-308 
MS9321-10 
CL-1420-SKS 


PWA 70299-23 
CL-1-DP 


PWA 70299-1 
CP502BUF 


DESCRIPTION 


FIXTURES-CONTINUED 
FIXTURE-DRILL 
FOR DEPOT LEVEL USE ONLY 


. BUSHING-REAMER 


MAKE FROM H-26-5, MFD BY 99862 


. GUIDE-DRILL 
. BUSHING-REAMER 


MAKE FROM H-64-12, MFD BY 99862 


. BUSHING-REAMER 


MAKE FROM H-64-8, MFD BY 99862 


` BUSHING-REAMER 


MAKE FROM H-64-12, MFD BY 99862 


. BUSHING-REAMER 


MAKE FROM H-64-8, MFD BY 99862 


MAKE FROM H-64-12, MFD BY 99862 
. BUSHING-REAMER 
MAKE FROM H-64-8, MFD BY 99862 


` BUSHING-END MILL 


MAKE FROM H-64-12, MFD BY 99862 


. BUSHING-END MILL 


MAKE FROM H-64-12, MFD BY 99862 


P&WA PART NO. PWA 70299-10 


. PIN-ROUND 
. PIN-DIAMOND 


P&WA PART NO. PWA 70299-5 


P&WA PART NO. PWA 70299-17 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 


ASSY CODE 


Change 23 


ON 


2-495 


T.O. 2J-F100-94 


2-496 


Change 23 


INDEX 9 PWA 52934 


FIGURE 215. FIXTURES-CONTINUED 


98728 


22222225222 


эээ??? 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52928 
PWA 52927 
PWA 52927-4 
PWA 52927-6 


PWA 52927-3 
PWA 52927-5 


PWA 52927-2 
303 


PWA 52934 


PWA 52934-24 
PWA 52934-9 
201-B 


PWA 52934-8 
PWA 52934-22 


PWA 52934-6 
PWA 52934-25 


PWA 52934-23 
S-4-E 


S-4-HLN(1 1/2) 


S-4-SE 
CL-41-SHS 
PWA 52934-14 
PWA 52934-15 
PWA 52934-5 
PWA 52934-10 
PWA 52934-11 
PWA 52934-12 
25906 

PWA 52934-18 


PWA 52934-3 
PWA 52934-19 


PWA 52934-17 


PWA 52934-2 
PWA 52934-1 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-TRIM, TUBING END 
FOR DEPOT LEVEL USE ONLY 
FIXTURE-HOLDING, ORBITAL WELDING HEAD 
FOR DEPOT LEVEL USE ONLY 


. SCREW-HEX HD CAP 


0.3125-18 X 1.5 IN. LONG, STEEL 


0.3125 IN. DIA STD, STEEL 


. CLAMP ASSY 
. WASHER-SPRING LOCK 


0.3125 IN. DIA STD, STEEL 


. HOLDER ASSY 
. POSITIONER-WORK 


P&WA PART NO. PWA 52924-1 
FIXTURE-WELDING, AUGMENTOR IGNITER FLAME . 
HOLDER 
FOR DEPOT LEVEL USE ONLY 


. SCREW-SOCKET HD CAP 


8-32 X 0.5 IN. LONG, STEEL 


. NUT-FINISHED HEX 


8-32 STD, STEEL 


. CLAMP-TOGGLE 


P&WA PART МО. PWA 52934-7 


. ROD-THREADED 
. PIN-DOWEL 


0.125 DIA X 1 IN. LONG, STEEL 


` SCREW-SOCKET HD САР 


10-24 X 0.5 IN. LONG, STEEL 


P&WA PART NO. PWA 52934-20 


. NIPPLE-HEX LONG 


P&WA PART МО. PWA 52934-21 


. ELBOW-STREET 


P&WA PART МО. PWA 52934-16 


. SCREW-SWIVEL HD 


P&WA PART NO. PWA 52934-4 


. SCREW-SOCKET HD CAP 


8-32 X 1 IN. LONG, STEEL 


. PIN-DOWEL 


0.125 DIA X 1 IN. LONG, STEEL 


0.5-13 STD, STEEL 


. WASHER 


0.5 IN. DIA STD, STEEL 


P&WA PART МО. PWA 52934-13 


. SCREW-SOCKET HD CAP 


0.3125-18 X 1 IN. LONG, STEEL 


. SCREW-SOCKET HD CAP 


0.3125-18 X 1.750 IN. LONG, STEEL 


. PIN-DOWEL 


0.3125 DIA X 1.5 IN. LONG, STEEL 


. BLOCK-SUPPORT 


ON 
CODE 


Change 23 


2-497 


T.O. 2J-F100-94 


44 41 42 


INDEX 49 PWA 57920 


FIGURE 216. FIXTURES-CONTINUED 


2-498 Change 22 


22222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52904 


NAS607-2-8 
PWA 52904-5 
PWA 52904-2 
606 


PWA 52904-3 
CL80-HK-8 


10-3000 


PWA 52904-7 
PWA 52904-8 
MS16995-36 
PWA 52904-19 
NAS607-3-4 


MS16995-36 
PWA 52904-16 
PWA 52904-10 
PWA 52904-14 
PWA 52904-13 
PWA 52904-17 
MS16995-48 
NAS607-3-8 
PWA 52904-15 
PWA 52904-26 
MS16995-48 
PWA 52904-9 
PWA 52904-18 
PWA 52904-11 
PWA 52904-27 
SC3X3/8X0.047 


PWA 52904-29 
MS16995-84 
PWA 52904-38 
NAS607-6-12 
PWA 52904-30 
PWA 52904-31 
PWA 52904-32 
PWA 52904-42 
NAS607-3-12 
PWA 52904-34 
PWA 52904-33 
PWA 52904-40 
MS16995-53 
PWA 52904-39 
PWA 52904-23 
MS16995-51 
PWA 52904-22 
PWA 52904-36 
PWA 52904-37 
PWA 57920 


MS16995-48 
PWA 57920-27 
MS51844-61 


DESCRIPTION 


FIXTURES-CONTINUED 


FIXTURE-TACKWELD, COMBUSTION CHAMBER .... 


BRACKETS 
FOR DEPOT LEVEL USE ONLY 


. PIN-DOWEL 

. SCREW-SHOULDER 
. WASHER 

. BEARING-THRUST 


P&WA PART NO. PWA 52904-4 


. ARM ASSY 
. KNOB-HAND 


P&WA PART NO. PWA 52904-45 
P&WA PART NO. PWA 52904-46 


. MANIFOLD ASSY 
. MANIFOLD ASSY 


` PIN-DOWEL 
. SPRING 


P&WA PART NO. PWA 52904-28 


. SLEEVE-SQUARE HOLE 
. KNOB-HAND 


Change 22 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
ASSY 


= ND — 


6 
1 
1 
1 
1 
1 
4 
1 
1 
1 
2 
6 
6 
6 
6 
6 
6 
8 
1 
2 
4 
1 
8 
8 
8 
8 
8 
8 
6 
8 
4 
2 
4 
1 
1 
1 


N N + 


ON 
CODE 


2-498.1 


JD D U Баз U DPC D D C D C u Баз Баз Биз Баз Баз Баз Баз Баз Баз ее Биз Баз Биз Биз Баз Биз Биз Баз Баз Баз Баз Баз Баз Баз Биз] 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


_ 


CL-3-C-10.0 


MS17984C409 
MS35307-359 
MS9321-12 
MS51831-104 . 
PWA 57920-3 . TRUNNION ASSY 
PWA 57920-29 . KNOB-KNURLED 
MS9321-11 
PWA 57920-16 
LC-038F-2 
P&WA PART МО. PWA 57920-19 
MS51831-103 . KEENSERT 
CL-16513 . KNOB-KNURLED 
P&WA PART NO. PWA 57920-14 
LC-045H-2 . SPRING 
P&WA PART NO. PWA 57920-18 
MS15795-810 
PWA 57920-17 
PWA 57920-4 
MS16555-25 
PWA 57920-5 
PWA 57920-6 
PWA 57920-15 . SCREW-KNURLED HD 
PWA 57920-2 . RING-CLAMP 
PWA 57920-30 . SCREW-CUP PT, SOCKET SET 
MAKE FROM MS51023-85, MFD BY 96906 
LC-032D-2 . SPRING 
P&WA PART NO. PWA 57920-33 


+ = оо со со ~ 00 со со со со Оз 02 02 ~ го Со со со ~ 


> 


PWA 57920-22 
25302 


MS16995-50 
PWA 57920-26 


MAKE FROM MS51831-108, MFD BY 96906 
PWA 57920-1 . BASE ASSY 


2-498.2 Change 22 


T.O. 2J-F100-94 


FIGURE 217. FIXTURES-CONTINUED 


(2-499 Blank)/2-500 Change 22 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 
PWA 52941 FIXTURE-PLATING, FRONT COMPRESSOR DRIVE .. 
TURBINE SHAFT REPAIR 
FOR DEPOT LEVEL USE ONLY 
PARTIAL BREAKDOWN FOLLOWS 
PWA 52941-20 
91219 
P&WA PART МО. PWA 52941-3 
PWA 52941-2 NODE ASSEMBLY 
91200 
P&WA PART МО. PWA 52941-4 


> OD 
О 
= 
m 
= 


PWA 52941-6 
PWA 52941-5 
PWA 52941-12 
MS35307-355 
PWA 52941-17 
PWA 52941-13 
MS35307-364 
PWA 52941-10 
MS51971-5 
PWA 52941-18 
PWA 52941-9 
PWA 52970 FIXTURE-PLATING, REAR COMPRESSOR DRIVE ... 

SHAFT 

FOR DEPOT LEVEL USE ONLY 

PARTIAL BREAKDOWN FOLLOWS 


= 


дата а раса а аа 


М516995-77 

РМА 52970-6 

РМА 52970-7 

РМА 52970-4 

РМА 52970-5 

М516995-81 

РМА 52970-3 

РМА 52970-2 . САТНООЕ ASSEMBLY 
РМА 52970-9 . BOX ASSEMBLY 


аа а Raa Aap 


Change З 2-501 


T.O. 2J-F100-94 


2-502 


Change 23 


INDEX 2 PWA 53308 


FIGURE 218. FIXTURES-CONTINUED 


ол? 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52946 


PWA 53308 


CL-23-KA-8-LR 
PWA 53308-63 


PWA 53308-62 
PWA 53308-61 
PWA 53308-8 


PWA 53308-60 
PWA 53308-64 


PWA 53308-59 
PWA 53308-7 

PWA 53308-50 
PWA 53308-10 


PWA 53308-9 
PWA 53308-49 
PWA 53308-65 
PWA 53308-37 
PWA 53308-12 
PWA 53308-57 
B81 

81-141 
LC-038F-1 
PWA 53308-17 
PWA 53308-16 
PWA 53308-15 
ADB50910 
PWA 53308-26 
PWA 53308-27 
PWA 53308-58 
ADB45010 


PWA 53308-68 
PWA 53308-35 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 


FIXTURE-PRESSURE TEST, INLET CASE OIL 


TUBES 
FOR DEPOT LEVEL USE ONLY 


FIXTURE-CHECK AND CORRECT COMBUSTION .... 


CHAMBER DETAILS 
FOR DEPOT LEVEL USE ONLY 


. CABLE ASSY 


P&WA PART NO. PWA 53308-51 


. PIN-DOWEL 


0.1875 DIA X 1 IN. LONG, STEEL 


; NUT-FINISHED HEX JAM 


0.5-15 STD, STEEL 


` LINER-HEAD 
. SCREW-SOCKET HD CAP 


0.25-20 X 1.5 IN. LONG, STEEL 


. PIN-DOWEL 


0.25 DIA X 1 IN. LONG, STEEL 


0.3125 DIA X 2 IN. LONG, STEEL 


. INDICATOR-DIAL 


P&WA PART NO. PWA 53308-19 


. GAGE-DIAL INDICATOR 


P&WA PART NO. PWA 53308-19 


. SPRING-COMPRESSION 


P&WA PART NO. PWA 53308-18 


. WASHER 


0.25 IN. DIA STD, STEEL 


| PLUNGER-SPRING, STEEL NOSE 
P&WA PART NO. PWA 53308-20 
. LINER-HEAD 


` PIN-DOWEL 


0.0938 DIA X 0.5 IN. LONG, STEEL 


. KNOB-KNURLED 


P&WA PART NO. PWA 53308-39 


Change 23 


USABLE 
ON 
CODE 


2-502.1 


эээ??? 


Т.О. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-502.2 


PART 
NUMBER 


PWA 53308-37 
PWA 53308-40 
ADB50620 
PWA 53308-45 
PWA 53308-41 
PWA 53308-42 
PWA 53308-9 


PWA 53308-43 
PWA 53308-34 


PWA 53308-33 
PWA 53308-38 
ADB25160 
ADB26210 
PWA 53308-23 


PWA 53308-24 
PWA 53308-5 


ADB46750 


PWA 53308-6 
PWA 53308-52 


PWA 53308-47 
PWA 53308-46 
PWA 53308-28 
PWA 53308-14 
PWA 53308-56 
PWA 53308-29 
PWA 53308-48 


PWA 53308-30 
PWA 53308-53 


PWA 53308-13 
PWA 53308-11 
PWA 53308-25 
PWA 53308-2 


PWA 53308-31 
PWA 53308-66 


ADB25165 
PWA 53308-55 
PWA 53308-32 


PWA 53308-3 
PWA 53308-67 


Change 23 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


` SCREW-SOCKET HD CAP 


0.25-20 IN. LONG, STEEL 


. PIN-DOWEL 


0.25 DIA X 1 IN. LONG, STEEL 


. SCREW-SOCKET SET, FLAT PT 


10-24 X 0.25 IN. LONG, STEEL 


P&WA PART NO. PWA 53308-21 


. WASHER-SWING С 


P&WA PART МО. PWA 53308-22 


. NUT-FINISHED HEX JAM 


0.3750-16 STD, STEEL 


. SCREW-SOCKET HD CAP 


0.25-20 X 0.5 IN. LONG, STEEL 


. KEY-PLAIN FIXTURE 


P&WA PART NO. PWA 53308-4 


: SCREW-SOCKET CAP, FLAT HD 


0.25-20 X 0.3750 IN. LONG, STEEL 


. SCREW-SOCKET HD CAP 


6-32 X 0.6250 IN. LONG 


. PIN-DOWEL 


0.125 DIA X 0.5 IN. LONG, STEEL 


| SCREW-SOCKET САР, FLAT HD 
0.25-20 X 0.625 IN. LONG, STEEL 


` SCREW-SOCKET HD CAP 


0.5-13 X 1.5 IN. LONG, STEEL 


. PIN-DOWEL 


0.5 DIA X 1.5 IN. LONG, STEEL 


. RISER ASSY 
. SCREW-HEX HD CAP 


0.25-20 X 1 IN. LONG, STEEL 


. NUT-FLANGE 


P&WA PART NO. PWA 53308-54 


. SCREW-HEX HD CAP 


0.5-13 X 3.75 IN. LONG, STEEL 


. STAND ASSY 
. RISER ASSY 


ON 
CODE 


T.O. 2J-F100-94 


INDEX 1 PWA 53657 


98731 


FIGURE 218A. FIXTURES-CONTINUED 


Change 23 


(2-502.3 Blank)/2-502.4 


эээ? 


Т.О. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 
PWA 53657 FIXTURE-CONSTRAINT, 4TH STAGE 
COMPRESSOR DISK 
FOR DEPOT LEVEL USE ONLY 
MS16995-50 
PWA 53657-18 : 
37302 . WASHER-ASSY, SWING С 
P&WA PART МО. PWA 53657-15 


ро 


MS35691-33 
1/2-13X6LONG 


+ + 


MS51963-46 
PWA 53657-16 
NAS607-5-4 
MS16997-46 
NAS607-3-6 
PWA 53657-8 
PWA 53657-9 
PWA 53657-10 
MS16995-87 
PWA 53657-4 
PWA 53657-20 
MS16995-83 
NAS607-6-12 
PWA 53657-5 
PWA 53657-1 


— — 


го 
PR © O = = PR BR PR OO PB AA 


= 


Change 23 2-502.5 


T.O. 2J-F100-94 


2-502.6 


Change 23 


35 INDEX 26 РИМА 53186 


FIGURE 218B. FIXTURES-CONTINUED 


98732 


эээ u o ее U D UD Баз Биз Баз Баз Баз Баз Баз U U Биз ее ее D UD Баз Баз Баз Баз u ее Баз Биз Баз е Баз Баз Js ta Баз Баз Баз ее өзенде Баз Баз Баз Баз Биз Баз Баз ее Баз Баз] 


FIGURE 
& INDEX 
NUMBER 


= © 


' 
= 
— 


PART 
NUMBER 


PWA 53165 


MS24671-21 
PWA 53165-3 
MS16995-49 
MS16555-46 
PWA 53165-19 
PWA 53165-4 
PWA 53165-10 


MS35649-204 
MS35307-338 
MS35691-11 
MS16995-36 
PWA 53165-15 
PWA 53165-21 
MS16995-82 
PWA 53165-22 
PWA 53165-16 
M85049/318-12 


MS3420-6 
SVO-AWG18- 
2CONDUCTOR- 
36.0LG 
NHC-1010 


MS51957-51 
PWA 53165-8 
BZE6-2RN7 


PWA 53165-1 
PWA 53186 


PWA 53186-13 
PWA 53186-21 
1503-12-18 


1503-12-36 


411-12S 
2021-12-12C 


PWA 53186-20 
M83723-76-R- 
1203N 
M39029/4-111 
MS27488-16 
М8723/155-12 
FIT600-1 


FIT321-1/2 
SV0-18-2 


NHC-1021 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 

FIXTURE-HOLDING, 1ST STAGE TURBINE ROTOR .. 
BLADE 
FOR DEPOT LEVEL USE ONLY 


— = ND ~ ~ = сл 


. SCREW-SOCKET SET, FLAT PT 
0.190-24 X 1 IN. LONG, STEEL 


. BRACKET 
. CONNECTOR 
. BACKSHELL 
P&WA PART МО. PWA 53165-25 


аа а Гаа до а = 


. CORD-LIGHTWEIGHT PORTABLE 
P&WA PART МО. PWA 53165-6 


. CONNECTOR-CORD 
P&WA PART МО. PWA 53165-5 


` SWITCH-ENCLOSED 
P&WA PART NO. PWA 53165-9 


FIXTURE-AIRFLOW, 2ND STAGE TURBINE VANE.... 
FOR DEPOT LEVEL USE ONLY 

. SCREW-FLAT HD MACHINE 
0.125-40 X 0.25 IN. LONG, SST 


18 IN. LONG, RUBBER 
P&WA PART NO. PWA 53186-7 
. HOSE 
36 IN. LONG, RUBBER 
P&WA PART МО. PWA 53186-8 


P&WA PART МО. PWA 53186-10 
. CORD ASSY 
.. CONNECTOR 


P&WA PART NO. PWA 53186-20-2 
.. CORD 

P&WA PART NO. PWA 53186-20-1 
. СОММЕСТОВ-90 DEG 

P&WA PART NO. PWA 53186-31 


Change 23 2-502.7 


эл??? 


Т.О. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


MS35649-204 
PWA 53186-27 


PWA 53186-28 
0.164-32 X 1.5 IN. LONG, SST 
PWA 53186-29 . MOUNT-SWITCH 
BZE6-2RN7 . SWITCH-ENCLOSED 
P&WA PART NO. PWA 53186-30 
32907 . COVER-PAD 
P&WA PART NO. PWA 53186-15 
43502 . PAD-TOGGLE 
P&WA PART NO. PWA 53186-16 
PWA 53186-17 
MS35691-11 
MS16995-41 
PWA 53186-23 
PWA 53186-24 
MS16995-38 
PWA 53186-22 . 
PWA 53186-12 . SEAL ASSY 
PWA 53186-6 . SCREW-SOCKET HD CAP 
0.375-16 X 2.75 IN. LONG, SST 


N а а а од а = 


MS16555-61 
PWA 53186-5 
MS16995-81 
PWA 53186-19 
13-DP-H-S-2- 
PIC3 
MS51873-107 
PWA 53186-32 
PWA 53186-1 


аа AS 


2-502.8 Change 23 


T.O. 2J-F100-94 


со 
со 
~ 
~ 
LO 
< 
= 
a 
= 
>< 
LLI 
A 
= 


INDEX 48 PWA 70317 


INDEX 36 PWA 57217 


13495 


FIGURE 219. FIXTURES-CONTINUED 


Change 23 


(2-503 Blank)/2-504 


777979 


DVI DID по DV 


D TD ZII VD DV 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57738 
CL-6-HK4T 


MS35649-2384 
MS9321-12 
36915 


17108 
CL-7-SPG 
38122 


PWA 57738-8 
MS24667-2 
MS16555-4 
PWA 57738-6 
30523 


CL-4-HK2T 


PWA 57738-28 
MS16995-55 
PWA 57738-10 
PWA 57738-4 
PWA 57738-2 
MS16555-649 
PWA 57738-9 
MS24667-2 
MS16555-4 
PWA 57738-7 
30523 


CL-4-HK2T 


PWA 57738-28 
MS16995-52 
PWA 57738-11 
PWA 57738-12 
PWA 57738-5 
PWA 57738-3 
MS16555-46 
P-28-12 


PWA 57738-1 
PWA 57217 


PWA 57217-4 
MS16995-52 


DESCRIPTION 


FIXTURES-CONTINUED 
FIXTURE ASSY-LPT CASE BOSSES 
FOR DEPOT LEVEL USE ONLY 
. KNOB ASSY 
P&WA PART NO. PWA 57738-23 


P&WA PART NO. PWA 57738-21 
. PAD-PLASTIC 

P&WA PART NO. PWA 57738-20 
. SPRING 

P&WA PART NO. PWA 57738-24 


P&WA PART NO. PWA 57738-19 
. PLATE-LOCATING 
. SCREW (AP) 


. PLUNGER-SPRING 
P&WA PART NO. PWA 57738-31 
REPLACES PWA 57738-22 

. KNOB ASSY 
P&WA PART NO. PWA 57738-27 


` PLATE-LOCATING 
` SCREW (AP) 


. PIN-LOCATING 

. PLUNGER-SPRING 
P&WA PART NO. PWA 57738-31 
REPLACES PWA 57738-22 

. KNOB ASSY 
P&WA PART NO. PWA 57738-27 


`FIXTURE-PEENING, 1ST, 2ND, 3RD AND 8TH 


STAGE COMPRESSOR DISK 
FOR DEPOT LEVEL USE ONLY 
. BLOCK-REST 
. SCREW (AP) 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


= — N — — N O мМ N оо SI 


ND а = о Го на ша 


=й — 


USABLE 
ON 
CODE 


Change 23 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-506 


PART 
NUMBER 


MS9321-10 
MS16555-46 
PWA 57217-5 
MS16995-52 
MS9321-10 
MS16555-46 
PWA 57217-3 
MS24671-20 
PWA 57217-1 
PWA 70317 


CL-43-SSCN 


MS35691-19 
PWA 70312-2 


MS16555-340 
PWA 70312-1 


CP-500-F 


Change 23 


DESCRIPTION 


. PLATE-WEAR 
. SCREW (AP) 
. RISER ASSY 
FIXTURE-DRILL, COMPRESSOR INTERMEDIATE .... 


CASE STRUT BRACKET HOLE REPAIR 
FOR DEPOT LEVEL USE ONLY 


. SCREW-SWIVEL 


P&WA PART NO. PWA 70317-4 


MAKE FROM 1875, MFD BY 99862 


. PIN (AP) 
. CLAMP-TOGGLE 


MAKE FROM 54630, MFD BY 1HL09 


. CONTAINER-STORAGE 


P&WA PART МО. PWA 70317-6 


UNITS 
PER 
ASSY 


=--DARPR--DPF— 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 1 PWA 57202 | | 
(ОЕРОТ) 


U 
64 
= 0 


å ie INDEX 4 PWA 57214 
20 (DEPOT) 
43 21 22 
33 23 
46 I 8 24 25 
dé ES 26 35 
| 36 47 
47 
52 48 
49 
ШЕСІ 
34 
51 38 
+ 52 
INDEX 53 PWA 57341 
+ (DEPOT) 
INDEX 14 PWA 57222 

(DEPOT) PS150B 


FIGURE 220. FIXTURES-CONTINUED 


(2-507 Blank)/2-508 


D п пл D ют 


ол? 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57202 
AN-2 


PWA 57202-1 
PWA 57214 


MS35307-411 
CL-2-SCW 


D29-500 


PWA 57214-3 
PWA 57214-10 
MS16995-80 
PWA 57214-2 
MS16555-60 
PWA 57214-1 
PWA 57222 


PWA 57222-37 
PWA 57222-1 

PWA 57222-2 

PWA 57222-3 

PWA 57222-4 

PWA 57222-5 

PWA 57222-6 

PWA 57222-7 

PWA 57222-8 

PWA 57222-9 

PWA 57222-10 
PWA 57222-11 
PWA 57222-12 
PWA 57222-13 
PWA 57222-14 
PWA 57222-15 
PWA 57222-16 
PWA 57222-17 
PWA 57222-18 
PWA 57222-19 
PWA 57222-20 
PWA 57222-21 
PWA 57222-22 
PWA 57222-23 
PWA 57222-24 
PWA 57222-25 
PWA 57222-26 
PWA 57222-27 
PWA 57222-28 
PWA 57222-29 
PWA 57222-30 


DESCRIPTION 


FIXTURES-CONTINUED 
FIXTURE-HOLDING, KEY DRILL TRANSFER 
FOR DEPOT LEVEL USE ONLY 


. SCREW-SWIVEL HD 


P&WA PART NO. PWA 57202-2 


HOLES 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 57214-5 


. PIN-DOWEL 


P&WA PART NO. PWA 57214-7 


. RING-CLAMP 
. DIAPHRAGM 


` BASE-BOTTOM 


FIXTURE-8TH STAGE DISK TIEROD HOLE 
BUSHING INSTALLER 
FOR DEPOT LEVEL USE ONLY 


T.O. 2J-F100-94 


UNITS 
PER 


ASSY CODE 


`FIXTURE-MACHINING, 8TH STAGE DISK TIEROD ... 


6 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 


Сһапде 23 


USABLE 


ON 


2-509 


77797799 


T.O. 2J-F100-94 


FIGURE 
8 INDEX 
NUMBER 


2-510 


PART 
NUMBER 


PWA 57222-31 
PWA 57222-32 
PWA 57222-33 
PWA 57222-34 
PWA 57222-35 
PWA 57222-36 
PWA 57222-38 
PWA 57341 


PWA 57341-1 


Change 23 


. MANDREL ( 
. MANDREL ( 
. MANDREL ( 
( 
( 


UNITS 
PER 
DESCRIPTION ASSY 


C7 
C8 
С9 


) 


. MANDREL (C10) 
. MANDREL (C11) 
. MANDREL (C12) 
. CONTAINER-STORAGE 


FIXTURE-COMPRESSOR BLADE LOCK RETAINER .. 
FOR DEPOT LEVEL USE ONLY 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 1 PWA 70168 


13496 


FIGURE 221. FIXTURES-CONTINUED 


(2-511 Blank)/2-512 


== DDD п DI 


0000 DI D DD DV == IV x 


777770 DD 225205205252 


FIGURE 
8 INDEX 
NUMBER 


PART 
NUMBER 


PWA 70168 


CL-43-KA-10-0-7- 
R 
PWA 70168-26 


PWA 70168-24 
PWA 70168-21 
H-56-10 


MS122087 
PWA 70168-23 
MS16995-66 
MS16555-48 
MS16555-652 
PWA 70168-16 
MS16555-31 
PWA 70168-19 
PWA 70168-14 
H-64-12 


MS122089 
PWA 70168-17 
MS16995-66 
MS16555-48 
CL-43-KA-10.0- 
11-LR 

PWA 70168-34 
CL-830-TSB 


16905 


PWA 70168-37 
MS16995-36 
MS122165 
PWA 70168-38 
PWA 70168-36 
PWA 70168-29 
MS16995-36 
MS16555-43 
54934 


MS51029-135 
PWA 70168-12 
MS16995-49 
PWA 70168-44 
H-112-12 


54974 


PWA 70168-7 
PWA 70168-2 
MS16995-96 


DESCRIPTION 


FIXTURES-CONTINUED 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


FIXTURE-MACHINING, CONVERGENT FLAP LINK ... 


TOWER 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 55772 


. CABLE ASSY 


P&WA PART МО. PWA 70168-25 


. PIN-DOWEL 


0.1875 DIA X 2.0 IN. LONG 


` BUSHING 


P&WA PART МО. PWA 70168-22 


` BRACKET ASSY 
` SCREW (АР) 


. BUSHING 


P&WA PART МО. PWA 70168-18 


` BRACKET ASSY 
` SCREW (AP) 


` CABLE ASSY 


P&WA PART NO. PWA 70168-35 


. NUT-CLAMP 
. SCREW-TORQUE THUMB 


P&WA PART NO. PWA 70168-32 


. NUT-TORQUE 


P&WA PART NO. PWA 70168-33 


P&WA PART NO. PWA 70168-48 
SUPERSEDES 60275 
P&WA PART NO. PWA 70168-5 


. SCREW (АР) 
. PIN-PIVOT 
. SCREW (AP) 


` BUSHING 


P&WA PART NO. PWA 70168-8 


. BUSHING-TAPERED 


P&WA PART NO. PWA 70168-49 
SUPERSEDES 60181 
P&WA PART NO. PWA 70168-6 


. BRACKET ASSY 
. BRACKET ASSY 
. SCREW (AP) 


мененен суге еи 


сардина 


н = D о NN O = 


Change 22 


USABLE 


ON 


CODE 


2-513 


= = пп п поло 


Т.О. 2J-F100-94 


FIGURE 
8 INDEX 
NUMBER 


2-514 


PART 
NUMBER 


MS16555-77 
PWA 70168-9 
MS24671-15 
PWA 70168-13 
MS16995-96 
CL-23-KA-18.0- 
LR 

PWA 70168-40 
4521-38-180-2N 


PWA 70168-41 


PWA 70168-1 


Change 22 


UNITS 
PER 
DESCRIPTION ASSY 


. SCREW (AP) 
. WELDED ASSY 
. SCREW (AP) 
. CABLE ASSY 


P&WA PART NO. PWA 70168-39 


. CLIP-SPRING 


P&WA PART NO. PWA 70168-42 


. SCREW-PAN HD 


0.068-56 X 0.25 IN. LONG 


. PLATE-BASE 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 2 PWA 52953 


ке 


ге INDEX 1 PWA 52778 


INDEX 3 PWA 53307 


96774 


FIGURE 222. FIXTURES-CONTINUED 


Change 21 


(2-515 Blank)/2-516 


DI DIII DU LULU DU VU U DU DU LU 


22222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52778 


PWA 52778-13 
PWA 52778-12 
PWA 52778-11 


PWA 52778-14 
PWA 52778-6 


PWA 52778-7 
PWA 52778-8 
PWA 52778-10 
PWA 52778-5 
PWA 52778-3 
PWA 52778-9 


PWA 52778-2 
PWA 52778-1 
PWA 52953 


MS35307-313 
41102 


PWA 52953-2 
PWA 52953-1 
PWA 53307 


MS35307-335 
16311 


MS16995-65 
PWA 53307-6 
NAS607-4-16 


PWA 53307-20 
NAS607-2-4 
43904 


NAS607-2-4 
NAS609-4-16 
PWA 53307-14 
PWA 53307-19 
MS16995-36 
PWA 53307-18 
MS16995-52 
NAS607-4-8 


MS35307-339 
16311 


MS16995-65 
PWA 53307-3 
PWA 53307-23 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-MOLD, 15 DEGREE RUB STRIP REPAIR ... 
1ST STAGE CASE AND STATOR 
FOR DEPOT LEVEL USE ONLY 
. PIN-DOWEL 
0.1250 IN. DIA X 0.750 IN. LONG, STEEL 
. KNOB-HAND 
MAKE FROM CL-30HK-4, MFD BY 99862 
. PIN-DOWEL 
0.1250 IN. DIA X 0.6250 IN. LONG, STEEL 
. ROD-THREADED 


0.250-20, STEEL 
. ADAPTER 


. BUTTON-REST 

. SCREW-SOCKET HD CAP 
0.3750-16 X 1.250 IN. LONG, STEEL 

. CLAMP ASSY 

. BODY ASSY 

FIXTURE-MACHINING, 2ND STAGE TURBINE DUCT . 
SEGMENTS 
FOR DEPOT LEVEL USE ONLY 


` WASHER-SPHERICAL 
P&WA PART NO. PWA 52953-4 


'FIXTURE-SPOTWELD, COMBUSTION CHAMBER .... 
INNER REAR LINERS 
FOR DEPOT LEVEL USE ONLV 


P&WA PART NO. PWA 53307-25 
. SCREW (AP) 


. PIN-DOWEL 
. THUMBSCREW 

P&WA PART NO. PWA 53307-21 
. PIN-DOWEL 


. SCREW (AP) 
. PIN-DOWEL 
0.250 IN. DIA X 1.000 IN. LONG, STEEL (AP) 


D D ОМ 0) 0) 0) O> © — = 


P&WA PART NO. PWA 53307-25 
. SCREW (АР) 


Change 21 


USABLE 
ON 
CODE 


2-516.1/(2-516.2 Blank) 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53307-29 
MS16995-81 
NAS607-6-12 
PWA 53307-27 
92198A245 


25903 


PWA 53307-1 


DESCRIPTION 


. BODY ASSY 
. SCREW (AP) 
. PIN-DOWEL 
. LOCATOR 
. SCREW-MACHINE, HEX HD 
0.190-24 X 0.750 IN. LONG (AP) 
P&WA PART NO. PWA 53307-28 


P&WA PART NO. PWA 53307-12 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
ASSY CODE 


Change 21 


2-517 


T.O. 2J-F100-94 


INDEX 5 PWA 70591 


FIGURE 223. FIXTURES-CONTINUED 


2-518 Change 23 


INDEX 4 PWA 70520 


INDEX 6 PWA 71204 


98733 


эл? 


эээ? 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53309 


PWA 53319 


PWA 53319-12 
PWA 53319-7 


PWA 53319-8 
PWA 53319-9 
PWA 53319-4 
PWA 53319-3 


PWA 53319-2 
PWA 53319-10 


25902 

PWA 53319-1 
PWA 53320 
PWA 53320-2 


PWA 53320-24 
43904 


PWA 53320-19 
PWA 53320-17 


PWA 53320-16 
PWA 53320-22 
PWA 53320-18 
PWA 53320-23 
PWA 53320-21 
PWA 53320-9 

PWA 53320-4 

PWA 53320-13 


PWA 53320-14 
PWA 53320-11 


PWA 53320-10 
PWA 53320-12 
PWA 53320-1 
PWA 53320-15 
PWA 53320-7 
CL-1-C 

62620 


PWA 53320-8 
PWA 70520 


PWA 70591 


PWA 71204 


! THUMBSCREW-SHOULDER 


. STRAP 
. PIN-DOWEL 


. KNOB-KNURLED 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 

FIXTURE-SPOTWELD, COMBUSTION CHAMBER .... 
OUTER REAR LINERS 
FOR DEPOT LEVEL USE ONLY 

FIXTURE-FLAME SPRAY COMBUSTION CHAMBER... 
FOR DEPOT LEVEL USE ONLY 


. SPRING-EXTENSION TYPE 
. SCREW-HEX HD CAP 


0.25-20 X 1.375 IN. LONG, STEEL 


. STRAP 
. SUPPORT ASSY 
. SCREW-SOCKET HD CAP 


0.25-20 X 1.25 IN. LONG, STEEL 


. PIN-DOWEL 


0.25 DIA X 1 IN. LONG, STEEL 


. SCREW-HEX HD CAP 


0.25-20 X 1 IN. LONG, STEEL 


'FIXTURE-HOLDING, LEFT FUEL MANIFOLD 


BRAZING AND INSPECTION 
FOR DEPOT LEVEL USE ONLV 


. PIN-DOWEL 


0.1875 DIA X 1 IN. LONG, STEEL 


. LOCATOR ASSV 
. THUMBSCREW 


P&WA PART NO. PWA 53320-20 


. PIN-LOCATOR 
. SCREW-SOCKET HD САР 


0.25-20 X 0.75 IN. LONG, STEEL 


. PIN-DOWEL 


0.25 DIA X 0.75 IN. LONG, STEEL 


10-24 X 0.75 IN. LONG, SST 


0.0625 DIA X 0.75 IN. LONG, STEEL 


сл au O1 = > = ОД — 


MAKE FROM $КА-6, MFD BY 01599 


сл— + 


0.25 DIA X 1 IN. LONG, STEEL 


. SCREW-SOCKET HD CAP 


10-24 X 0.25 IN. LONG, STEEL 


P&WA PART NO. PWA 53320-5 


. BALL-TOOLING 


P&WA PART NO. PWA 53320-6 


FIXTURE-MACHINING, EXIT COMPRESSOR 
STATOR SUPPORT 

FIXTURE-MOLD, 1ST STAGE FAN AIRSEAL FRONT . 
FOR DEPOT LEVEL USE ONLY 

FIXTURE-DRILL, REAR COMPRESSOR STATOR 
SYNC RING BUMPER 
FOR DEPOT LEVEL USE ONLY 


ON 
CODE 


Change 23 


2-519 


T.O. 2J-F100-94 


INDEX 17 PWA 70995 


INDEX 16 PWA 70994 


INDEX 19 PWA 71115 


INDEX 18 PWA 70996 


77776 


FIGURE 224. FIXTURES-CONTINUED 


Change 25 


2-520 


эл? 


Т.О. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
PWA 70994 FIXTURE-CHECK, COMBUSTION CHAMBER, 
PW-229 
FOR DEPOT LEVEL USE ONLY 
REPLACED BY PWA 71613 
PWA 70995 FIXTURE-DRILL, COMBUSTION CHAMBER, PW-229 . 
FOR DEPOT LEVEL USE ONLY 
REPLACED BY PWA 71614 
PWA 70996 FIXTURE-STRESS RELIEVE, COMBUSTION 
CHAMBER ASSY 
FOR DEPOT LEVEL USE ONLY 
REPLACED BY PWA 71615 
PWA 71115 FIXTURE-MACHINING, DISK AND HUB 
COMPRESSOR, 6TH STAGE, ASSY OF 
FOR DEPOT LEVEL USE ONLY 


Change 25 2-521 


T.O. 2J-F100-94 


INDEX 4 PWA 70967 
—3C 


| Б 
1- 3B 
INDEX 3 PWA 53345 š 


INDEX 5 PWA 70968 


FIGURE 225. FIXTURES-CONTINUED 


2-522 Change 23 


98734 


=== 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53321 


PWA 53328 


PWA 53345 


CL3830-4 
PWA 53345-1 


PWA 53345-2 
PWA 53345-7 


PWA 53345-10 
PWA 53345-9 
PWA 53345-8 
PWA 53345-6 
PWA 53345-4 
PWA 53345-3 
PWA 70967 


PWA 70968 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-HOLDING, RIGHT FUEL MANIFOLD 
BRAZING AND INSPECTION 
FOR DEPOT LEVEL USE ONLY 
FIXTURE-HYDRAULIC LOADING, TURBINE DUCT ... 
SEALS 
FOR DEPOT LEVEL USE ONLY 
FIXTURE-GRINDING, 3RD STAGE TURBINE AIR 
SEALING RING HONEYCOMB 
FOR DEPOT LEVEL USE ONLY 


. CLAMP ASSY-PLANE NOSE, SLOTTED HEEL 


P&WA PART NO. PWA 53345-5 


. SCREW-SOCKET HD CAP 


0.25-20 X 0.75 IN. LONG, SST 


0.5 DIA X 1.5 IN. LONG, SST 


. SCREW-SOCKET HD CAP 


0.375-16 X 3.5 IN. LONG, SST 


. PIN-DOWEL 


0.375 DIA X 1.5 IN. LONG, SST 


`FIXTURE-DRILL, 4TH STAGE COMPRESSOR 


STATOR SYNC RING 
FIXTURE-DRILL, 5ТН STAGE COMPRESSOR 
STATOR SYNC RING 


USABLE 
ON 
CODE 


Change 23 


2-523 


T.O. 2J-F100-94 


INDEX 2 PWA 53374 


INDEX 1 PWA 53355 


INDEX 4 PWA 55771 


INDEX 3 PWA 53640 


98735 


FIGURE 226. FIXTURES-CONTINUED 


Change 23 


2-524 


эл? III 


22222222 


D DD пл JD DI DV 


FIGURE 
8 INDEX 
NUMBER 


PART 
NUMBER 


PWA 53355 
PWA 53355-19 
PWA 53355-18 
482-USIB-NO.2 
PWA 53355-10 
CL-11-SW 
PWA 53355-8 
PWA 53355-9 


PWA 53355-12 
PWA 53355-5 


PWA 53355-4 
PWA 53355-3 
PWA 53355-14 
PWA 53355-16 


PWA 53355-15 
PWA 53355-13 


PWA 53355-6 
PWA 53355-7 
PWA 53355-1 
PWA 53374 

PWA 53374-4 


PWA 53374-3 
PWA 53374-6 


PWA 53374-7 
PWA 53374-1 
PWA 53640 
PWA 55771 
CL-23-KA-18-LR 
PWA 55771-36 
PWA 55771-34 
CL-23-KA-18-LR 


PWA 55771-26 


CL-42-KA-1S-13R 


PWA 55771-28 
PWA 55771-27 
MS16555-50 
CL-2-HTS 


T.O. 2J-F100-94 


ОМІТ | USABLE 


PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 

FIXTURE-ASSY, 1ST STAGE TURBINE DUCT 
SUPPORT TO CASE 
FOR DEPOT LEVEL USE ONLY 


. HEATGUARD 
. SCREW-SOCKET HD CAP 


8-32 X 0.75 IN. LONG, STEEL 


. PULL-DOOR 


P&WA PART NO. PWA 53355-17 


. HAND KNOB ASSY 


MAKE FROM CL-3-HK2T, MFD BY 99862 


. WASHER-SPHERICAL 


P&WA PART МО. PWA 53355-11 


. NUT-FINISH HEX JAM 


0.25-20 STD 


. SCREW-SOCKET SET, HALF DOG PT 


0.25-20 X 1 IN. LONG, STEEL 


: SCREW-SOCKET CAP, FLAT НО 


10-24 X 0.5 IN. LONG, STEEL 


. SCREW-SOCKET HD SHOULDER 


0.25 DIA X 0.25 IN. LONG, STEEL 


` SCREW-SOCKET HD CAP 


0.3125-18 X 1.25 IN. LONG, STEEL 


'FIXTURE-MACHINING, 1ST STAGE OUTER 


TURBINE STATOR SUPPORT 
FOR DEPOT LEVEL USE ONLV 


. SCREW-SOCKET HD CAP 


0.25-20 X 0.625 IN. LONG, STEEL 


: RING-SPACER 
. SCREW-LOW HD, SOCKET CAP 


0.25-20 X 0.5 IN. LONG, STEEL 


0.25 IN. STD, STEEL 


. RING-SUPPORT 


FIXTURE-WELDING, COMBUSTION CHAMBER 
DEFLECTOR 
FOR DEPOT LEVEL USE ONLV 
FIXTURE-INSPECTION CONVERGENT FLAP LINK... 
TOWER 


. CABLE ASSV 


P&WA PART NO. PWA 55771-33 


. HOLDER-GAGE 
. PIN-GAGE 
. CABLE ASSV 


P&WA PART NO. PWA 55771-33 


. CABLE ASSV 


P&WA PART NO. PWA 55771-29 


` PIN-LOCATOR 
` PIN (AP) 


P&WA PART NO. PWA 55771-31 


ON 
CODE 


Change 23 


2-525 


D о D D DD D 


== DD D D 


= I I DDDDD 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-526 


PART 
NUMBER 


PWA 55771-25 
MS16995-40 
PWA 55771-30 
L-3Z-8 


4521-50-75-2N 
PWA 55771-2 
4521-62-80-2N 
PWA 55771-2 


MS16555-52 
PWA 55771-19 
MS16995-37 
PWA 55771-13 


MS24585-6416 
5710-333-60 


PWA 55771-12 
PWA 55771-5 
MS16555-28 
MS9321-11 
PWA 55771-4 
MS16555-40 
PWA 55771-11 
PWA 55771-8 
L-64-16 


PWA 55771-10 
MS16995-16 
PWA 55771-16 
MS16995-16 
PWA 55771-23 
MS16995-16 
MS16555-53 
PWA 55771-1 


Change 23 


DESCRIPTION 


. KEEPER 
. SCREW (AP) 
. SLIDE-PIN 


P&WA PART NO. PWA 55771-35 


. CLIP-SPRING 


P&WA PART NO. PWA 55771-3 


. SCREW (AP) 


MAKE FROM .125-40X.25, MFD BY 97852 


. CLIP-SPRING 


P&WA PART NO. PWA 55771-32 


. SCREW (AP) 


MAKE FROM .125-40X.25, MFD BY 97852 


MAKE FROM H-64-16, MFD BY 80204 


. SPRING 
. WASHER (AP) 


P&WA PART NO. PWA 55771-14 


. PIN-LOCATOR 


` PIN-LOCATOR 
. SCREW-CLAMP 


P&WA PART МО. PWA 55771-9 


. BLOCK-LOCATOR 
. SCREW (AP) 

. BLOCK-LOCATOR 
. SCREW (AP) 

. WELDED ASSY 

. SCREW (AP) 


UNITS| USABLE 


PER 
ASSY 


аа а ND ho аа а 


— 0) 0) — = — MN ча 


ON 
CODE 


T.O. 2J-F100-94 


INDEX 1 PWA 53358 


INDEX 3 PWA 52645 98736 


FIGURE 227. FIXTURES-CONTINUED 


(2-527 Blank)/2-528 Change 23 


ол? 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53358 


PWA 53358-13 


PWA 53358-14 
PWA 53358-3 


NM-54N 


PWA 53358-4 
PWA 53358-17 


PWA 53358-6 
PWA 53358-5 
PWA 53358-16 


PWA 53358-15 


PWA 53358-7 
PWA 53358-8 


PWA 53358-9 
PWA 53358-11 


PWA 53358-10 
PWA 53358-12 
PWA 53358-1 

MP380-H3-RC3 


PWA 53356 


PWA 52645 
CL-23-KA-6LR 


PWA 52645-7 
MS16555-52 
PWA 52645-9 
72036 


MS16555-31 
PWA 52645-4 
P-32-6 


72032 


PWA 52645-15 
PWA 52645-5 
MS35307-308 
MS35691-3 
PWA 52645-16 
PWA 52645-1 
PWA 52645-17 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-CHECKING, COMBUSTION CHAMBER 

DOME 11 DEGREE ANGLE 

FOR DEPOT LEVEL USE ONLY 


. SCREW-SOCKET HD CAP 


10-24 X 0.5 IN. LONG, STEEL 


0.1875 DIA X 1.5 IN. LONG, STEEL 


. PLUNGER-STUBBY SPRING 


P&WA PART NO. PWA 53358-2 


. LINER-HEADLESS 
. PIN-DOWEL 


0.125 DIA X 1 IN. LONG, STEEL 


. SCREW-SOCKET HD CAP 


0.25-20 X 0.875 IN. LONG, STEEL 


. PIN-DOWEL 


0.25 DIA X 1 IN. LONG, STEEL 


. BLOCK-STOP 
. SCREW-SOCKET HD CAP 


8-32 X 0.625 IN. LONG 


. PIN-DIAMOND 
. SCREW-SOCKET CAP, FLAT HD 


0.25-20 X 0.5 IN. LONG, STEEL 


P&WA PART NO. PWA 53358-18 
FIXTURE-MACHINING, 1ST STAGE TURBINE DUCT . 
SUPPORT IN CASE 
FOR DEPOT LEVEL USE ONLY 
FIXTURE-LOCATING, FUEL INLET TO CORE 
ENGINE 


. CABLE ASSY 


P&WA PART NO. PWA 52645-6 


. SCREW-SOCKET 


P&WA PART NO. PWA 52645-3 


P&WA PART NO. PWA 52645-14 


. SCREW-SOCKET 


P&WA PART NO. PWA 52645-12 


. WASHER 
. BASE ASSY 
. BASE ASSY 


USABLE 
ON 
CODE 


Change 23 


2-529 


T.O. 2J-F100-94 


INDEX 1 PWA 70216 


PS155A 


FIGURE 228. FIXTURES-CONTINUED 


2-530 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 70216 


PWA 70216-16 
MS16997-62 
PWA 70216-13 
MS16997-78 
PWA 70216-6 


HL88-16 
RE-2 


MS16997-58 
PWA 70216-8 


PWA 70216-18 
MS16997-62 
PWA 70216-27 
PWA 70216-10 
PWA 70216-9 
PWA 70216-12 
MS16997-78 
PWA 70216-2 
ADB-30720 


CL-3-RP 


MS24671-31 
PWA 70216-20 


LS-2 


PWA 70216-21 
PWA 70216-28 
LS-2 


PWA 70216-30 
PWA 70216-25 
S378-8-PD 


MS16997-31 
PWA 70216-24 
PWA 70216-29 
S378-10-PD 


MS16997-31 
PWA 70216-1 
PWA 70216-31 


DESCRIPTION 


FIXTURES-CONTINUED 


FIXTURE-DRILL, GEARBOX HOUSING MOUNT LUG 


SLEEVE REPAIR 


. PIN-DIAMOND 

. SCREW (AP) 

. BASE-SUPPORT 

. SCREW (AP) 

. BUSHING-REAMER 


MAKE FROM SF64-16, MFD ВУ 02064 


. LINER-HEAD 


P&WA PART NO. PWA 70216-5 


. CLAMP-END, ROUND 


P&WA PART NO. PWA 70216-7 


. SCREW (AP) 
. KNOB-KNURLED 


MAKE FROM ADB-45010, MFD BY 02064 


. PIN-LOCATION 

. SCREW (AP) 

. BUSHING-REAMER 

. BUSHING-REAMER 

. LINER-HEAD 

. BASE-SUPPORT 

. SCREW (AP) 

. PLATE-JIG 

. SCREW-HALF TURN (AP) 


P&WA PART NO. PWA 70216-4 


. PIN-ROUND 


P&WA PART NO. PWA 70216-3 


MAKE FROM SF64-16, MFD BY 80204 


. SCREW-LOCK (AP) 


P&WA PART NO. PWA 70216-19 


. BUSHING-DRILL 
. BUSHING-DRILL 
. SCREW-LOCK (AP) 


P&WA PART NO. PWA 70216-19 


` CLIP-STORAGE 


P&WA PART NO. PWA 70216-22 


. SCREW (AP) 


. CLIP-STORAGE 
P&WA PART NO. PWA 70216-23 
. SCREW (AP) 
. BASE-FIXTURE 
. CONTAINER 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 


ASSY CODE 


RO о 


DB mm = а а 


№ 


Change 4 


ON 


2-531 


T.O. 2J-F100-94 


INDEX 12 PWA 53674 


INDEX 1 PWA 53370 


INDEX 14 PWA 56798 
INDEX 16 PWA 57910 


v 
= 


INDEX 13 PWA 53677 
INDEX 15 PWA 56799 


106634 


FIGURE 229. FIXTURES-CONTINUED 


Change 27 


2-532 


эл 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53370 
MS9021-261 
MS9021-274 
AN3C-7A 
MS15795-842 
3000-10 
1022-8С 
628XB-2-6-1 
AN515C-6-6 
PWA 53370-8 


PWA 53370-1 
PWA 53674 


PWA 53677 


PWA 56798 


PWA 56799 


PWA 57910 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-AIR LEAK CHECK, DIFFUSER CASE OIL... 
TUBES 


. PACKING 
. PACKING 


'FIXTURE-HOLDING, TEST STRIP, 1ST STAGE DISK . 


AND HUB ASSV, SHOTPEEN 

FOR DEPOT LEVEL USE ONLV 
FIXTURE-SHOTPEEN, 1ST STAGE COMPRESSOR .. 

DISK AND HUB ASSV, BLADE ROOT 

FOR DEPOT LEVEL USE ONLV 
FIXTURE-CHECKING, 12TH STAGE COMPRESSOR.. 

ROTOR, LENGTH 

FOR DEPOT LEVEL USE ONLY 
FIXTURE-CHECKING, 13TH STAGE COMPRESSOR.. 

ROTOR, LENGTH 

FOR DEPOT LEVEL USE ONLY 
FIXTURE-INSTALLATION, 10TH, 11TH, 12ТН STG.... 

CPRSR STATOR SEGMENT-229 


USABLE 
ON 
CODE 


Change 27 


2-533 


T.O. 2J-F100-94 


INDEX 24 PWA 52930 INDEX 25 PWA 53686 


98738 


(ZT INDEX 26 PWA 53737 INDEX 27 PWA 53318 


FIGURE 230. FIXTURES-CONTINUED 


2-534 Change 23 


Бе из из Баз Баз Баз Баз Баз Баз Биз) 


22222222502 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53427 


AN816-4K 
PWA 53427-3 
MS29513-113 
PWA 53427-2 
MS29513-215 
6610M2Y 


PWA 53427-1 
DELETED 
PWA 53425 


MS29513-216 
MS9783-11 
PWA 53425-7 
MS24671-21 
PWA 53425-12 
PWA 53425-9 
E703-HA03- 


04MB-HA03-04MJ 


6610M2Y 


MS16555-648 
MS16995-50 
PWA 53425-2 
PWA 53425-6 
PWA 53425-1 
PWA 52930 


PWA 52930-6 
152 


AN816-4K 
PWA 52930-5 


PWA 52930-4 
MS28775-214 
PWA 52930-3 
PWA 52930-1 
PWA 53686 


PWA 53737 


CL-23-KA-6.00- 
LR 

PWA 53737-9 
MS16995-37 
MS9390-220 
PWA 53737-2 
PWA 53737-5 
PWA 53737-8 
PWA 53737-1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-PRESSURE TEST, TRANSFER TUBE 
FOR DEPOT LEVEL USE ONLY 


FIXTURE-PRESSURE TEST, AUGMENTOR FUEL .... 
PUMP, FRONT 
FOR DEPOT LEVEL USE ONLY 


. PACKING 


P&WA PART NO. PWA 53425-10 


. VALVE-BLEED 


`FIXTURE-PRESSURE TEST, TUBE ASSY 


FOR DEPOT LEVEL USE ONLY 


| BLEEDER-HYDRAULIC SYSTEM 


P&WA PART NO. PWA 52930-2 


| NUT-FINISH, HEX JAM 
0.25-20 STD, STEEL 


`FIXTURE-TRANSFER DRILLING, 1ST STAGE 


TURBINE BLADE TUBE 
FOR DEPOT LEVEL USE ONLY 
FIXTURE-DRILL TRANSFER, N1 SPEED SENSOR ... 
CONNECTOR RIVET HOLES 
FOR DEPOT LEVEL USE ONLY 


. CABLE ASSY 


P&WA PART NO. PWA 53737-4 


Change 23 


USABLE 
ON 
CODE 


2-534.1 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PWA 53318 FIXTURE-CHECKING, NO. 4 BEARING AIR SUPPLY . 
TUBE IN DIFFUSER CASE 
FOR DEPOT LEVEL USE ONLY 
CANCELLED FOR FUTURE PROCUREMENT 
PWA 53318-3 . BLOCK-GAGE 
MS16995-50 . SCREW (AP) 
MS16555-46 у 
MS35691-3 
MS9321-10 
MS16995-50 
PWA 53318-1 
MS16995-35 
PWA 53318-7 
PWA 53318-10 
MS16995-50 
MS16555-46 
PWA 53318-2 


= D PB — D ND — © О о ND ~ + 


2-534.2 Change 23 


T.O. 2J-F100-94 


INDEX 19 PWA 53434 


31 INDEX 24 PWA 55450 
INDEX 23 PWA 55199 


INDEX 33 PWA 55422 


INDEX 44 PWA 55307 


101566 


FIGURE 231. FIXTURES-CONTINUED 


(2-535 Blank)/2-536 Change 24 


222222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55172 


MS16995-52 
MS16555-48 
PWA 55172-1 
MS16995-49 
MS16555-46 
PWA 55172-7 
PWA 55172-14 
33507 


32903 


MS16995-51 
MS16555-5 
PWA 55172-11 
PWA 55172-10 
PWA 55172-4 
PWA 55172-5 
PWA 55172-15 
PWA 55172-13 
PWA 53434 


PWA 53434-2 
PWA 53434-1 
F17872 


PWA 55199 


MS16995-48 
MS9321-10 
MS16995-49 
MS16555-46 
PWA 55199-4 
PWA 55199-1 
PWA 55450 
MS9390-180 
16903 


MS9321-11 
MS16995-9 
PWA 55450-6 
PWA 55450-5 
MS9390-220 
PWA 55450-1 
PWA 55422 


MS51863-223 
PWA 55422-10 
16902 

15414 
LC-080K-OSS 
CL-22307 


PWA 55422-4 


DESCRIPTION 


FIXTURES-CONTINUED 

FIXTURE-POSITIONING, TURBINE EXHAUST CASE . 
STRUT, TRAILING EDGE 
FOR DEPOT LEVEL USE ONLY 


` PLATE-LOCATING 
` PLATE-LOCATING 
. THUMBSCREW 


P&WA PART NO. PWA 55172-16 


. COVER-PAD 


P&WA PART NO. PWA 55172-17 


`FIXTURE-BUCKING, RIVET ANCHOR BOLT NO. ..... 


10-32 
FOR DEPOT LEVEL USE ONLY 


. WASHER 
. HANDLE ASSY 
. CONTAINER 


P&WA PART NO. PWA 53434-3 
FIXTURE-MACHINING, STATIC PRESSURE PROBE .. 
REPAIR IN DIFFUSER CASE 
FOR DEPOT LEVEL USE ONLY 


` NUT-CHECK 


P&WA PART NO. PWA 55450-3 


'FIXTURE-INSPECTION, FTIT PROBE SEATED ОМ... 


TURBINE CASE 


. SETSCREW 
. KNOB-KNURLED 
. NUT-CHECK 


P&WA PART NO. PWA 55422-8 


. COLLAR-CLAMP 


P&WA PART NO. PWA 55422-6 


. SPRING 


P&WA PART NO. PWA 55422-7 


. SCREW-KNURLED 


P&WA PART NO. PWA 55422-5 


. PLATE-GAGE 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


шш аа а ~ © — го ~ 


nn nn nn DR 


N D — = = D 5 N ~ 


— ND ND D D D D 


USABLE 
ON 
CODE 


Change 24 


2-537 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-538 


PART 
NUMBER 


PWA 55422-3 
PWA 55422-2 
PWA 55422-1 


PWA 55307 
PWA 55307-10 
MS35307-307 
PWA 55307-8 
MS35650-304 
MS51023-52 
PWA 55307-7 
MS35307-360 
MS9321-12 
PWA 55307-2 
PWA 55307-1 


DESCRIPTION 


. HOUSING 

. BUSHING 

. ROD-THREADED 
0.250-20 X 7.120 LNG 

FIXTURE-HOLDING, DIFFUSER CASE, DISASSY .... 


` SETSCREW 
` NUT-ADJUSTING 


UNITS 
PER 
ASSY 


ммм а а а 0) — = 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


1D Sy 
INDEX 1 PWA 53458 INDEX 2 PWA 53486 


INDEX 3 PWA 53500 INDEX 4 PWA 57797 


о 


INDEX 5 PWA 70539 INDEX 6 PWA 70540 


94201 


FIGURE 232. FIXTURES-CONTINUED 


(2-539 Blank)/2-540 Change 20 


222222 


Т.О. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 


NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 

PWA 53458 FIXTURE-MACHINING, NO. 3 BEARING AIR 
SEALING RING 
FOR DEPOT LEVEL USE ONLY 

PWA 53458-3 . SCREW-HEX HD CAP 


PWA 53458-2 
PWA 52458-4 


PWA 53458-1 3 

PWA 53486 FIXTURE-MACHINING, 6TH, 8TH AND 12TH STAGE . 
COMPRESSOR STATORS, FELT METAL INNER 
SEAL 
FOR DEPOT LEVEL USE ONLY 

PWA 53500 FIXTURE-MACHINING, 6TH AND 10TH STAGE 
COMPRESSOR STATORS, FELT METAL TIP SEAL 
FOR DEPOT LEVEL USE ONLY 

PWA 57797 FIXTURE-INSTALLATION 

PWA 70539 FIXTURE-MASKING, 1ST STAGE FAN BLADE ROOT . 

PWA 70540 FIXTURE-MASKING, 2ND STAGE FAN BLADE ROOT. 


Change 20 2-541 


T.O. 2J-F100-94 


INDEX 1 PWA 53509 INDEX 2 PWA 53537 


INDEX 3 PWA 53619 Er 


INDEX 5 PWA 70617 INDEX 6 PWA 70703 


98739 


FIGURE 233. FIXTURES-CONTINUED 


2-542 Change 23 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 
PWA 53509 FIXTURE-MACHINING, 7TH, 9TH AND 11TH STAGE . 
COMPRESSOR STATORS, FELT METAL INNER 
SEALS 
FOR DEPOT LEVEL USE ONLY 
PWA 53537 FIXTURE-MACHINING, 8TH AND 12TH STAGE 
COMPRESSOR STATORS, FELT METAL TIP SEAL 
FOR DEPOT LEVEL USE ONLY 
PWA 53619 FIXTURE-HOLDING, COMPRESSOR STATOR EXIT .. 
ASSY SLOTS 
FOR DEPOT LEVEL USE ONLY 
CL-23-KA-5-LR . CABLE ASSY 
P&WA PART NO. PWA 53619-4 
CL-7-TP 
P&WA PART NO. PWA 53619-6 
PWA 53619-5 . BUSHING-HEAD 
12703 . CLAMP ASSY 
P&WA PART NO. PWA 53619-7 
PWA 53619-2 . SCREW-SOCKET HD CAP 
0.25-20 X 0.75 IN. LONG, STEEL 
PWA 53619-8 . PIN-DOWEL 
0.25 DIA X 1 IN. LONG, STEEL 
PWA 53619-3 . 
PWA 53619-1 . ВАЗЕ ASSY 
PWA 70616 FIXTURE-BRAZE, ANTI-ICING СОМЕ ASSY REPAIR.. 
PWA 70617 FIXTURE-PRESSURE TEST, ANTI-ICING CONE 
ASSY 
PWA 70703 FIXTURE-PLASMA SPRAY, 1ST STAGE 
COMPRESSOR DISK AND HUB 


Change 24 2-543 


T.O. 2J-F100-94 


INDEX 4 PWA 53738 


INDEX 1 PWA 53855 


INDEX 29 PWA 57468 INDEX 15 PWA 55320 


$ 


6142 


FIGURE 234. FIXTURES-CONTINUED 


2-544 


2222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53855 


PWA 53855-4 
PWA 53855-3 
PWA 53738 


MS35307-308 
MS15795-810 
25902 


PWA 53738-2 
449A-3R 


MS35307-307 
MS15795-810 
25902 


PWA 53738-3 
PWA 53738-1 
MP350H2RC1 


UPC520H2RC1 
PWA 55320 


AR-400 


MS3217-98 
LHC-177P2 


PWA 55320-7 
PWA 55320-4 
RC-256 


MS35307-413 
MS9321-14 
P92708Y 


PWA 55320-3 
PWA 55320-14 
PWA 55320-15 
A-330 


PWA 57468 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 

FIXTURE-BEARING REMOVAL FROM AUGMENTOR . 
PIN 
FOR DEPOT LEVEL USE ONLY 


REPLACES PWA 53855-1 
FIXTURE-ROLLER BEARING, ROLLER END WEAR .. 
FOR DEPOT LEVEL USE ONLY 


` CONTAINER 


P&WA PART NO. PWA 53738-9 


P&WA PART NO. PWA 53738-9 
FIXTURE-STAKING, SPHERICAL BEARING 
0.625 IN. DIA 
SUPERSEDES PWA 53837 


. COUPLER-FEMALE 


P&WA PART NO. PWA 55320-12 


` DIE-STAKING 
` CYLINDER-HYDRAULIC 
P&WA PART NO. PWA 55320-11 


` RING-RETAINING 


P&WA PART NO. PWA 55320-2 


. DIE-STAKING 
. PLATE ASSY 


P&WA PART NO. PWA 55320-10 
FIXTURE-INSPECTION, 4TH STAGE TURBINE 
VANE LUG 


USABLE 
ON 
CODE 


Change 21 


2-545 


T.O. 2J-F100-94 


INDEX 1 PWA 55246 


INDEX 38 PWA 53762 


INDEX 39 PWA 57909 


106635 


FIGURE 235. FIXTURES-CONTINUED 


Change 27 


2-546 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 
PWA 55246 FIXTURE-BRAZE, NO. 4 BEARING SCAVENGE 
TUBE FERRULE (REOP) 
FOR DEPOT LEVEL USE ONLY 
43101 . BOLT-T STRAP 
P&W PART NO. PWA 55246-35 
MS51971-1 
CL-4-KHS 


MS16995-71 
PWA 55246-33 
NAS607-5-8 
PWA 55246-36 
CL-2-F 


CL-2-C-10 
CL-5-TP 


PWA 55246-30 
MS35307-306 
SH-3-FF 


PWA 55246-18 

PWA 55246-10 

AN315-C3 

MS9321-09 

MS51023-51 . 

PWA 55246-24 . PIN-LOCATING, DIAMOND 
PWA 55246-23 . PIN-LOCATING, ROUND 
MS16995-37 

PWA 55246-7 

PWA 55246-9 

59003 


— — — = — = о о Го ГО ~ 


P&W PART NO. PWA 55246-5 

PWA 55246-6 . WELDMENT 

MS16995-63 

NAS607-5-10 

PWA 55246-4 

MS16995-50 

NAS607-4-8 

PWA 55246-22 

MS16995-80 

NAS607-6-12 

PWA 55246-38 

PWA 55246-12 

PWA 55246-1 

PWA 53762 FIXTURE-SUPPORT, CASE AND STATOR, 5TH 
STAGE, RIVETING 
FOR DEPOT LEVEL USE ONLY 

PWA 57909 FIXTURE-INSTALLATION, 7TH-9TH STAGE 
COMPRESSOR STATOR SEGMENT LINE 3 


=. D = D D = D ND ГО, — 


Change 27 2-547 


T.O. 2J-F100-94 


INDEX 1 PWA 70335 


INDEX 2 PWA 57123 PS162A 


FIGURE 236. FIXTURES-CONTINUED 


2-548 


PART 
NUMBER 


PWA 70335 


PWA 57123 


MS35691-51 

PWA 57123-26 
PWA 57123-23 
PWA 57123-24 


MS16555-31 
CL-16635 


MS15795-815 
PWA 57123-14 


PWA 57123-10 


MS24671-13 
1646A18 


3461T64X12.0 


MS51844-63 

PWA 57123-16 
PWA 57123-15 
PWA 57123-20 


3561T64X10.0 


MS51844-63 
MS35691-19 
PWA 57123-6 
PWA 57123-7 
PWA 57123-5 
MS16995-50 
PWA 57123-2 
MS35691-59 
PWA 57123-17 
PWA 57123-1 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 
FIXTURE-MACHINING, NOZZLE SEGMENT, 

EXTERNAL AUGMENTOR, ASSY 

FOR DEPOT LEVEL USE ONLY 
FIXTURE-INSTALLATION, 1ST STAGE TURBINE 

DUCT SUPPORT 

FOR DEPOT LEVEL USE ONLY 

SUPERSEDED BY PWA 57325 


` HAMMER-SLIDING 
MAKE FROM 4056H. MED BY 26371 


` KNOB-KNURLED 


P&WA PART МО. PWA 57123-12 


MAKE FROM 41904, MFD BY 94882 


. CAP SCREW-SOC. HD 


MAKE FROM MS16995-72, MFD BY 96906 


` PULL-DOOR 


P&WA PART МО. PWA 57123-22 


== > со Со ~ ~ ~ ~ о со 


2-549 


T.O. 2J-F100-94 


INDEX 1 PWA 53665 


INDEX 26 PWA 53666 


98740 


FIGURE 237. FIXTURES-CONTINUED 
(SHEET 1 OF 2) 


2-550 Change 23 


T.O. 2J-F100-94 


Р$163_2 


FIGURE 237. FIXTURES-CONTINUED 


(SHEET 2 OF 2) 


2-551 


DID 


77737 по ро 


Y 2222220 DV 


I7IIDIDDDIDIDDIDDD 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-552 


PART 
NUMBER 


PWA 53665 


19906 
37302 


MS51045-43 
PWA 53665-22 


MS9390-300 
PWA 53665-6 
PWA 53665-21 
MS16995-38 
PWA 53665-7 
MS16995-68 
MS16556-54 
MS35691-36 
PWA 53665-16 
CD-482-US4-#2 


MS24671-20 
19906 


PWA 53665-14 
MS35691-36 
PWA 53665-13 
PWA 53665-15 
MS16995-87 
PWA 53665-4 
MS16995-67 
PWA 53665-1 
PWA 53666 


PWA 53666-5 


MS15795-812 
PWA 53666-4 
MS16555-356 
PWA 53666-7 


MS15795-814 


PWA 53666-2 
PWA 53666-1 


Change 23 


DESCRIPTION 


FIXTURES-CONTINUED 
FIXTURE-CONSTRAINT, 5TH STAGE 

COMPRESSOR DISK, FRONT 

FOR DEPOT LEVEL USE ONLY 


. NUT-FLANGE 


P&WA PART NO. PWA 53665-12 


. WASHER-ASSY, SWING C 


P&WA PART NO. PWA 53665-8 


. SETSCREW 
. PIN-DOWEL 


MAKE FROM MS16556-665, MFD BY 96906 


` PULL-DOOR 


P&WA PART NO. PWA 53665-20 


. SCREW (AP) 
. NUT-FLANGE 


P&WA PART NO. PWA 53665-12 


FIXTURE-CONSTRAINT, 6TH STAGE 
COMPRESSOR DISK AND HUB, FRONT 
FOR DEPOT LEVEL USE ONLY 

. SCREW-HEX HD CAP 
MAKE FROM MS35307-341, MFD BY 96906 


ОМІТ | USABLE 


РЕВ 
ASSY 


D ® о NN Ф N 0) 0) O> о о о о 


о ~ 


а -А = 0) — СО со — 


ON 
CODE 


T.O. 2J-F100-94 


ar A 


INDEX 2 PWA 71465 


INDEX 4 PWA 71463 


INDEX 5 PWA 71318 INDEX 6 PWA 71314 


96775 


FIGURE 237A. FIXTURES-CONTINUED 


(2-552.1 Blank)/2-552.2 Change 21 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 

PWA 71039 FIXTURE-MACHINE, 4TH-9TH STAGE 
COMPRESSOR CASE SET 
FOR DEPOT LEVEL USE ONLY 

PWA 71465 FIXTURE-HOLDING, 9TH STAGE COMPRESSOR .... 
BLADE 
FOR DEPOT LEVEL USE ONLY 

PWA 71464 FIXTURE-HOLDING, 8TH STAGE COMPRESSOR .... 
BLADE 
FOR DEPOT LEVEL USE ONLY 

PWA 71463 FIXTURE-HOLDING, 7TH STAGE COMPRESSOR .... 
BLADE 
FOR DEPOT LEVEL USE ONLY 

PWA 71318 FIXTURE-MACHINE, NO. 4 BEARING AIRSEAL 
FLANGE 
FOR DEPOT LEVEL USE ONLY 

PWA 71314 FIXTURE-MACHINE, NO. 4 BEARING AIRSEAL 
FLANGE 
FOR DEPOT LEVEL USE ONLY 


Change 24 2-552.3 


T.O. 2J-F100-94 


INDEX 2 PWA 70796 


INDEX 1 PWA 70798 


INDEX 4 PWA 71326 


INDEX 3 PWA 71325 


INDEX 6 PWA 71470 


INDEX 5 PWA 71469 


96776 


FIGURE 237B. FIXTURES-CONTINUED 


Change 21 


2-552.4 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 

PWA 70798 FIXTURE-MACHINING, COMPRESSOR STATOR 
SEGMENT, 9TH STAGE ASSY OF 

PWA 70796 FIXTURE-MACHINING, COMPRESSOR STATOR 
SEGMENT, 8TH STAGE ASSY OF 

PWA 71325 FIXTURE-EDM, 7TH STAGE COMPRESSOR 
STATOR SHROUD 

PWA 71326 FIXTURE-EDM, 8TH STAGE COMPRESSOR 
STATOR SHROUD 
FOR DEPOT LEVEL USE ONLY 

PWA 71469 FIXTURE-HOLDING, 13TH STAGE COMPRESSOR ... 
BLADE 
FOR DEPOT LEVEL USE ONLY 

PWA 71470 FIXTURE-HOLDING, REAR COMPRESSOR 
VARIABLE INLET VANE 
FOR DEPOT LEVEL USE ONLY 


Change 23 2-553 


T.O. 2J-F100-94 


VIEW А 


INDEX 1 PWA 53658 


DD 


ë INDEX 20 PWA 71462 (2 INDEX 21 PWA 70794 


96779 


FIGURE 238. FIXTURES-CONTINUED 


2-554 Change 21 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PWA 53658 


PWA 53658-7 
PWA 53658-5 
PWA 53658-6 
PWA 53658-9 
PWA 53658-10 


PWA 53658-13 
PWA 53658-12 


PWA 53658-14 
PWA 53658-11 
37302 


PWA 53658-18 
38323 


PWA 53658-2 
PWA 53658-3 
PWA 53658-4 
PWA 53658-16 
PWA 53658-15 
PWA 53658-1 
PWA 71462 


PWA 70794 


FIXTURES-CONTINUED 
FIXTURE-CONSTRAINT, 5TH STAGE 

COMPRESSOR DISK (REAR) 

FOR DEPOT LEVEL USE ONLY 


. SCREW-SOCKET HD 


. SCREW-SOCKET SET 
. PIN-DOWEL 
. PIN-DOWEL 


0.3125 DIA X 2.50 IN. LONG 


. SCREW-SOCKET SET 
. PIN-DOWEL 


0.3125 DIA X 1.50 IN. LONG 


` WASHER-ASSY. SWING С 


P&WA PART NO. PWA 53658-8 


P&WA PART МО. PWA 53658-17 


. SCREW-SOCKET HD 
. PIN-DOWEL 


о о оо O> о о ооо о № 


FIXTURE-HOLDING, 8TH STAGE COMPRESSOR .... 
BLADE 
FOR DEPOT LEVEL USE ONLY 
FIXTURE-MACHINING, COMPRESSOR STATOR 
SEGMENT, 7TH STAGE ASSY OF 


Change 23 


2-555 


T.O. 2J-F100-94 


INDEX 1 PWA 71397 INDEX 2 PWA 57938 


INDEX 3 PWA 57937 INDEX 4 PWA 56751 


104979 


FIGURE 239. FIXTURES-CONTINUED 


2-556 Change 26 


эл? 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 71397 


PWA 57938 


PWA 57937 


PWA 56751 


T.O. 2J-F100-94 


UNITS| USABLE 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-PRESSURE TEST, NO. 4 BEARING 
INTERNAL SCAVENGE TUBE 
FOR DEPOT LEVEL USE ONLY 
FIXTURE-LIFTING, REAR COMPRESSOR ROTOR ... 
AND STATOR FRONT HUB 
SUPERSEDES PWA 51371 
FIXTURE-LIFTING, REAR COMPRESSOR ROTOR ... 
AND STATOR REAR HUB 
FOR DEPOT LEVEL USE ONLY 
REPLACES PWA 51298 
FIXTURE-VACUUM, NO. 4 BEARING FRONT 
CARBON SEAL 


ON 
CODE 


Change 26 


2-557 


T.O. 2J-F100-94 


INDEX 1 PWA 57934 INDEX 2 PWA 71763 


INDEX 4 PWA 57946 


INDEX 5 PWA 56820 


110156 


FIGURE 240. FIXTURES-CONTINUED 


2-558 Change 29 


эл? 


Т.О. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 

PWA 57934 FIXTURE-BRUSH AND SEAL SUPPORT ASSY LPT .. 
4TH STAGE REMOVE AND INSTALL 

PWA 71763 FIXTURE-MACHINE, NO. 3 BEARING SEAL 
SUPPORT 

PWA 57945 FIXTURE-CONSTRAINT, 2ND STAGE 
COMPRESSOR DISK, FRONT 
FOR DEPOT LEVEL USE ONLY 

PWA 57946 FIXTURE-CONSTRAINT, 2ND STAGE 
COMPRESSOR DISK, REAR 
FOR DEPOT LEVEL USE ONLY 

PWA 56820 FIXTURE-OIL PRESSURE, MAIN OIL PRESSURE .... 
TRANSMITTER 


Change 29 2-559 


T.O. 2J-F100-94 


INDEX 2 PWA 71560 


INDEX 1 PWA 71578 


INDEX 4 PWA 71613 


INDEX 3 PWA 71577 


INDEX 6 PWA 71615 


INDEX 5 PWA 71614 


101567 


FIXTURES-CONTINUED 


FIGURE 241. 


Change 24 


2-560 


тотто 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 
PWA 71578 FIXTURE-MACHINE, COMBUSTION CHAMBER, 
INNER ASSY 
FOR DEPOT LEVEL USE ONLY 
PWA 71560 FIXTURE-MACHINE, SUPPORT AUGMENTOR 
NOZZLE 
FOR DEPOT LEVEL USE ONLY 
PWA 71577 FIXTURE-MACHINE, COMBUSTION CHAMBER, 
INNER ASSY, FWD FACE 
FOR DEPOT LEVEL USE ONLY 
PWA 71613 FIXTURE-CHECK, COMBUSTION CHAMBER 
FOR DEPOT LEVEL USE ONLY 
REPLACES PWA 70994 
PWA 71614 FIXTURE-DRILL, COMBUSTION CHAMBER 
FOR DEPOT LEVEL USE ONLY 
REPLACES PWA 70995 
PWA 71615 FIXTURE-STRESS RELIEVE, COMBUSTION 
CHAMBER 
FOR DEPOT LEVEL USE ONLY 
REPLACES PWA 70996 


Change 24 2-561 


T.O. 2J-F100-94 


| | 
| 
— 4— ~ 
Le оо 
= та 
10 —@. 
8 — (> 
ar 
| 7 
| 
15 
a 
с 


ë INDEX 31 PWA 71116 
q cl INDEX 32 PWA 71121 


jk 


= е 
35 


(E INDEX 33 PWA 71122 777 


FIGURE 242. FIXTURES-CONTINUED 


2-562 Change 16 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57206 
PWA 57206-3 
MS51021-32 
PWA 57206-9 
PWA 57206-6 
MS51021-72 
CL-51618-SKS 


PWA 57206-7 
CL-35-SHS 


CL-3816-TSKS 


MS16996-11 
90107A011 


CL-1032-SKS 
CL-51618-SKS 
PWA 57206-24 
72134 


AN960-516 
90145A434 


PWA 57206-25 


MS51021-72 
CL-51618-SKS 


PWA 57206-7 
PWA 57206-5 
CL-35-SHS 
CL-3816-TSKS 


PWA 57206-20 
CL-42-KA-5-13-L 


MS35206-228 
PWA 57206-1 
PWA 71116 


PWA 71121 


PWA 71122 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-WELD, BOSS, INTERMEDIATE 
FOR DEPOT LEVEL USE ONLY 


. INSERT-THREADED 


P&WA PART NO. PWA 57206-19 


. SCREW-SWIVEL HEAD 


P&WA PART NO. PWA 57206-10 


. INSERT-THREADED 


P&WA PART NO. PWA 57206-8 


` WASHER-FLAT 


P&WA PART NO. PWA 57206-14 


. INSERT-THREADED 


P&WA PART NO. PWA 57206-18 


. INSERT-THREADED 


P&WA PART NO. PWA 57206-19 


. BASE ASSY 


REPLACES PWA 57206-2 


. SCREW-CAP, SOCKET HEAD (AP) 


P&WA PART NO. PWA 57206-11 


. WASHER 
. PIN-DOWEL 


P&WA PART NO. PWA 57206-17 


REPLACES PWA 57206-4 


. SETSCREW 
. INSERT-THREADED 


P&WA PART NO. PWA 57206-19 


. SCREW-SWIVEL HEAD 

P&WA PART NO. PWA 57206-10 
. INSERT-THREADED 

P&WA PART NO. PWA 57206-8 
. CLAMP ASSY 
. CABLE ASSY 

P&WA PART NO. PWA 57206-22 


FIXTURE-SHOTPEEN, DISK AND HUB 
COMPRESSOR, 6TH STAGE, ASSY OF 
FOR DEPOT LEVEL USE ONLY 

FIXTURE-HOLDING, DISK AND HUB 
COMPRESSOR, 6TH STAGE, ASSY OF 
FOR DEPOT LEVEL USE ONLY 

FIXTURE-INSTALLER, DISK AND HUB 
COMPRESSOR, 6TH STAGE, ASSY OF 
FOR DEPOT LEVEL USE ONLY 


USABLE 
ON 
CODE 


Change 16 


2-563 


T.O. 2J-F100-94 


INDEX 1 PWA 53669 INDEX 2 PWA 53668 


INDEX 6 PWA 70762 
INDEX 5 PWA 70707 


98741 


FIGURE 243. FIXTURES-CONTINUED 


2-564 Change 23 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 


NUMBER 


PWA 53669 


PWA 53668 


PWA 53667 


PWA 53667-9 


MS15795-812 
PWA 53667-8 
PWA 53667-6 


MS15795-814 
PWA 53667-4 
DELRIN#150 


MS16995-84 
PWA 53667-3 
NAS607-6-12 
PWA 53667-1 
PWA 70705 


PWA 70707 


PWA 70762 


DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-CONSTRAINT, 8TH STAGE 

COMPRESSOR DISK, FRONT 

FOR DEPOT LEVEL USE ONLY 
FIXTURE-CONSTRAINT, 7TH STAGE 

COMPRESSOR DISK 

FOR DEPOT LEVEL USE ONLY 
FIXTURE-CONSTRAINT, 6TH STAGE 

COMPRESSOR DISK AND HUB, REAR 

FOR DEPOT LEVEL USE ONLY 


. SCREW-HEX HD CAP 


MAKE FROM MS35307-341, MFD BY 96906 


` SCREW-HEX HD САР 


MAKE FROM MS35307-369, MFD BY 96906 


FIXTURE-PLASMA SPRAY, 2ND STAGE 
COMPRESSOR DISK AND HUB 

FIXTURE-PLASMA SPRAY, 3RD STAGE 
COMPRESSOR DISK 

FIXTURE-PLASMA SPRAY, RCVV SYNC ARM 


CODE 


Change 24 


2-565 


T.O. 2J-F100-94 


INDEX 4 PWA 70763 


INDEX 5 PWA 70834 INDEX 6 PWA 70727 


FIGURE 244. FIXTURES-CONTINUED 


2-566 Change 23 


эл? 


эээ? 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53673 


MS16995-50 
PWA 53673-21 
1/2-13X6LONG 


1/2-13X5LONG 


MS35691-35 
37302 


NAS607-4-6 
MS51031-105 
PWA 53673-13 


NAS607-3-6 
MS16995-57 
PWA 53673-18 
PWA 53673-15 
PWA 53673-17 
MS16995-83 
NAS607-6-12 
PWA 53673-8 
MS16995-85 
PWA 53673-2 
MS16995-87 
PWA 53673-16 
PWA 53673-1 
PWA 53672 


PWA 53671 


PWA 53671-23 
PWA 53671-22 
1/2- 
13X51/2LONG 
1/2-13X4LONG 
PWA 53671-4 
37302 

PWA 53671-9 
PWA 53671-20 


PWA 53671-21 
PWA 53671-17 


PWA 53671-16 


PWA 53671-10 
PWA 53671-12 
PWA 53671-14 
PWA 53671-11 
PWA 53671-19 


PWA 53671-18 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 


FIXTURE-CONSTRAINT, ЭТН STAGE 


COMPRESSOR DISK, REAR 
FOR DEPOT LEVEL USE ONLY 


` WASHER-ASSY, SWING С 


P&WA PART МО. PWA 53673-10 


. PIN-DOWEL 


0.375 DIA X 3.5 IN. LONG, STEEL 


. PIN-DOWEL 


'FIXTURE-CONSTRAINT, 9TH STAGE 


COMPRESSOR DISK, FRONT 
FOR DEPOT LEVEL USE ONLV 


FIXTURE-CONSTRAINT, 8TH STAGE 


COMPRESSOR DISK, REAR 
FOR DEPOT LEVEL USE ONLV 


. SCREW-SOCKET HD САР 


0.25-20 X 0.75 IN. LONG, STEEL 


P&WA PART NO. PWA 53671-13 


. NUT-FINISHED HEX JAM 


0.5-13 STD, STEEL 


. WASHER-ASSV, SWING G 


P&WA PART NO. PWA 53671-15 


. PIN-DOWEL 


0.25 DIA X 1 IN. LONG, STEEL 


. SCREW-SOCKET SET, FLAT PT 


0.25-20 X 0.25 IN. LONG 


. PIN-DOWEL 
. PIN-DOWEL 


0.1875 DIA X 0.75 IN. LONG, STEEL 


. SCREW-SOCKET HD САР 


10-24 X 0.625 IN. LONG, STEEL 


. SCREW-SOCKET HD САР 
0.375-16 X 1.5 IN. LONG, STEEL 
. PIN-DOWEL 

0.375 DIA X 1.5 IN. LONG 


Change 23 


USABLE 
ON 
CODE 


2-566.1 


222222522 


Т.О. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-566.2 


PART 
NUMBER 


PWA 53671-8 
PWA 53671-3 


PWA 53671-7 
PWA 53671-5 


PWA 53671-6 
PWA 53671-1 
PWA 70763 


PWA 70834 
PWA 70727 


Change 23 


UNITS 
PER 
DESCRIPTION ASSY 


. SCREW-SOCKET HD CAP 


0.375-16 X 1.25 IN. LONG, STEEL 


` SCREW-SOCKET HD CAP 
0.375-16 X 1.75 IN. LONG, STEEL 


`FIXTURE-MACHINING, RCVV SYNC ARM 


FOR DEPOT LEVEL USE ONLY 
FIXTURE-DRILL, INLET STAGE SYNC RING 
FIXTURE-HARDNESS INSPECTION, 8TH STAGE .... 
COMPRESSOR STATOR (-220) 
FOR DEPOT LEVEL USE ONLY 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 2 PWA 53679 


a —} 


INDEX 3 PWA 53678 


98743 


FIGURE 245. FIXTURES-CONTINUED 


(SHEET 1 OF 2) 


Change 23 


(2-567 Blank)/2-568 


T.O. 2J-F100-94 


INDEX 4 PWA 57420 


98744 


FIGURE 245. FIXTURES-CONTINUED 
(SHEET 2 OF 2) 


Change 23 2-568.1 


JJ DD DD DD DD DDD DD 2, 2, U D VU UV D D U U D D DU DU IIIA 


эл? 


Т.О. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-568.2 


PART 
NUMBER 


PWA 53680 


PWA 53680-9 


PWA 53680-10 
1/2- 
13X51/2LONG 
1/2- 
13X41/2LONG 
PWA 53680-6 


37302 

PWA 53680-19 
PWA 53680-11 
PWA 53680-13 
PWA 53680-14 
PWA 53680-12 
PWA 53680-15 
PWA 53680-18 
PWA 53680-20 
PWA 53680-22 
PWA 53680-21 


PWA 53680-8 
PWA 53680-3 


PWA 53680-2 
PWA 53680-5 


PWA 53680-4 
PWA 53680-1 
PWA 53679 


MS16995-50 
PWA 53679-19 
1/2-13X6LONG 


1/2-13X5LONG 


MS35691-35 
37302 


MS9390-300 
MS51045-49 
PWA 53679-20 
MS9390-320 


Change 23 


ОМІТ | USABLE 


PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 

FIXTURE-CONSTRAINT, 10TH AND 12TH STAGES .. 
COMPRESSOR DISK, REAR 
FOR DEPOT LEVEL USE ONLY 


. SCREW-SOCKET HD CAP 


0.25-20 X 0.625 IN. LONG, STEEL 


P&WA PART NO. PWA 53680-16 


. NUT-FINISHED HEX JAM 


0.5-13 STD 


. WASHER-ASSY, SWING C 


P&WA PART NO. PWA 53680-17 


. SCREW-SOCKET SET, FLAT PT 


10-24 X 0.25 IN. LONG, STEEL 


. PIN-DOWEL 


0.375 DIA X 3 IN. LONG, STEEL 


. PIN-DOWEL 


0.1875 DIA X 0.75 IN. LONG, STEEL 


. SCREW-SOCKET HD CAP 


10-24 X 0.5 IN. LONG, STEEL 


` SCREW-SOCKET HD CAP 


0.375-16 X 1.5 IN. LONG, STEEL 


. PIN-DOWEL 


0.375 DIA X 1.5 IN. LONG, STEEL 


. SCREW-SOCKET HD CAP 


0.375-16 X 1.25 IN. LONG, STEEL 


` SCREW-SOCKET HD CAP 


0.375-16 X 1.75 IN. LONG, STEEL 


'FIXTURE-CONSTRAINT, 11TH STAGE 
COMPRESSOR DISK, REAR 
FOR DEPOT LEVEL USE ONLY 


` WASHER-ASSY, SWING С 


P&WA PART NO. PWA 53679-18 


ON 
CODE 


Бе же ие не ие Низ Баз Баз Баз Баз Биз Баз Баз] 


J т ж, бао з биз Жаз Биз биз ао Биз йез биз Биз биз биз Биз биз баз шз йиз Йаз хо Баз u U DD xDDD 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


MS16995-37 
PWA 53679-9 
PWA 53679-11 
PWA 53679-12 
PWA 53679-13 
MS16995-83 
MS9390-730 
PWA 53679-7 
MS16995-85 
PWA 53679-6 
MS16995-86 
PWA 53679-5 
PWA 53679-1 
PWA 53678 


PWA 53678-20 


PWA 53678-21 
1/2-13X6LONG 


1/2-13X5LONG 
PWA 53678-4 
37302 

PWA 53678-8 
PWA 53678-22 


PWA 53678-19 
PWA 53678-17 


PWA 53678-16 


PWA 53678-9 

PWA 53678-11 
PWA 53678-13 
PWA 53678-12 
PWA 53678-14 


PWA 53678-15 


PWA 53678-7 
PWA 53678-10 


PWA 53678-6 
PWA 53678-5 
PWA 53678-1 
PWA 57420 


PWA 57420-38 
4511-100-58N 


MS51957-41 
CL-2500-SHR-1 


'FIXTURE-CONSTRAINT, 11TH STAGE 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


ро PR 00 0) ~ PR — 00) 


COMPRESSOR DISK, FRONT 
FOR DEPOT LEVEL USE ONLY 


P&WA PART МО. PWA 53678-3 


. NUT-FINISHED HEX JAM 


0.5-13 STD, STEEL 


. WASHER-ASSY, SWING С 


P&WA PART NO. PWA 53678-18 


0.1875 DIA X 0.5 IN. LONG, STEEL 


. SCREW-SOCKET SET, FLAT PT 


0.25-20 X 0.25 IN. LONG, STEEL 


0.1875 DIA X 0.75 IN. LONG, STEEL 


. SCREW-SOCKET HD CAP 


10-24 X 0.625 IN. LONG, STEEL 


` SCREW-SOCKET HD CAP 


0.375-16 X 1.5 IN. LONG, STEEL 


'FIXTURE-DRILL LAVOUT IGNITER BOSS FLAME .... 


HOLDER 
FOR DEPOT LEVEL USE ONLV 


. SCRIBE ASSY 
. CLIP-SPRING 


P&WA PART NO. PWA 57420-39 


. SCREW (AP) 
. RING-HOIST, SWIVEL 


P&WA PART NO. PWA 57420-15 


Change 23 2-569 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-570 


PART 
NUMBER 


PWA 57420-33 
MS16995-56 
PWA 57420-19 


MS16555-620 
MS9321-10 
PWA 57420-31 
PWA 57420-34 
MS16555-646 
PWA 57420-14 
MS16995-53 
MS16555-648 
29013 


PWA 57420-14-1 
PWA 57420-13 


PWA 57420-41 
LS-2 
PWA 57420-12 


PWA 57420-11 
MS35308-312 
MS9321-10 

MS16555-648 
PWA 57420-21 


MS16555-620 
CL-1420-TSJN 


PWA 57420-23 
PWA 57420-26 
MS16555-617 
PWA 57420-26 
MS16555-619 
PWA 57420-30 
PWA 57420-27 
PWA 57420-3 
MS16995-53 
MS16555-648 
PWA 57420-35 
PWA 57420-10 


MS16555-32 
PWA 57420-8 
MS16995-53 
MS16555-648 
PWA 57420-9 
MS16995-53 
SF-88-16 


LS-2 

PWA 57420-2 
MS35307-364 
MS9321-12 
MS16555-53 
CL-3816-SKS 


PWA 57420-1 


Change 23 


DESCRIPTION 


. BLOCK-SCRIBE 
. SCREW (AP) 


` ROD-THREADED 
` BLOCK-MOUNTING 


. BLOCK-MOUNTING, ASSY 
. SCREW (AP) 

. PIN (AP) 

.. BALL-TOOLING 


P&WA PART NO. PWA 57420-14-2 


MAKE FROM SF-88-16, MFD BY 80204 


. SCREW-LOCK 


P&WA PART NO. PWA 57420-24 


MAKE FROM HL-112-12, MFD BY 80204 
. GUIDE, DRILL 
. SCREW (AP) 


MAKE FROM PD1-21, MFD BY 29440 


. PIN (AP) 
. NUT-CHECK 


P&WA PART NO. PWA 57420-22 


. ROD-THREADED 

. PIN (AP) 

. ROD-THREADED 

. PIN (AP) 

. ROD-THREADED 

. COLLAR-THREADED 


. SCREW (АР) 
` PIN (AP) 
` PIN-ALIGNMENT 


MAKE FROM H-56-16, MFD BY 80204 


. PIN (AP) 
. BLOCK-ALIGNMENT 


P&WA PART МО. PWA 57420-25 


. SCREW-LOCK (AP) 


P&WA PART NO. PWA 57420-24 


P&WA PART МО. PWA 57420-32 


. PEDESTAL 


UNITS| USABLE 


PER 
ASSY 


СО D D D ~ 


1 
8 
8 
4 
4 
4 
4 
4 
8 
4 
2 
3 
1 
1 


= N — D N = № 


ON 
CODE 


T.O. 2J-F100-94 


INDEX 1 PWA 70408 INDEX 27 PWA 55311 


INDEX 31 PWA 55312 


8844 


FIGURE 246. FIXTURES-CONTINUED 


(2-571 Blank)/2-572 


эээ DJ DV DVD пп 222) 


зо 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 70408 


9000599-4S 


MS9314-04 
2021-2-3S 


2022-2-4S 


PWA 70408-1 
PWA 70408-2 
PWA 70408-11 
CL-2B-FSS-S 


CL-30-BSS-S 


PWA 70408-7 
MS16995-50 
CL-235-15 


MS5197-1 
CL-832208-FC 


CL-150-HTC 


PWA 70408-26 
MS16995-25 
3000-L40 


90291A537 


PWA 70408-14 
MS16995-52 
PWA 70408-13 
MS16995-50 
MS16555-48 
PWA 70408-16 
MDIC-21-6-5 


PWA 55311 


PWA 55311-1 
MS16995-53 
PWA 55311-2 
PWA 55312 


71405 


PWA 55312-11 
MS16995-58 
MS16555-48 
PWA 55312-4 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-PRESSURE CHECK FAN INLET CASE 

PS2 PRESSURE TUBE REPAIR 

FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 70408-4 


. ADAPTER ASSY 
. CAUTION SIGN ASSY 
. PAD-SEAL 


P&WA PART NO. PWA 70408-9 


. SCREW-SWIVEL 


P&WA PART NO. PWA 70408-8 


. BLOCK-PILLOW 


` SPINDLE 


P&WA PART NO. PWA 70408-18 


. SCREW (АР) 
. CONNECTOR 


P&WA PART NO. PWA 70408-15 


. SCREW-NYLON TIP SET 


P&WA PART NO. PWA 70408-27 


. CONTAINER 
P&WA PART NO. PWA 70408-24 
FIXTURE-STRESS RELIEVING NO.4 BEARING R/R .. 
AIR SEALING RING 
FOR DEPOT LEVEL USE ONLY 


FIXTURE-MILLING SLOTS МО. 4 BEARING R/R AIR.. 
SEALING RING 
FOR DEPOT LEVEL USE ONLY 


. CLAMP-HOOK 


P&WA PART NO. PWA 55312-15 


. BLOCK-SETTING 
. SCREW (AP) 


USABLE 
ON 
CODE 


Change 23 


2-573 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-574 


PART 
NUMBER 


MS16995-19 
MS16555-53 
PWA 55312-5 
MS16995-37 
PWA 55312-14 
MS16995-36 
60262 


60172 
8762K1 
L-144-34 


PWA 55312-2 
PWA 55312-6 
MS16995-52 
MS16555-49 
PWA 55312-10 
MS16995-66 
MS16555-53 
PWA 55312-1 


. SCREW (АР) 
. CAM PLUNGER 


DESCRIPTION 


P&WA PART NO. PWA 55312-16 


P&WA PART NO. PWA 55312-17 


. WIPER FELT 


UNITS 
PER 
ASSY 


1 
1 
8 
4 
1 
3 
1 
1 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 1 PWA 53681 


INDEX 4 PWA 55491 


INDEX 2 PWA 53702 
INDEX 3 PWA 53701 


INDEX 12 PWA 70479 


INDEX 11 PWA 70476 


INDEX 10 PWA 70475 


98745 


FIGURE 247. FIXTURES-CONTINUED 


Change 23 


(2-575 Blank)/2-576 


ол 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53681 


PWA 53681-23 


PWA 53681-22 
1/2- 

13X51/2LONG 
1/2-13X4LONG 


PWA 53681-3 
37302 

PWA 53681-9 
PWA 53681-20 


PWA 53681-21 
PWA 53681-17 


PWA 53681-15 


PWA 53681-10 
PWA 53681-13 
PWA 53681-12 
PWA 53681-14 
PWA 53681-19 


PWA 53681-18 


PWA 53681-8 
PWA 53681-6 


PWA 53681-7 
PWA 53681-11 


PWA 53681-5 
PWA 53681-1 
PWA 53702 


PWA 53701 


PWA 55491 


PWA 55491-3 
MS16555-52 
MS16555-42 
PWA 55491-6 
PWA 55491-7 
PWA 70475 
PWA 70476 
PWA 70479 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-CONSTRAINT, 12TH STAGE 

COMPRESSOR DISK, FRONT 

FOR DEPOT LEVEL USE ONLY 


. SCREW-SOCKET HD CAP 


0.25-20 X 0.75 IN. LONG, STEEL 


P&WA PART NO. PWA 53681-4 


. NUT-FINISHED НЕХ JAM 


0.5-13 STD, STEEL 


. WASHER-ASSY, SWING C 


P&WA PART NO. PWA 53681-16 


. PIN-DOWEL 


0.1875 DIA X 0.5 IN. LONG, STEEL 


. SCREW-SOCKET SET, FLAT P 


0.25-20 X 0.5 IN. LONG 


. PIN-DOWEL 
. PIN-DOWEL 


0.1875 DIA X 0.5 IN. LONG, STEEL 


. SCREW-SOCKET HD CAP 


10-24 X 0.625 IN. LONG, STEEL 


0.375-16 X 1.5 IN. LONG, STEEL 


. PIN-DOWEL 


0.375 DIA X 1.5 IN. LONG 


. SCREW-SOCKET HD CAP 


0.375-16 X 1.25 IN. LONG, STEEL 


` SCREW-SOCKET HD CAP 


0.375-16 X 1.75 IN. LONG, STEEL 


'FIXTURE-DRILL, 5TH STAGE COMPRESSOR 


STATOR SYNCHRONIZING RING 

FOR DEPOT LEVEL USE ONLY 
FIXTURE-DRILL, 4TH STAGE COMPRESSOR 

STATOR SYNCHRONIZING RING 

FOR DEPOT LEVEL USE ONLY 
FIXTURE-ADJUSTMENT, AUGMENTOR, SPRAY 

FUEL FLOW 


`АХТОВЕ-ТЕЗТ, 8TH STAGE DISK 
FIXTURE-TEST, 5TH STAGE DISK 
FIXTURE-TEST, 11TH AND 13TH STAGE DISK 


USABLE 
ON 
CODE 


Change 23 


2-577 


T.O. 2J-F100-94 


2 INDEX 4 PWA 55863 


INDEX 3 PWA 53682 2— 


INDEX 32 PWA 55864 «2 INDEX 33 РМА 55868 


FIGURE 248. FIXTURES-CONTINUED 


2-578 Change 21 


эээ? 


22222222522 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53684 


PWA 53683 


PWA 53682 


PWA 55863 
PWA 55863-27 


4521-75-100 


MS16555-46 
MS51029-36 
PWA 55863-17 
MS16995-67 
PWA 55863-3 
MS16995-64 
PWA 55863-15 
MS16555-54 
CL-25-SHS-N 


MS16955-65 
PWA 55863-7 
MS16555-43 
PWA 55863-10 
PWA 55863-2 
MS16555-31 
TH-227 


MS16555-20 
PWA 55863-20 
PWA 55863-24 
PWA 55863-23 
PWA 55863-22 
MS16995-66 
PWA 55863-25 
MS16555-53 
PWA 55863-1 
PWA 55864 
PWA 55868 
MS35307-306 
MS35691-3 
MS51981-50 
PWA 55868-7 
MS16995-50 
PWA 55868-2 
PWA 55868-3 
PWA 55868-4 
PWA 55868-5 
PWA 55868-1 


DESCRIPTION 


FIXTURES-CONTINUED 
FIXTURE-CONSTRAINT, 13TH STAGE 

COMPRESSOR DISK, REAR 

FOR DEPOT LEVEL USE ONLY 
FIXTURE-CONSTRAINT, 13TH STAGE 

COMPRESSOR DISK, FRONT 

FOR DEPOT LEVEL USE ONLY 
FIXTURE-CONSTRAINT, 10TH STAGE 

COMPRESSOR DISK, FRONT 

FOR DEPOT LEVEL USE ONLY 


FIXTURE-LOCATE AFP LOWER FRONT BRACKET... 
. SCREW-PAN HD 


0.138-32 X 0.38 IN. LONG 


. CLIP-SPRING 


P&WA PART NO. PWA 55863-26 


` SCREW-SWIVEL HD 


P&WA PART NO. PWA 55863-6 


` HANDLE-TORQUE 
P&WA PART NO. PWA 55863-19 


`FIXTURE-LOCATE AFP UPPER BRACKET ON DUCT. 


FIXTURE-DRILL BRACKET MOUNT HOLES 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


№ бо -а = Од ск å å N 


22 а то 9 


за а а ГО фон на а га нА 


USABLE 
ON 
CODE 


Change 21 


2-579 


T.O. 2J-F100-94 


NX aj 
Ç INDEX 2 PWA 53700 


INDEX 1 PWA 53705 


INDEX 3 PWA 53708 


INDEX 5 PWA 70288 INDEX 6 PWA 70289 


98746 


FIGURE 249. FIXTURES-CONTINUED 


2-580 Change 23 


DDD 


эээ 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53705 


PWA 53705-3 
PWA 53705-1 
PWA 53700 


PWA 53700-9 
PWA 53700-4 
MS16995-67 
MS35307-341 
SCA500 
25903 


PWA 53700-2 
PWA 53700-7 


PWA 53700-1 
PWA 53708 
PWA 70621 
PWA 70288 


PWA 70289 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 

FIXTURE-TEST STRIP, 2ND STAGE COMPRESSOR . 
DISK AND HUB BLADE SLOT, SHOTPEENING 
FOR DEPOT LEVEL USE ONLY 


. SCREW-MACHINE, ROUND HD SLOTTED 


10-24 X 0.25 IN. LONG, STEEL 


. FIXTURE ASSY 


FIXTURE-DRILL, REAR COMPRESSOR STATOR 
INLET SYNCHRONIZING RING 
FOR DEPOT LEVEL USE ONLY 


. BUSHING-HEAD 


` HOOK CLAMP ASSY 


P&WA PART NO. PWA 53700-5 


` PIN-DOWEL 
0.3125 DIA X 1.25 IN. LONG, STEEL 


`FIXTURE-SHOTPEEN, 2ND STAGE COMPRESSOR .. 


DISK AND HUB BLADE SLOT ROOT 
FOR DEPOT LEVEL USE ONLY 
FIXTURE-STRESS RELIEF, ANTI-ICING CONE 
FOR DEPOT LEVEL USE ONLY 
FIXTURE-MACHINING, CASE, FAN, 1ST STAGE 
FOR DEPOT LEVEL USE ONLY 
FIXTURE-EB WELD, CASE, FAN, 1ST STAGE 
FOR DEPOT LEVEL USE ONLY 


USABLE 
ON 
CODE 


Change 23 


2-581 


T.O. 2J-F100-94 


INDEX 1 PWA 53709 є INDEX 2 PWA 53727 


INDEX 4 PWA 70315 


INDEX 5 PWA 70319 ІМОЕХ 6 РІМА 70320 


98747 


FIGURE 250. FIXTURES-CONTINUED 


2-582 Change 23 


DDD 


эл 


эл? 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53709 


PWA 53709-3 


PWA 53709-1 
PWA 53727 


PWA 53727-2 


PWA 53727-3 
PWA 53727-12 
PWA 53727-9 


PWA 53727-8 
PWA 53727-11 
PWA 53727-7 


PWA 53727-6 


PWA 53727-5 
PWA 53727-13 


PWA 53727-10 
PWA 53727-15 


PWA 53727-4 
PWA 53727-17 


PWA 53727-14 
CL-1-FK 


PWA 53727-16 
PWA 53727-1 
PWA 53728 


MS16555-6 
PWA 53728-16 
MS16555-27 
16307 


PWA 53728-14 
MS16995-52 
PWA 53728-3 
PWA 53728-10 


NAS607-5-10 
PWA 53728-11 
MS16995-53 
MS16995-50 
NAS607-4-8 
PWA 53728-7 
NAS607-4-10 
PWA 53728-2 
PWA 53728-1 
PWA 70315 


PWA 70319 


PWA 70320 


DESCRIPTION 


FIXTURES-CONTINUED 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 


ASSY CODE 


FIXTURE-TEST STRIP, ЗАО STAGE COMPRESSOR . 


DISK BLADE SLOT SHOT PEENING 
FOR DEPOT LEVEL USE ONLY 


. SCREW-MACHINE, ROUND HD SLOTTED 


10-24 X 0.25 IN. LONG, STEEL 


. FIXTURE ASSY 


FIXTURE-GRIND, VANE TURBINE STATOR 2ND 
STAGE BUTTRESS, OD AND ID 
FOR DEPOT LEVEL USE ONLY 


. PIN-DOWEL 


0.0625 DIA X 0.375 IN. LONG, STEEL 


. SCREW-SOCKET HD CAP 


0.1563-18 X 1.25 IN. LONG, STEEL 


. SCREW-SOCKET HD CAP 


0.3125-18 X 2.25 IN. LONG, STEEL 


. PIN-DOWEL 


0.3125 DIA X 1.25 IN. LONG, STEEL 


` SCREW-SOCKET HD CAP 


0.25-20 X 1 IN. LONG, STEEL 


. SCREW-SOCKET HD CAP 


0.25-20 X 0.75 IN. LONG, STEEL 


. PIN-DOWEL 


0.25 DIA X 1 IN. LONG, STEEL 


` PIN-DOWEL 


0.25 DIA X 1.25 IN. LONG, STEEL 


. SCREW-SOCKET HD CAP 


0.25-20 X 3 IN. LONG, STEEL 


. KEY-FIXTURE 


P&WA PART МО. PWA 53727-18 


'FIXTURE-GRIND, VANE TURBINE STATOR 2ND 
STAGE ID, BUTTRESS FOOT 
FOR DEPOT LEVEL USE ONLV 


` HANDKNOB 


P&WA PART NO. PWA 53728-6 


` SCREW-SOCKET HD САР 


0.3125-18 X 3 IN. LONG, STEEL 


. PIN-DOWEL 
. LOCATOR 


` LOCATOR 
` BASE ASSY 
FIXTURE-HEAT TREAT, CASE, FAN, 1ST STAGE... 


FOR DEPOT LEVEL USE ONLY 
FIXTURE-DRILL, CASE, FAN 1ST STAGE 

FOR DEPOT LEVEL USE ONLY 
FIXTURE-MACHINING, CASE, FAN, 1ST STAGE 

FOR DEPOT LEVEL USE ONLY 


Ad ць Т 


orn 


өй Sk о AAR = NO 


Change 23 


ON 


2-583 


T.O. 2J-F100-94 


INDEX 1 PWA 57281 


13 


INDEX 12 PWA 70261 7 INDEX 24 PWA 71492 


FIGURE 251. FIXTURES-CONTINUED 


76783 


2-584 Change 15 


7777 D DV 


DUD ор DDD DI DDD 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57281 
CL-22-KA-80-LR 


MS16555-53 
PWA 57281-11 
MS16995-40 
PWA 57281-5 
MS16555-41 
PWA 57281-4 
MS51023-132 
MS9359-11 
PWA 57281-1 
PWA 70261 


PWA 70261-3 
PWA 70261-4 
PWA 70261-9 
32306 

PWA 70261-7 
PWA 70261-6 
PWA 70261-8 
HC-56-28 
PWA 70261-1 
PWA 70261-10 
UPC520H6RC2 


PWA 71492 


'FIXTURE-REAM, ITM CASE, ENGINE MOUNT 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 
FIXTURE-INSTALLING, 67 BOLTS DIFFUSER CASE.. 
FOR DEPOT LEVEL USE ONLY 


. CABLE ASSY 


P&WA PART МО. PWA 57281-10 


а — 0) KOOND — Ry. а 


BUSHING 


. SCREW-CLAMP 
. WASHER 
. PIN-DIAMOND 


MAKE FROM CL-2-DP, MFD BY 99862 


. KNOB-TORQUE 


P&WA PART NO. PWA 70261-5 


. SLIDE-ADJUSTMENT 


MAKE FROM CL-2-RP, MFD BY 99862 


. BUSHING-REAMER 


P&WA PART NO. PWA 70261-2 


. PLATE-BUSHING 
. REAMER-HAND 
. BOX-STORAGE 


P&WA PART NO. PWA 70261-11 
FIXTURE-INSPECTION, NO. 4 BRG AIR SUPPLY .... 
TUBE ASSY 
FOR DEPOT LEVEL USE ONLY 


Change 23 2-585 


T.O. 2J-F100-94 


INDEX 19 PWA 53781 


98748 


FIGURE 252. FIXTURES-CONTINUED 


2-586 Change 23 


DUD DD > 


2222222 


=== 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53730 


CL-10-HK-2 


MS9390-440 
CL-00-SB 


CL-1-SS 


PWA 53730-8 
MS16555-50 
PWA 53730-7 
MS16995-38 
PWA 53730-6 
MS9390-300 
PWA 53730-13 


MS15795-810 
PWA 53730-3 
CL-1420-KS 
CL-2-SCB 

PWA 53730-1 
PWA 53745 
CL-43-KA-8-5-R 


PWA 53745-2 
CL-43-KA-14-5-R 


PWA 53745-3 
PWA 53745-1 
PWA 53781 

PWA 53781-2 


PWA 53781-1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 

FIXTURE-HOLDING, DUAL ELECTRICAL SENSING .. 
CABLE 
FOR DEPOT LEVEL USE ONLY 


. KNOB-HAND 


P&WA PART NO. PWA 53730-10 


P&WA PART NO. PWA 53730-11 


. SCREW-SHOULDER 


P&WA PART NO. PWA 53730-9 


` HAND KNOB ASSY 


MAKE FROM CL-2-HK2T, MFD BY 99862 


P&WA PART NO. PWA 53730-15 


. BALL-CONSTRUCTION 


P&WA PART NO. PWA 53730-16 


`FIXTURE-WELDING, COMBUSTION CHAMBER 


BRACKET 
FOR DEPOT LEVEL USE ONLY 


. CABLE ASSY 


P&WA PART NO. PWA 53745-4 


. ТЕЕ PIN ASSY 
. CABLE ASSY 


P&WA PART NO. PWA 53745-5 


. ТЕЕ PIN ASSY 


FIXTURE-TEST STRIP, 3RD STAGE COMPRESSOR . 
DISK BLADE SLOT SHOT PEENING 
FOR DEPOT LEVEL USE ONLY 

. SCREW-ROUND HD SLOTTED MACHINE 
10-24 X 0.375 IN. LONG, STEEL 

. FIXTURE ASSY 


USABLE 
ON 
CODE 


Change 23 


2-587 


T.O. 2J-F100-94 


2-588 


Change 23 


INDEX 3 PWA 53802 
FIGURE 253. FIXTURES-CONTINUED 


DID u D D DT D D U D DU DD D D LU 


эээ 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53752 


MS16995-39 
PWA 53752-11 
PWA 53752-13 
NAS-607-2-4 
PWA 53752-16 


PWA 53752-14 
MS16995-67 
NAS607-5-10 
PWA 53752-12 
PWA 53752-2 


41104 


PWA 53752-5 
34502 


MS35289-34 
PWA 53752-6 
PWA 53752-1 
PWA 53754 


MS16995-39 
PWA 53754-13 
PWA 53754-15 
MS9390-180 
PWA 53754-8 


PWA 53754-16 
MS16997-81 
MS9390-600 
PWA 53754-12 
PWA 53754-6 


41104 
34502 


PWA 53754-4 
MS35289-40 
PWA 53754-7 
PWA 53754-1 
PWA 53802 


MS16995-38 
PWA 53802-9 
215-U 


MS51971-3 
MS9321-12 
PWA 53802-13 
PWA 53802-14 
FB-810-10 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 

FIXTURE-HOLDING, POST REPLACEMENT ZONE 3 . 
AUGMENTOR SPRAY MANIFOLD 
FOR DEPOT LEVEL USE ONLY 


. KNOB-HAND 


MAKE FROM 16307, MFD BY 94882 


` KNOB-HAND 


MAKE FROM 16308, MFD BY 94882 


. WASHER 


P&WA PART NO. PWA 53752-4 


. CLAMP ASSY 
. SCREW-QUARTER TURN 


P&WA PART МО. PWA 53752-7 


`FIXTURE-HOLDING, POST REPLACEMENT ZONE 5 . 


AUGMENTOR SPRAY MANIFOLD 
FOR DEPOT LEVEL USE ONLY 


` KNOB-HAND 


MAKE FROM 16307, MFD BY 94882 


` KNOB-HAND 


MAKE FROM 16308, MFD BY 94882 


. WASHER 


P&WA PART NO. PWA 53754-9 


. SCREW-QUARTER TURN 


P&WA PART NO. PWA 53754-3 


. CLAMP ASSY 


`FIXTURE-4TH STAGE COMPRESSOR CASE VANE .. 
BEARING, DISASSY 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 53802-12 


Change 23 


ON 
CODE 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PWA 53802-10 
PWA 53802-11 
AN960-C816 
MS51975-35 
MS90728-61 
PWA 53802-2 
43172 . NUT-T 
P&WA PART NO. PWA 53802-22 


+ D + D ND DB 


AN515-10-8 
PWA 53802-7 
PWA 53802-6 
MS9390-320 
MS9390-440 
MS16995-50 
PWA 53802-5 
PWA 53802-1 


== 5 N N = — + 


2-588.2 Change 23 


T.O. 2J-F100-94 


43 41 42 
INDEX 21 PWA 53804 


INDEX 44 PWA 53805 


13515 


FIGURE 254. FIXTURES-CONTINUED 


(2-589 Blank)/2-590 Change 23 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53803 


MS16995-66 
NAS607-5-8 
PWA 53803-5 
PWA 53803-19 
AN515C-4-3 
PWA 53803-18 
MS90728-34 
MS9321-11 
PWA 53803-13 
MS21316-34 
NAS607-2-14 
PWA 53803-7 
PWA 53803-8 
LC-042E-15SS 


PWA 53803-10 
MS51981-82 
PWA 53803-2 
PWA 53803-9 
PWA 53803-1 
PWA 53804 


MS16995-38 
PWA 53804-10 
215-U 


MS51971-3 
MS9321-12 
PWA 53804-14 
PWA 53804-15 
FB-810-10 


PWA 53804-11 
PWA 53804-12 
MS9549-14 
MS51975-35 
MS90728-61 
PWA 53804-3 
43301 


AN515C10-8 
PWA 53804-8 
MS9390-440 
PWA 53804-7 
MS16995-50 
PWA 53804-6 
PWA 53804-2 


DESCRIPTION 


FIXTURES-CONTINUED 


FIXTURE-4TH STAGE COMPRESSOR CASE VANE .. 


BEARING ASSY 
FOR DEPOT LEVEL USE ONLY 


` PIN-DOWEL 
` PIN-DIAMOND 


`FIXTURE-5TH STAGE COMPRESSOR CASE VANE .. 


BEARING DISASSY 
FOR DEPOT LEVEL USE ONLY 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


Aa а << omk а = До Ny = = со со 


Add ——— 


N М o 


+ D 8 D N D + D D ND б № 


ЕЕ АР RAL 


USABLE 
ON 
CODE 


2-591 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PWA 53805 FIXTURE-5TH STAGE COMPRESSOR CASE VANE .. 
BEARING ASSY 
FOR DEPOT LEVEL USE ONLY 
MS16995-66 
MS9390-580 
PWA 53805-6 
PWA 53805-11 
MS90728-34 
MS9321-11 
PWA 53805-3 
MS21316-34 
PWA 53805-14 
AN515C4-3 
PWA 53805-12 : 
МА5607-2-14 . PIN-DOWEL 
PWA 53805-8 . PIN-DIAMOND 
LC-042E-15SS . SPRING 
P&WA PART NO. PWA 53805-17 
PWA 53805-9 . BUSHING 
PWA 53805-10 . LOCATOR 
MS51981-82 . SETSCREW 
PWA 53805-2 
PWA 53805-1 


ааа До Го koi i i на å — 00 со 


Ad а а 


2-592 


T.O. 2J-F100-94 


INDEX 2 PWA 53895 


d 


INDEX 27 PWA 71295 


FIGURE 255. FIXTURES-CONTINUED 


(2-593 Blank)/2-594 Change 23 


98750 


2222222502 


222222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53808 
37303 


PWA 53808-6 
MS35691-49 
PWA 53808-4 
MS16997-100 
14949 


PWA 53808-1 
PWA 53895 


MS35307-407 
MS15795-819 
PWA 53895-19 
MS35307-360 
MS9321-12 
PWA 53895-31 


PWA 53895-31-5 
TL-710-4-27-3/4 


.375/.187SIZE3/8 
.250/.125SIZE1/4 


PWA 53895-26 
MS 16555-53 
MS 16555-29 
CL5B-SHS 


MS16995-29 

PWA 53895-17 
PWA 53895-12 
PWA 53895-27 
MS16995-66 

PWA 53895-33 
PWA 53895-32 
PWA 53895-38 


PWA 53895-38-8 
PWA 53895-38-12 
MS18211-115F 
MS18211-113F 
MS18211-112F 
PWA 53895-42 


CL-23-KA-6.0-LR 
PWA 53895-42-3 


PWA 71295 


DESCRIPTION 


FIXTURES-CONTINUED 
FIXTURE-MACHINING, 1ST STAGE TURBINE 
BLADE FRONT RETAINING PLATE 


. WASHER-SWING C ASSY 


P&WA PART NO. PWA 53808-7 


P&WA PART NO. PWA 53808-2 


. PLATE-BASE 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


FIXTURE-HANDLING, UNIFIED FUEL CONTROL, .... 


BACKUP CONTROL 
SUPERSEDES PWA 51543 


` BRACKET ASSY 


PARTIAL BREAKDOWN FOLLOWS 


P&WA PART NO. PWA 53895-37 


. TUBINE-SHRINKABLE 


P&WA PART NO. PWA 53895-29 


. TUBING-SHRINKABLE 


P&WA PART NO. PWA 53895-28 


` BRACKET ASSY 
` BRACKET ASSY 
` SUPPORT ASSY 


PARTIAL BREAKDOWN FOLLOWS 


| ADAPTER-DEAD LOAD 


PARTIAL BREAKDOWN FOLLOWS 


.. CABLE ASSY 


P&WA PART NO. PWA 53895-42-2 


.. PIN-QUICK RELEASE 


MAKE FROM MS17984C811, MFD BY 96906 
FIXTURE-DRILL, NO. 1 BRG HOUSING PIN 
REPLACEMENT 


> > 
D D мг 


1 
1 
2 
2 


аа = со = — по BR 


ROR 


Change 23 


USABLE 


ON 


CODE 


2-595 


T.O. 2J-F100-94 


o 
tO 
с 
tO 
15 
< 
= 
а 
LO 
LO 
>< 
üi 
A 
= 


INDEX 1 PWA 53844 


INDEX 25 PWA 71589 


INDEX 24 PWA 71567 


INDEX 26 PWA 71591 


Es” 


FIGURE 256. FIXTURES-CONTINUED 


Change 25 


2-596 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53844 


FNC-5 
SCW-2 


PWA 53844-9 
MS16995-65 
MS51975-4 
PWA 53844-3 
MS16995-36 
GC-1 


V-2 


PWA 53844-8 

PWA 53844-11 
PWA 53844-4 

PWA 53844-1 

PWA 55359 


CL-1-F 
CL-1-C-6 
CL-1-TP 
CL-16725 
CL-147 

PWA 55359-5 
PWA 55359-8 
PWA 55359-1 
PWA 71567 


PWA 71589 
PWA 71591 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 

FIXTURE-MACHINING, NO. 3 BEARING SEAL SNAP . 
DIAMETER REPAIR 
FOR DEPOT LEVEL USE ONLY 


. NUT-FLANGE 


P&WA PART NO. PWA 53844-12 


. WASHER-SWING С 


P&WA PART NO. PWA 53844-13 


P&WA PART NO. PWA 53844-6 


. NUT-CHECK 


P&WA PART NO. PWA 53844-7 


'FIXTURE-TORQUEING, REAR COMPRESSOR 


STATOR LINKAGE ARM 

FOR DEPOT LEVEL USE ONLV 
SUPERSEDES PWA 52420 
SUPERSEDES PWA 55262 
SUPERSEDED BV PWA 55856 


P&WA PART NO. PWA 55359-4 


. CABLE-NYLON COATED 


P&WA PART МО. PWA 55359-3 
P&WA PART МО. PWA 55359-2 


. KNOB-KNURLED 


P&WA PART МО. PWA 55359-6 


. WASHER-SPHERICAL 


P&WA PART МО. PWA 55359-7 


'FIXTURE-DRILL, 1ST STAGE TURBINE DISK 
FIXTURE-DRILL, 3RD STAGE DISK 
FIXTURE-DRILL, 3RD STAGE RIM SEAL 


USABLE 
ON 
CODE 


Change 25 


2-597 


T.O. 2J-F100-94 


INDEX 2 PWA 71322 


INDEX 1 PWA 71207 


INDEX 4 PWA 71557 


INDEX 3 PWA 71401 


103648 


INDEX 6 PWA 71559 


INDEX 5 PWA 71558 


FIGURE 256A. FIXTURES-CONTINUED 


Change 25 


2-598 


Ее же е: ие Баз Биз Биз Баз Баз Баз Баз Баз Баз ее Биз Биз Биз Баз] 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 

PWA 71207 FIXTURE-MACHINING, COMPRESSOR STATOR 
SUPPORT 
FOR DEPOT LEVEL USE ONLY 

PWA 71322 FIXTURE-MACHINE, INTERMEDIATE CASE, 229 
FOR DEPOT LEVEL USE ONLY 

PWA 71401 FIXTURE-WELD, NO. 4 BEARING INTERNAL 
SCAVENGE TUBE CONNECTOR 
FOR DEPOT LEVEL USE ONLY 

PWA 71557 FIXTURE-BRAZE, NO. 4 BRG CONNECTOR TO 
TRANSFER TUBES 
FOR DEPOT LEVEL USE ONLY 

PWA 71558 FIXTURE-BRAZE, TUBE, SCAVENGE NO. 4 
BEARING INTERNAL, ASSY OF 
FOR DEPOT LEVEL USE ONLY 

PWA 71559 FIXTURE-BRAZE, TUBE, SCAVENGE NO. 4 
BEARING INTERNAL, ASSY OF 
FOR DEPOT LEVEL USE ONLY 


Change 25 2-599 


T.O. 2J-F100-94 


INDEX 1 PWA 55184 INDEX 2 PWA 55183 


INDEX 9 PWA 55179 INDEX 10 PWA 70459 


INDEX 11 PWA 70487 INDEX 12 PWA 70761 


101568 


FIGURE 257. FIXTURES-CONTINUED 


2-600 Change 25 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 

PWA 55184 FIXTURE-MACHINING, 6TH STAGE HUB 
FOR DEPOT LEVEL USE ONLY 

MS35307-309 

MS9321-10 

PWA 55184-1 ; 

PWA 55183 FIXTURE-ELECTRON BEAM WELDING, 6TH STAGE . 
HUB 
FOR DEPOT LEVEL USE ONLY 

MS51971-7 

PWA 55183-3 

MS51957-41 

PWA 55183-4 

PWA 55183-2 

PWA 55183-1 ; 

PWA 55179 FIXTURE-MACHINING, TURBINE EXHAUST CASE, .. 
TAILCONE MOUNT FLANGE 
FOR DEPOT LEVEL USE ONLY 

PWA 70459 FIXTURE-ALMEN TEST STRIP, 1ST STAGE CPRSR.. 
DISK AND HUB 
FOR DEPOT LEVEL USE ONLY 

PWA 70487 FIXTURE-MACHINING, 1ST STAGE FAN CASE 
FOR DEPOT LEVEL USE ONLY 

PWA 70761 FIXTURE-MACHINING, NO. 5 BEARING INNER 
SUPPORT 


' 
— 
© 


Сһапде 24 2-601 


T.O. 2J-F100-94 


INDEX 1 PWA 53465 


INDEX 14 PWA 57015 


13519 


FIGURE 258. FIXTURES-CONTINUED 


2-602 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53465 
PWA 53465-3 
PWA 53465-2 
PWA 53465-1 
PWA 53469 
PWA 53469-8 
PWA 53469-5 
39303 

PWA 53469-3 
LC-045G-3 


PWA 53469-4 
PWA 53469-7 


PWA 53469-1 
PWA 57015 


CL-84-SBH 


MS15795-822 
AR-400 


547 
RCH-121 
CL-2-KHS 


MS16995-19 
MS15795-806 
PWA 57015-16 
25921 


MS16995-19 
MS15795-806 
PWA 57015-15 
PWA 57015-3 
38533 


MS35691-59 
PWA 57015-1 


T.O. 2J-F100-94 


ОМІТ | USABLE 


PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-MACHINING, NO. 4 BEARING AIR 
SEALING RING 


. SCREW-HEX HD CAP 


0.312-18 X 1.500 IN. LONG 


'FIXTURE-MACHINING, 4TH AND 5TH STAGE 


COMPRESSOR STATOR SHROUD 
FOR DEPOT LEVEL USE ONLV 


0.312-18 X 2.500 IN. LONG 


. SPHERICAL FLANGE ASSV 


P&WA PART NO. PWA 53469-6 


P&WA PART NO. PWA 53469-2 


. STRAP 
. SCREW-SOCKET SET 


0.312-18 X 1.250 IN. LONG 


'FIXTURE-CLAMPING, 1ST ТО 2ND STAGE 


RETAINING PLATE 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 52605 


. HANDLE-SPEED BALL 


P&WA PART NO. PWA 57015-24 


` COUPLER-FEMALE 


P&WA PART NO. PWA 57015-22 


. SEALANT-THREAD 


P&WA PART NO. PWA 57015-21 


. CYLINDER-HYDRAULIC 


P&WA PART NO. PWA 57015-20 


. SCREW-KNURLED HD, STEEL 


P&WA PART NO. PWA 57015-2 


. SKIRT ASSY 
. INSERT-SCREW THREAD 


P&WA PART NO. PWA 57015-11 


ON 
CODE 


Change 23 


2-603 


T.O. 2J-F100-94 


INDEX 37 PWA 55077 52 51 


| INDEX 61 PWA 57334 


FIGURE 259. FIXTURES-CONTINUED 


75672 


2-604 Change 15 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53928 


MS16995-38 
MS35307-308 
41102 


PWA 53928-8 
47814 


MS16995-41 
PWA 53928-16 
202 


NAS607-3-4 
PWA 53928-5 
NAS607-2-6 
PWA 53928-12 
CL-14-SP 


47811 
CL-23-KA-12LR 


PWA 53928-15 
CL-3120 


PWA 53928-1 
PWA 53929 


MS16995-42 
202 


MS35691-3 
CL-13520 


PWA 53929-11 
CL-16514 


CL-145 


PWA 53929-8 
MS16995-39 
MS9390-321 
PWA 53929-14 
PWA 53929-4 
PWA 53929-5 
PWA 53929-15 
PWA 53929-16 
PWA 53929-1 


DESCRIPTION 


FIXTURES-CONTINUED 
FIXTURE-MACHINE, NOZZLE SEGMENT, 

DIVERGENT AUGMENTOR 

FOR DEPOT LEVEL USE ONLY 


` WASHER-SPHERICAL 


P&WA PART NO. PWA 53928-10 


P&WA PART NO. PWA 53928-18 


. PIN-DOWEL 
. TARGET BLOCK 
. PIN-DOWEL 


` PIN-SHOULDER 


P&WA PART NO. PWA 53928-11 


P&WA PART NO. PWA 53928-3 


. CABLE ASSY 


P&WA PART NO. PWA 53928-14 


` CLAMP ASSEMBLY 


P&WA PART NO. PWA 53928-2 


. BASE PLATE 


FIXTURE-WELDING, NOZZLE SEGMENTS 
DIVERGENT AUGMENTOR 
FOR DEPOT LEVEL USE ONLY 


. TOGGLE CLAMP 


P&WA PART NO. PWA 53929-3 


` CLAMP REST 
P&WA PART NO. PWA 53929-10 


` KNOB-KNURLED 


P&WA PART NO. PWA 53929-6 


. WASHER-SPHERICAL 


P&WA PART NO. PWA 53929-7 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


> 


аа а Гоа а ~ А 


USABLE 
ON 
CODE 


2-605 


D то то y 


222 


Т.О. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-606 


PART 
NUMBER 


PWA 55077 


CL-23830 
CL-2-SNW 


PWA 55077-5 
MS15795-813 
CO480-042-1500 


MS35649-2384 
PWA 55077-7 
PWA 55077-9 
PWA 55077-1 
PWA 57302 


PWA 57302-14 
MS9021-009 
CL-150-TPC 


MS25082-C10 
PWA 57302-12 


PWA 57302-11 
MS16555-43 
PWA 57302-9 
LC-026D-11-SS 


PWA 57302-7 
MS9321-09 

PWA 57302-1 
MD10-9X6X5 


PWA 57334 
MS24671-8 
PWA 57334-2 
MS9319-100 
HC204SS 


AN123520 
810535 


AN123467 
1582A41 


PWA 57334-2-6 
PWA 57334-2-4 
PWA 57334-2-1 
MS35307-305 
MS9321-10 
PWA 57334-1 
PWA 57334-5 


Change 23 


DESCRIPTION 


FIXTURE-MACHINING, INNER SHROUD SEAL AND .. 


RING, 6TH THRU 12ТН STAGES 
FOR DEPOT LEVEL USE ONLY 


. SCREW-KNURLED HD 


P&WA PART МО. PWA 55077-8 


. NUT AND WASHER 


P&WA PART NO. PWA 55077-6 


'FIXTURE-INSTALLATION, INLET GUIDE VANE 


BEARING AND RETAINER 


. HOLDER-BEARING 


` CLAMP-PLUNGER 


P&WA PART NO. PWA 57302-2 


. BEARING 


MAKE FROM FB68-4, MFD ВУ 08094 


P&WA PART NO. PWA 57302-4 


. ВЕТАМЕА 


P&WA PART МО. PWA 57302-13 


FIXTURE-BALANCE, FRONT COMPRESSOR REAR.. 


.. HANDLE-DOOR PULL 
P&WA PART NO. PWA 57334-2-3 


` SEGMENT-RING 
. SUPPORT ASSY 


UNITS| USABLE 
PER ON 
ASSY CODE 


000 оо O> о © 


DOM 


T.O. 2J-F100-94 


(DEPOT) 


43 INDEX 47 PWA 55223 


13521 


FIGURE 260. FIXTURES-CONTINUED 


(2-607 Blank)/2-608 


2222 поп о DIVA 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55078 


CL-23830 


MS51971-3 
MS15795-814 
PWA 55078-5 
PWA 55078-8 
CO480-042-1500- 
s 

PWA 55078-9 
MS9105-65 
PWA 55078-12 
PWA 55078-13 
PWA 55078-10 
MS16995-18 
PWA 55078-15 
MS16995-49 
PWA 55078-2 
MS9390-280 
PWA 55078-17 
PWA 55078-1 
PWA 55795 


64008 

PWA 55795-14 
547 
628XB-1-6-1 
628XB-2-6-1 
3000-12 

PWA 55795-21 


37302 


MS16995-38 
PWA 55795-4 


PWA 55795-12 
PWA 55795-19 
PWA 55795-2 
MS16995-52 
MS9068-252 
PWA 55795-3 
MS9068-258 
MS9068-246 
MS9068-273 
MS9068-271 
PWA 55795-1 


DESCRIPTION 


FIXTURES-CONTINUED 
FIXTURE-ELECTRON BEAM WELD, INNER 

SHROUD, SEAL AND RING, 6TH THRU 12TH 

STAGE 

FOR DEPOT LEVEL USE ONLY 


. SCREW-KNURLED HD 


P&WA PART NO. PWA 55078-4 


P&WA PART NO. PWA 55078-3 


. SCREW-KNURLED HD 


`FIXTURE-LEAK CHECK, NO. 3 BEARING SEAL 


ASSY, REAR AIR 


. SCREW-BUTTON HD CAP 


0.138-32 X 0.250 IN. LONG 
P&WA PART NO. PWA 55795-16 


. TAG-BRASS 
. FILM-TEFLON 


P&WA PART NO. PWA 55795-18 


. VALVE-RELIEF 


P&WA PART NO. PWA 55795-17 


. VALVE-RELIEF 


P&WA PART NO. PWA 55795-19 


. PLUG-COUPLING 


P&WA PART NO. PWA 55795-9 


0.500-13 THD 


. WASHER-ASSY, SWING G 


P&WA PART NO. PWA 55795-13 


T.O. 2J-F100-94 


UNITS 
PER 


ASSY CODE 


— — 0) 0) À D O D 0) 0) 0) 0) O> о 03 © 0) O> © 


аа mk å аа һаа 


Change 23 


USABLE 


ON 


2-609 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-610 


PART 
NUMBER 


DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
PWA 55223 


MS16995-84 
PWA 55223-2 
MS16995-56 
33510 


PWA 55223-16 
32904 


CL-35-SHSN 


PWA 55223-14 
PWA 55223-18 
PWA 55223-13 
PWA 55223-12 
PWA 55223-10 
PWA 55223-11 
MS16555-47 
MS16555-61 
CL-40-BSS 


CL-4C-FSS 
CL-20-TP 
CL-23-KA12LR 


PWA 55223-1 
PWA 55223-17 


Change 1 


. SCREW-CLAMP 
` NUT-KNURLED 


. PIN-LOCATING 
. SCREW-CLAMP 


` SCREW-BODY 


UNITS | USABLE 
PER 
DESCRIPTION ASSY 


FIXTURE-LOCATING, ENGINE ELECTRONIC 
CONTROL MOUNT BRACKET, REPLACE 
FOR DEPOT LEVEL USE ONLY 


. THUMBSCREW-TOGGLE 


P&WA PART NO. PWA 55223-6 


P&WA PART NO. PWA 55223-19 


. SCREW-SWIVEL HEAD 


P&WA PART NO. PWA 55223-7 


NN dl 


P&WA PART NO. PWA 55223-8 


. SWIVEL-FOOT 


P&WA PART NO. PWA 55223-22 


P&WA PART NO. PWA 55223-23 


. CABLE ASSEMBLY 


P&WA PART NO. PWA 55223-26 


ON 
CODE 


T.O. 2J-F100-94 


INDEX 1 PWA 71028 INDEX 2 PWA 71030 


INDEX 3 PWA 71102 INDEX 4 PWA 71360 


INDEX 5 PWA 70813 INDEX 6 PWA 71545 


90102 


FIGURE 260A. FIXTURES-CONTINUED 


(2-610.1 Blank)/2-610.2 Change 19 


Бе же ез jiġu u Бие йиз Баз Биз Баз Баз Баз ее Баз Баз Биз Биз Биз Баз Баз Баз Баз Биз) 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 
PWA 71028 FIXTURE-DRILL, SEAL, AUGMENTOR DIVERGENT 
NOZZLE SEGMENT 
REPLACES PWA 52483 
REPLACES PWA 55720 
FOR DEPOT LEVEL USE ONLY 
PWA 71030 FIXTURE-DRILL, SEAL, AUGMENTOR 
CONVERGENT NOZZLE SEGMENT 
REPLACES PWA 53760 
REPLACES PWA 53761 
FOR DEPOT LEVEL USE ONLY 
PWA 71102 FIXTURE-SHOTPEEN, CASE, FAN INLET 
FOR DEPOT LEVEL USE ONLY 
PWA 71360 FIXTURE-PLATING, NO. 4 BEARING FRONT SEAL .. 
SUPPORT ASSY, NO. 4 HOUSING DIAMETER 
FOR DEPOT LEVEL USE ONLY 
PWA 70813 FIXTURE-MACHINE, 4TH AND 5TH STAGE 
COMPRESSOR SHROUD 
FOR DEPOT LEVEL USE ONLY 
PWA 71545 FIXTURE-DRILL, 1ST STAGE STATOR VANE, 
FORWARD FLANGE 
FOR DEPOT LEVEL USE ONLY 


Change 19 2-610.3 


T.O. 2J-F100-94 


D 
AA [No 
253) Win) 
od 
> h 
b 
К) 


[ГЇ 


INDEX 2 PWA 57874 


INDEX 1 PWA 57888 


INDEX 4 PWA 71547 


INDEX 3 PWA 71546 


UN 


а / 


Ar 


48 “Му 


@ 


INDEX 6 PWA 57870 


INDEX 5 PWA 71548 


90108 


FIGURE 260B. FIXTURES-CONTINUED 


Change 19 


2-610.4 


эл? 


Т.О. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 

PWA 57888 FIXTURE-CONSTRAINT, 4TH STAGE TURBINE AIR . 
SEAL, FRONT SNAP DIAMETER 
FOR DEPOT LEVEL USE ONLY 

PWA 57874 FIXTURE-CONSTRAINT, 4TH STAGE TURBINE 
DISK, FRONT 
FOR DEPOT LEVEL USE ONLY 

PWA 71546 FIXTURE-DRILL, 1ST STAGE STATOR VANE, REAR . 
FLANGE 
FOR DEPOT LEVEL USE ONLY 

PWA 71547 FIXTURE-DRILL, 2ND STAGE STATOR VANE, 
FORWARD FLANGE 
FOR DEPOT LEVEL USE ONLY 

PWA 71548 FIXTURE-DRILL, 2ND STAGE STATOR VANE, REAR . 
FLANGE 
FOR DEPOT LEVEL USE ONLY 

PWA 57870 FIXTURE-CONSTRAINT, 3RD STAGE TURBINE 
DISK, REAR 
FOR DEPOT LEVEL USE ONLY 


Change 19 2-610.5 


T.O. 2J-F100-94 


ој 
| 


ltr 
0) 


У 


(СК 


INDEX 1 PWA 57866 


INDEX 2 PWA 71592 


ДП 

(9 

À | Я 
VAT 
Юі 
(е) 


(К 


ШШ 


INDEX 3 PWA 57893 


INDEX 4 PWA 71289 


INDEX 5 PWA 70579 


90111 


FIGURE 260C. FIXTURES-CONTINUED 


2-610.6 Change 19 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 

PWA 57866 FIXTURE-CONSTRAINT, 3RD STAGE TURBINE 
DISK, FRONT 
FOR DEPOT LEVEL USE ONLY 

PWA 71592 FIXTURE-MACHINE, COMPRESSOR STATOR 
SEGMENT, 9TH STAGE ASSY OF 
FOR DEPOT LEVEL USE ONLY 

PWA 57893 FIXTURE-CONSTRAINT, 4TH STAGE TURBINE AIR.. 
SEAL, REAR SNAP DIAMETER 
FOR DEPOT LEVEL USE ONLY 

PWA 71289 FIXTURE-ALMEN TEST STRIP, DISK DRUM ROTOR . 
FRONT COMPRESSOR, ASSY OF 
FOR DEPOT LEVEL USE ONLY 

PWA 70579 FIXTURE-MAGHINING, HPC EXIT STATOR REPAIR .. 
FOR DEPOT LEVEL USE ONLY 


Change 20 2-610.7 


T.O. 2J-F100-94 


INDEX 1 PWA 70245 INDEX 2 PWA 70249 


|= NDEX5PWA71297 ГЗ” INDEX 6 PWA 71299 


90141 


FIGURE 260D. FIXTURES-CONTINUED 


2-610.8 Change 25 


77977991 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 

PWA 70245 FIXTURE-MACHINING, INLET VARIABLE VANE 
OUTBOARD SHAFT 
FOR DEPOT LEVEL USE ONLY 

PWA 70249 FIXTURE-SHOTPEEN, INLET VARIABLE VANE 
FOR DEPOT LEVEL USE ONLY 

PWA 55120 FIXTURE-MACHINING, FAIRING BORESCOPE 
HOLE (REOP) 
FOR DEPOT LEVEL USE ONLY 

PWA 71056 FIXTURE-MACHINING, 4TH AND 5ТН STAGE DRUM. 
ROTOR 
FOR DEPOT LEVEL USE ONLY 

PWA 71297 FIXTURE-DENSITY INSPECTION, 7TH STAGE 
COMPRESSOR STATOR SEGMENT 
FOR DEPOT LEVEL USE ONLY 

PWA 71299 FIXTURE-DENSITY INSPECTION, 9TH STAGE 
COMPRESSOR STATOR SEGMENT 
FOR DEPOT LEVEL USE ONLY 


Change 25 2-611 


T.O. 2J-F100-94 


INDEX 76 PWA 55271 


13522 


FIGURE 261. FIXTURES-CONTINUED 


2-612 Change 19 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55245 


MS16995-96 
NAS607-8-12 
MS35307-338 
MS35307-508 
MS9321-10 
PWA 55245-7 
PWA 55245-8 
PWA 55245-9 
MS35307-362 
MS9321-12 
PWA 55245-5 
PWA 55245-61 
2022-4-8-G 


MS35691-35 
38307 


17108 


MS9321-14 
383 


41105 
16321 


PWA 55245-55 
36909 


PWA 55245-57 
CL-3-C-10.0 


CL-3-F 
CL-3-C-6.0 
CL-3-C-13.0 


PWA 55245-62 
AN3C7A 
MS15795-842 
MS16995-36 
PWA 55245-39 
43904 


PWA 55245-41 
MS16995-50 
NAS607-4-8 


PWA 55245-43 
PWA 55245-22 
PWA 55245-21 


` BURNER PIVOT 
` BURNER CLAMP 


. PAD-CLAMP 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 

FIXTURE-BRAZE, NO. 4 BEARING SCAVENGE 
TWIN TUBES 
FOR DEPOT LEVEL USE ONLY 


D D D сл D D D D T D D о 


~ со 


P&WA PART МО 


> 


P&WA PART NO 


P&WA PART NO 


. WASHER-SWIVEL 


P&WA PART NO 


. KNOB-HAND 


P&WA PART NO 


. REST-CLAMP 
. CLAMP-TAPPED STRAP 


P&WA PART NO. PWA 55245-56 


P&WA PART NO. PWA 55245-46 


. FERRULE-CABLE 


P&WA PART NO. PWA 55245-13 


. THUMBSCREW 


P&WA PART NO. PWA 55245-42 


. BLOCK EXTENTION 


. PIN-DOWEL, STEEL 
0.250 DIA X 1.000 IN. LONG 
. PLATE-LOCATING 
. CONNECTOR CLAMP 
. EXHAUST MANIFOLD 


USABLE 
ON 
CODE 


2-613 


T.O. 2J-F100-94 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


MS9068-027 
59003 


32236 


PWA 55245-27 
PWA 55245-28 
319 


PWA 55245-70 
PWA 55245-68 
MS35307-303 
MS51957-41 
PWA 55245-64 
64007 


59003 


NAS607-4-5 
PWA 55245-71 
PWA 55245-72 
MS16995-52 
PWA 55245-12 
MS16995-49 
PWA 55245-36 
PWA 55245-35 
PWA 55245-34 
PWA 55245-58 
PWA 55245-33 
MS16995-83 
CL-23-5-LR 


PWA 55245-2 
PWA 55245-1 
PWA 55261 


PWA 55261-12 
MS16995-49 
PWA 55261-9 
PWA 55261-13 
MS9021-112 
PWA 55261-1 
PWA 55271 


MS35307-301 
PWA 55271-6 
PWA 55271-8 


MS35691-35 
LC-042E-6 


PWA 55271-3 
PWA 55271-11 


2-614 Change 21 


DESCRIPTION 


P&WA PART NO. PWA 55245-66 


. SCREW-SOCKET HD SET 


P&WA PART NO. PWA 55245-25 


` СГАМР-СОММЕСТОВ 
` SPRING 


P&WA PART NO. PWA 55245-26 


. TUBE ASSY 
. SHIELD-HEAT 


| CONNECTOR-T TYPE 


P&WA PART NO. PWA 55245-65 


P&WA PART NO. PWA 55245-23 


. PIN-DOWEL 


. BUSHING-HEAD 
. MANIFOLD-INLET 


` UPRIGHT 
FIXTURE-MACHINING, NO. 4 BEARING SCAVENGE . 


TUBE CONNECTOR 
FOR DEPOT LEVEL USE ONLY 


`FIXTURE-MACHINING, PLASMA SPRAY, 12TH 
STAGE COMPRESSOR STATOR 
FOR DEPOT LEVEL USE ONLY 


UNITS| USABLE 


PER 
ASSY 


> 
т 


— O N — — — — о М б © N 


a 


= 


ON 
CODE 


== D D 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


CL-1-THA-0P . CLAMP ASSY 4 
P&WA PART NO. PWA 55271-9 
PWA 55271-10 . SCREW-FLAT HD MACHINE 2 
0.190-24 X 0.380 IN. LONG 
PWA 55271-2 . WELDMENT 1 
PWA 55271-1 А 1 


Change 21 2-615 


T.O. 2J-F100-94 


| 
34 INDEX 29 PWA 55275 


52-4 


INDEX 37 PWA 55280 


13523 


FIGURE 262. FIXTURES-CONTINUED 


2-616 


= пп пп DDD поло п 


== == 


дп пп DVD 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55274 


MS35307-333 
PWA 55274-3 
MS16995-51 
PWA 55274-4 
MS16995-85 
PWA 55274-11 
36056 


PWA 55274-14 
PWA 55274-15 
PWA 55274-7 


PWA 55274-9 
PWA 55274-8 
PWA 55274-13 
PWA 55274-12 


PWA 55274-6 
PWA 55274-19 
MS35691-3 
PWA 55274-18 


MS35691-19 
0.190-24 


PWA 55274-22 
PWA 55274-21 
CL-2-FN 


CL-1-SCW 
0.164-32X.62 


PWA 55274-24 
PWA 55274-28 
PWA 55275 


MS35307-361 
CL-0-TN 


PWA 55275-3 
MS35307-362 
PWA 55275-5 
MS9321-12 
PWA 55275-1 
MP2513 


PWA 55280 


PWA 55280-8 
PWA 55280-9 
PWA 55280-10 
PWA 55280-7 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-MACHINING, 10TH THRU 13TH 

COMPRESSOR CASE 

FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 55274-16 


. PIN-DIAMOND 
. RING-LOCATING 


MAKE FROM H88-12, MFD BY 80204 


. PIN-ROUND 

. RING-LOCATING 
. SUPPORT ASSY 
. STUD-TYPE G 


0.375-16 X 2.500 IN. LONG 


` SCREW-SOCKET HD CAP 


0.375-16 X 1.500 IN. LONG 


P&WA PART NO. PWA 55274-23 


. BOLT-HEX HD 


` NUT-FLANGE 


P&WA PART NO. PWA 55274-27 


. WASHER-SWING C 


P&WA PART NO. PWA 55274-26 


. SCREW-FLAT HD 


P&WA PART NO. PWA 55274-25 


`FIXTURE-FLAME SPRAY, UNIVERSAL SPIDER 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 55275-8 
FIXTURE-CHECKING, NO. 4 PRESSURE TUBE 
FOR DEPOT LEVEL USE ONLY 


. IHUMBSCREW 
. PIN-DOWEL 

. PIN-LOCATING 

. PLATE-COVER 


USABLE 
ON 
CODE 


Change 21 


2-617 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PWA 55280-6 . LOCATOR 
PWA 55280-5 . BLOCK-GUIDE 
PWA 55280-4 

158 


-— å å 


MS16995-54 
NAS607-3-14 


= № 


MS16995-82 

PWA 55280-12 

PWA 55280-32 

MS16995-51 

NAS607-4-8 . PIN-DOWEL, STEEL 
0.250 DIA X 1.000 IN. LONG 

PWA 55280-19 . PIN-FLUSH 

NAS607-2-8 . PIN-DOWEL 

PWA 55280-15 . KNOB-HAND 

PWA 55280-14 . CLAMP ASSEMBLY 

NAS607-6-10 . PIN-DOWEL 

PWA 55280-20 

PWA 55280-21 

PWA 55280-29 

MS16995-53 

PWA 55280-27 

38125 


оо — — о 


= = о = mm Кучи на на на 


P&WA PART NO. PWA 55280-26 
CL-147 . WASHER-SPHERICAL 

P&WA PART NO. PWA 55280-25 
MS51971-3 
CL-13727 

P&WA PART NO. PWA 55280-24 
36915 . STRAP-CLAMP 

P&WA PART NO. PWA 55280-23 
PWA 55280-2 
PWA 55280-1 


2-618 


T.O. 2J-F100-94 


INDEX 1 PWA 55769 


101569 


FIGURE 262A. FIXTURES-CONTINUED 


(2-618.1 Blank)/2-618.2 Change 24 


эл??? 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55769 


MS16555-628 
PWA 55769-11 


CL-256 


MS16555-629 
PWA 55769-6 
PWA 55769-7 
PWA 55769-10 
PWA 55769-29 
PWA 55769-5 
PWA 55769-14 
LC058-G-117 


MS16995-66 
PWA 55769-3 
PWA 55769-2 
CL-3816-KS 


MS16555-631 
CL-3A-HK2T 


MS9320-12 
PWA 55769-51 
MS39307-329 
PWA 55769-50 
PWA 55769-43 
CL-31-BSS 


PWA 55769-37 
33501 


MS16995-38 
PWA 55769-54 
PWA 55769-24 


MS16995-37 
PWA 55769-28 
PWA 55769-20 
PWA 55769-22 
MS16995-48 
PWA 55769-32 
CL-42-SHS 


CL-2-HTS 


MS16555-45 
PWA 55769-23 
MS16995-54 
MS16555-649 
MS24671-30 
PWA 55769-26 
PWA 55769-16 
PWA 55769-30 
PWA 55769-31 
D2308A537 


. BRACKET 
. SCREW-SQUARE HD 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 


FIXTURE-WELD, CONVERGENT FLAP LINK TOWER. 


FOR DEPOT LEVEL USE ONLY 


MAKE FROM CL-20-HK-2, MFD BY 99862 


. WASHER 


P&WA PART МО. PWA 55769-35 


` PIN-LOCATOR 
` LINER-HEADLESS 
` SCREW-PIN 


` BODY-SWIVEL SCREW 


P&WA PART МО. PWA 55769-2 


. FOOT-SWIVEL SCREW 


MAKE FROM CL-28-FSS, MFD BY 99862 


. THUMBSCREW 


P&WA PART NO. PWA 55769-21 


` SCREW-SOCKET HD CAP 
MAKE FROM MS16995-41, MED BY 99862 


P&WA PART МО. PWA 55769-39 


. SCREW-HALF TURN 


P&WA PART МО. PWA 55769-15 


D D = = о D + + D n> 


P&WA PART NO. PWA 55769-55 


Change 24 


ON 
CODE 


2-618.3 


Ее из из биз Баз Баз Баз Баз Баз аз Баз Биз) 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


MS35307-360 
PWA 55769-1 
MS16995-67 
MS16555-653 
PWA 55769-40 
PWA 55769-49 
PWA 55769-17 
PWA 55769-46 
MS9321-11 
PWA 55769-44 
PWA 55769-52 
PWA 55769-53 


=— о о о о о = = о = ~ 


2-618.4 Сћапде 24 


T.O. 2J-F100-94 


INDEX 1 PWA 55826 


101570 


FIGURE 262B. FIXTURES-CONTINUED 


Change 24 


(2-618.5 Blank)/2-618.6 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 


PWA 55826 FIXTURE-WELD, AFT PANEL DIVERGENT FLAP 


эл??? 


22026 


PWA 55826-8 
HL-64-8 


PWA 55826-9 
22004 


MS16995-36 

PWA 55826-29 
PWA 55826-61 
MS51021-56 

PWA 55826-24 
PWA 55826-44 
PWA 55826-13 
PWA 55826-15 


PWA 55826-46 
PWA 55826-16 
MS16995-52 
MS16555-48 
PWA 55826-14 
PWA 55826-31 
MS16555-29 
PWA 55826-19 


PWA 55826-21 
CL-41-SHS 


PWA 55826-18 
PWA 55826-23 
PWA 55826-22 
PWA 55826-35 
MS16555-60 

PWA 55826-53 
PWA 55826-54 


MS16555-7 
PWA 55826-26 
PWA 55826-25 
MS16555-8 
PWA 55826-57 
MS24671-8 
PWA 55826-38 
PWA 55826-41 
PWA 55826-40 
PWA 55826-39 
MS16995-53 
MS16555-32 
PWA 55826-47 
PWA 55826-42 
PWA 55826-56 


4521-24-2002 


PWA 55826-67 


REPAIR 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 55826-7 


. PIN-PIVOT 
. BUSHING-HD LINER 


P&WA PART NO. PWA 55826-52 


. SCREW-OVAL PT, SOCKET SET 
. PLUNGER-STRAIGHT INDEX 


P&WA PART NO. PWA 55826-32 


. SETSCREW 

. SETSCREW 

. PIN-PIVOT 

. PIN-PIVOT 

. SCREW-HALF TURN 

. BUTTON-FINGER GUARD 


MAKE FROM 622146, MFD BY 62128 


. PIN-LOCATOR 


` BLOCK-HINGE 
` BLOCK-HINGE 


` KNOB-HAND 


MAKE FROM CL-2-HK-2A, MFD BY 99862 


. ROD-THREADED 
. SCREW-SWIVEL HD 


P&WA PART NO. PWA 55826-27 


. PIN-LOCATOR 
. STRAP-CLAMP 
. PLATE-HINGE 
. LOCATOR 


` SCREW-SOCKET HD CAP 
NO. 5-40 X 0.750 IN., SST 


` SCREW-SWIVEL HD 
` PAD-SWIVEL 


. SCREW-PAN HD 


0.086-56 X 0.190 IN. LONG, SST 


. CLIP-SPRING 


P&WA PART NO. PWA 55826-55 


. BLOCK-RISER 


ND „азый а — со со со — K со — ~ Gy = ру ГО ГО ГО 


о оо N 5 = = Q — о о — — ~ сло 


= 


= 


Change 24 


2-618.7 


эл? 


Т.О. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-618.8 


PART 
NUMBER 


NAS1464-038-1-0 
5053K37 


5346K12 


PWA 55826-4 
PWA 55826-3 
PWA 55826-2 
PWA 55826-65 
FP-7 


PWA 55826-64 
PWA 55826-1 
MS16995-82 
MS16555-61 
PWA 55826-10 
PWA 55826-50 
PWA 55826-11 


Change 24 


UNITS 
PER 
DESCRIPTION ASSY 


P&WA PART NO. PWA 55826-5 


. CONNECTOR-MALE 


P&WA PART NO. PWA 55826-62 


. WELDED ASSY 
. PLATE-BASE 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


—18 
—17 


—55 
INDEX 1 PWA 55285 “9 


= 
18---0 70 a 


INDEX 62 PWA 55336 


FIGURE 263. FIXTURES-CONTINUED 


(2-619 Blank)/2-620 Change 23 


98751 


= 777790 


J D T u ju DD D D 2, DDD DDD U по пл VID по VI 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55285 


CL-35-SHS 
CL-3-HK-4 
CL-8-FW 


MS16995-52 
PWA 55285-70 
MS16555-48 
PWA 55285-72 


PWA 55285-64 
PWA 55285-61 
PWA 55285-60 
CL-4-HK-4 


CL-9-FW 


MS35691-35 
PWA 55285-78 
PWA 55285-67 
MS35649-2384 
PWA 55285-18 
MS16555-48 
PWA 55285-73 
PWA 55285-36 
PWA 55285-59 
MS51971-5 
PWA 55285-43 
PQ-40 


CL-3-QTS 


PWA 55285-65 
PWA 55285-63 
MS16555-64 
PWA 55285-75 
PWA 55285-77 
PWA 55285-62 
PWA 55285-24 
PWA 55285-76 
PWA 55285-51 
PWA 55285-35 
PWA 55285-84 
DELETED 
PWA 55285-32 
PWA 55285-71 
PWA 55285-69 
PWA 55285-68 
PWA 55285-66 
MS16555-62 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-MACHINING, AFT PANEL, AFT HINGE 

REPLACEMENT, AUGMENTOR NOZZLE 

DIVERGENT SEGMENT 

FOR DEPOT LEVEL USE ONLY 


. SCREW-SWIVEL HD 


P&WA PART NO. PWA 55285-7 


. KNOB-HAND 


P&WA PART NO. PWA 55285-40 


. WASHER-FLAT 


P&WA PART NO. PWA 55285-41 


` KNOB-HAND 


MAKE FROM CL-3-HK-4, MFD BY 99862 


. KNOB-HAND 


P&WA PART NO. PWA 55285-53 


. WASHER-FLAT 


P&WA PART NO. PWA 55285-54 


. REST-CLAMP 
. SCREW-THUMB 

P&WA PART NO. PWA 55285-19 
. SCREW-QUARTER TURN 

P&WA PART NO. PWA 55285-42 
. PLATE-ASSY, SCRIBING 


. PIN-LOCATING 
. BLOCK-FEELER 
. BLOCK-FEELER 
. PIN-LOCATING 
. IHUMBSCREW 


. BLOCK-FEELER 
. PIN-LOCATING 


USABLE 
ON 
CODE 


Change 23 


2-621 


эээ пп 2222222520522 


== 222 D 


DD 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-622 


PART 
NUMBER 


CL-6-SN 


MS51957-61 
PWA 55285-90 
CL-2-RB 


PWA 55285-91 
6808A14 


MS51957-1 
NAS1464-038- 
10N 
MS51957-11 
NAS1454-044- 
10N 

P-48-8 


P-40-8 


MS51957-28 
PWA 55285-87 
MS16995-49 
PWA 55285-81 
PWA 55285-58 
PWA 55336 


MS51971-3 
CL-147 


PWA 55336-13 
343 


MS16555-43 
CS-17 


PWA 55336-16 


MS35307-334 
PWA 55336-19 
MS16995-50 
PWA 55336-10 
PWA 55336-7 
PWA 55336-8 


PWA 55336-6 
MS16555-25 
MS16555-47 
MS16995-65 
PWA 55336-2 
PWA 55336-1 


Change 23 


ОМІТ | USABLE 


PER 
DESCRIPTION ASSY 


. NUT-SWIVEL 


P&WA PART NO. PWA 55285-15 


P&WA PART NO. PWA 55285-79 


. CLIP-SPRING 


MAKE FROM 4511-31-62-2N, MFD BY 86928 


. BUSHING 


P&WA PART NO. PWA 55285-82 


'FIXTURE-MACHINE, SUPPORT AUGMENTOR 


NOZZLE, GUIDE BRACKET ASSV 
FOR DEPOT LEVEL USE ONLV 


. SCREW-SET, NO MAR 
P&WA PART NO. PWA 55336-11 
. ROD-THREADED 
0.315-16 X 2.750 IN. LONG 


. ROD-THREADED 


0.250-20 X 1.000 IN. LONG 


. PLATE-LOCATOR 


ON 
CODE 


T.O. 2J-F100-94 


49 — 
46 — © 
B 
55 ND 
47—| 


| | 
41 -ў 44 
101571 


INDEX 1 PWA 70285 
FIGURE 263A. FIXTURES-CONTINUED 


(2-622.1 Blank)/2-622.2 Change 24 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 


PWA 70285 FIXTURE-TACKWELD, INNER DUCT TURBINE 


эл??? 


12701 
17102 


PWA 70285-50 
MS16995-41 
MS16555-646 
PWA 70285-32 
CL-5811-KS 


CL-4-HK-4 


PWA 70285-29 
MS35301-310 
912594589 


PWA 70285-27 
PWA 70285-26 
CL-1420-KS 


MS35307-306 
MS9321-10 
PWA 70285-13 
PWA 70285-23 
CL-127 


CL-1-SCW 
CL-11730 


MS35691-19 
PWA 70285-15 


MS16995-36 
PWA 70285-18 
CL-3-FW 


PWA 70285-19 
PWA 70285-20 
PWA 70285-8 


LC-045E-16 
PWA 70285-6 
PWA 70285-14 
MS16995-52 
PWA 70285-5 
MS16555-653 
PWA 70285-12 
CL-5-RP 
CL-5-DPX 


HL-48-12 


EXHAUST CASE (REPAIR) 
FOR DEPOT LEVEL USE ONLY 


. CLAMP ASSY 


P&WA PART NO 


. PAD-PLASTIC 


P&WA PART NO. 


P&WA PART NO. 


. KNOB-HAND 


P&WA PART NO. 


. CLAMP-TOP 
. SCREW-SHOULDER 


P&WA PART NO. 


. ADAPTER-JAW 
. JAW-CLAMP 


` NUT-ELANGE 


P&WA PART NO. 


. WASHER-SWING C 


P&WA PART NO. 


. WASHER-THRUST 


P&WA PART NO. PWA 70285-17 


. CONE-SLIDE 
. CAGE-SLIDE 
. PIN-DOWEL 


MAKE FROM MS16555-360, MFD BY 96906 


. SPRING 


P&WA PART NO. PWA 70285-7 


. PIN-DOWEL 


MAKE FROM MS16555-360, MFD BY 96906 


. PLATE-CARRIER 
. PIN-ROUND 

P&WA PART NO. PWA 70285-34 
. PIN-DIAMOND 

P&WA PART NO. PWA 70285-10 
. LINER-HEAD 

P&WA PART NO. PWA 70285-11 


Change 24 


2-622.3 


эээ??? IIA 


Т.О. 2J-F100-94 


FIGURE 
& INDEX 


NUMBER 


2-622.4 


PART 
NUMBER 


CL-36-SS 


PWA 70285-3 
PWA 70285-35 
PWA 70285-1 
MS35691-19 
CL-1673S 


PWA 70285-48 


MS24671-20 
90145A505 


PWA 70285-55 
PWA 70285-58 
215PNL-2-25 


PWA 70285-45 
PWA 70285-44 
PWA 70285-46 
PWA 70285-54 
PWA 70285-59 
MS24671-19 
PWA 70285-60 
PWA 70285-66 
CL-6-SPA 


PWA 70285-65 
CL-12-JN 


PWA 70285-63 
PWA 70285-62 
PWA 70285-49 


Change 24 


DESCRIPTION 


. SCREW-SOCKET SHOULDER 


P&WA PART NO. PWA 70285-9 


P&WA PART NO. PWA 70285-47 
. ROD-THREADED 
MAKE FROM 98804A031, MFD BY 39428 


. PIN-DOWEL 


P&WA PART NO. PWA 70285-56 


. SEGMENT-UPPER RING 
. SEGMENT-UPPER RING 


P&WA PART NO. PWA 70285-43 


. EXPANDER 
. EXPANDER 
. EXPANDER 
. SEGMENT-LOWER RING 
. SEGMENT-LOWER RING 


` PAP-SWIVEL 


P&WA PART NO. PWA 70285-67 


UNITS| USABLE 


PER 
ASSY 


> 


= N 
со о о о — г № 


= > ~ 


= ~ DD D D ND = ~ 


ON 
CODE 


T.O. 2J-F100-94 


101572 


INDEX 1 PWA 55765 


FIGURE 263B. FIXTURES-CONTINUED 


Change 24 


(2-622.5 Blank)/2-622.6 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


лу)??? 


PWA 55765 


MS16555-29 
P-56-8 


CL-24-SS 


PWA 55765-52 
PWA 55765-48 
PWA 55765-49 
MS16995-50 
MS9321-10 
PWA 55765-47 
PWA 55765-46 
MS16555-48 
PWA 55765-45 
PWA 55765-44 
39705 


MS16555-62 
PWA 55765-26 


MS51021-45 
PWA 55765-34 


MS16555-49 

PWA 55765-29 
PWA 55765-30 
PWA 55765-23 


43505 


PWA 55765-25 
MS51971-5 
MS16995-65 
PWA 55765-31 
MS16555-54 
PWA 55765-22 
PWA 55765-19 
MS16995-49 
PWA 55765-12 
PWA 55765-10 
41105 


MS35691-33 
MS24585-C451 
MS9321-14 
PWA 55765-9 
PWA 55765-2 


PWA 55765-6 
PWA 55765-51 
MS16555-601 
PWA 55765-39 
CL-42-KA-12 


LC-067H-S 


FIXTURES-CONTINUED 


FIXTURE-MACHINING, CONVERGENT FLAP LINK ... 


TOWER 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 55765-50 


. SCREW-SHOULDER 


P&WA PART NO. PWA 55765-55 


. LOCATOR 
. ELECTRODE 


` NUT-SPHERICAL 


P&WA PART NO. PWA 55765-27 


MAKE FROM CL-50-EB, MFD BY 99862 


. SETSCREW 
. PIN-DOWEL 


MAKE FROM MS16555-80, MFD BY 96906 


` KNOB-HAND 


MAKE FROM CL-22-HK-2, MFD BY 99862 


. PAD-TOGGLE 


P&WA PART МО. PWA 55765-28 


` REST-CLAMP 
MAKE FROM 21304, MED BY 94882 


` KNOB-KNURLED 
` CABLE ASSY 


P&WA PART МО. PWA 55765-59 


. SPRING 


P&WA PART NO. PWA 55765-58 


аа ko ND на до. 


Ad а а 


аа pop 


№ 


Change 24 


2-622.7 


эл? 


Т.О. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PWA 55765-38 
PWA 55765-37 
PWA 55765-43 
MS16995-80 
MS16555-653 
PWA 55765-41 
PWA 55765-42 
PWA 55765-36 
PWA 55765-40 
PWA 55765-15 
MS16995-54 
PWA 55765-13 
KR-866 


D о = = = = = D 5 D D ND 


= 


PWA 55765-1 
X-8 


= 


P&WA PART NO. PWA 55765-60 


2-622.8 Change 24 


T.O. 2J-F100-94 


13525 


FIGURE 264. FIXTURES-CONTINUED 


(2-623 Blank)/2-624 


DI лол по VI DUD 22220 п 


Бе е из Биз Баз Баз VD т 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55335 


MS35307-357 
H4986 


F430 


MS16995-84 
MS16995-87 
MS16555-61 
PWA 55335-8 
MS16555-77 
PWA 55335-6 
PWA 55335-5 
MS16208-59 
MS15795-813 
PWA 55335-69 
CL-4-RB 


MS16555-46 
MS16995-81 
PWA 55335-31 
MS35691-59 
MS9321-17 
PWA 55335-25 
WK8 


PWA 55335-27 
PWA 55335-28 
PWA 55335-29 
PWA 55335-33 
PWA 55335-32 
MS16555-63 
PWA 55335-16 
PWA 55335-13 
PWA 55335-12 
MS16555-29 
CL-872-PB 


PWA 55335-35 
LS-1 


L-32-12 
H4996 


AN3C-12A 
AN315C-3R 
PWA 55335-39 
NAS607-5-6 
PWA 55335-41 
MS16555-79 
PWA 55335-40 
PWA 55335-64 


DESCRIPTION 


FIXTURES-CONTINUED 
FIXTURE-SUPPORT AUGMENTOR NOZZLE, 

LOCATE GUIDE BRACKET ASSY 

FOR DEPOT LEVEL USE ONLY 


` CASTER-RIGID 


P&WA PART NO. PWA 55335-2 


. LOCK-POSITION FLOOR 


P&WA PART NO. PWA 55335-4 


` BUTTON-REST 


P&WA PART NO. PWA 55335-18 


` RING-FRONT 
` KEY-WOODRUFF 


P&WA PART NO. PWA 55335-26 


` PIN-RETAINING 
` SPRING-EXTENSION 


P&WA PART NO. PWA 55335-10 


. PIN-FOOL PROOF 
. SCREW-LOCK 


P&WA PART NO. PWA 55335-34 


P&WA PART NO. PWA 55335-36 


. CASTER-SWIVEL 


P&WA PART NO. PWA 55335-43 


` SCREW-HEX HD CAP 
` PIN-LOCATING 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 


ASSY CODE 


аа аа аа mn = DO 


+ — + ~ + O о 


2 
4 
2 
1 
2 
0 
4 
1 
1 
2 
1 


P << << Ољљ 


Сћапде 21 


ON 


2-625 


DID === = 779779 


== пп 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-626 


PART 
NUMBER 


PWA 55335-65 
PWA 55335-37 
PWA 55335-68 
MS9783-14 
CL-1-DP-X 


CL-1-RP 


MS16995-36 
PWA 55335-60 
MS16555-40 
65209 


MS16995-50 
PWA 55335-46 
MS16995-52 
MS16555-48 
PWA 55335-49 
482#2 


72154 
MS16995-25 
MS16555-53 
MS16995-62 
19703 


PWA 55335-57 
PWA 55335-1 


Change 21 


DESCRIPTION 


P&WA PART NO. PWA 55335-61 


. PIN-ROUND 


P&WA PART NO. PWA 55335-62 


` BALL-CHECKING 


P&WA PART NO. PWA 55335-44 


P&WA PART NO. PWA 55335-50 


. SCREW-SOCKET HD CAP 


P&WA PART NO. PWA 55335-51 


` KEY-FIXTURE 


P&WA PART NO. PWA 55335-55 


UNITS| USABLE 


PER 
ASSY 


ON 
CODE 


T.O. 2J-F100-94 


50 — 
INDEX 1 PWA 70278 101573 


FIGURE 2644. FIXTURES-CONTINUED 


(2-626.1 Blank)/2-626.2 Change 24 


эл??? 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 70278 


PWA 70278-40 


MS9321-11 
CL-7-DPY 


CL-7-RP 
P-56-12 


PWA 70278-14 
44102 


MS35691-3 
45001 


MS35307-362 
PWA 70278-4 


MS16995-25 
PWA 70278-12 
PWA 70278-6 
CL-12-HN 


PWA 70278-11 
PWA 70278-5 
PWA 70278-10 
CL-4-KHS 


H-56-20 


MS16555-79 
PWA 70278-35 
91259A712 


PWA 70278-9 
PWA 70278-27 


MS16996-10 
PWA 70278-28 
PWA 70278-23 
19904 


38123 


MS35691-19 
PWA 70278-30 
PWA 70278-38 
MS16995-41 
MS16555-49 
PWA 70278-21 
PWA 70278-29 
PWA 70278-25 
PWA 70278-31 


PWA 70278-39 


DESCRIPTION 


FIXTURES-CONTINUED 
FIXTURE-MACHINE, FRONT FLANGE OUTER 

TURBINE EXHAUST CASE (REPAIR) 

FOR DEPOT LEVEL USE ONLY 


MAKE FROM MS35307-339, MFD BY 96906 


. WASHER 
. PIN-DIAMOND 


P&WA PART NO. PWA 70278-56 


. PIN-ROUND 


P&WA PART NO. PWA 70278-37 


` SHOE-NYLON 


P&WA PART NO. PWA 70278-50 


` SCREW-KNURLED 


MAKE FROM CL-4-KHS, MFD BY 96906 


` SCREW-KNURLED HD 


P&WA PART NO. PWA 70278-8 


. BUSHING-REAMER 


P&WA PART NO. PWA 70278-51 


` BLOCK-SET 
` SCREW-SOCKET SHOULDER 


P&WA PART NO. PWA 70278-41 


` NUT-FLANGE 
P&WA PART NO. PWA 70278-34 


` PIN-DOWEL 


MAKE FROM MS16555-54, MFD BY 96906 


. PIN-DOWEL 


MAKE FROM MS16555-60, MFD BY 96906 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
ASSY CODE 


© O — = — LLN O о © о — D + 


Change 24 2-626.3 


m= 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


MS16995-38 
PWA 70278-24 
PWA 70278-46 

MAKE FROM MS16995-107, MFD BY 96906 
98381A843 . PIN-DOWEL 

P&WA PART NO. PWA 70278-55 

PWA 70278-18 
91259A796 


PWA 70278-45 
PWA 70278-44 
MS16995-169 
MS16555-55 
PWA 70278-57 
MS16555-79 
PWA 70278-17 
PWA 70278-1 


DDR 


2-626.4 Change 24 


T.O. 2J-F100-94 


101574 


INDEX 1 PWA 70279 
FIGURE 264B. FIXTURES-CONTINUED 


(2-626.5 Blank)/2-626.6 Change 24 


эл??? 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 70279 


MS16995-52 
PWA 70279-44 
PWA 70279-48 
PWA 70279-46 
90298A714 


PWA 70279-53 
PWA 70279-49 
MS16995-81 

PWA 70279-37 
PWA 70279-50 
PWA 70279-55 


MS16995-54 
MS16995-56 
MS16555-677 
PWA 70279-57 
PWA 70279-25 
PWA 70279-34 


LC-042G-7-SS 
PWA 70279-36 
CL-127 


PWA 70279-77 
PWA 70279-63 
92196ASS2 


PWA 70279-59 
92949A194 


PWA 70279-23 
PWA 70279-26 
PWA 70279-66 
MS16995-41 
MS16555-647 
PWA 70279-74 
90298A628 


PWA 70279-71 
PWA 70279-40 
PWA 70279-70 
PWA 70279-31 
PWA 70279-69 
MS16555-631 

PWA 70279-33 


PWA 70279-28 
PWA 70279-76 
CL-23512 


PWA 70279-29 
MS16995-52 
MS16555-648 


DESCRIPTION 


FIXTURES-CONTINUED 


FIXTURE-EB WELD, FRONT FLANGE TURBINE 


EXHAUST CASE, REPAIR 
FOR DEPOT LEVEL USE ONLY 


. PLATE-RETAINING 

. HANDLE-THREADED 

. WASHER-THRUST 

. SCREW-SOCKET HD SHOULDER 


P&WA PART NO. PWA 70279-52 


. CAM-WEDGE 


MAKE FROM MS16555-677, MFD BY 96906 


. SPRING 


P&WA PART NO. PWA 70279-35 
MAKE FROM MS16555-677, MFD BY 96906 


. NUT-FLANGE 


P&WA PART NO. PWA 70279-65 


. ROD-THREADED 
. CLAMP-HOOK 
. SCREW-SOCKET HD CAP 


P&WA PART NO. PWA 70279-58 


P&WA PART NO. PWA 70279-16 


. SHIELD-SPLATTER 


. SCREW-QUARTER TURN 

. SCREW-SOCKET HD SHOULDER 
P&WA PART NO. PWA 70279-73 

. PLATE-SWING 

. PIECE-TEST 

. PLATE-BACK UP 

. PIECE-TEST 


` KNOB-HAND 


MAKE FROM CL-30-HK-4A, MFD BY 99862 


. SCREW-KNURLED HD 


P&WA PART NO. PWA 70279-30 


. BLOCK-TARGET 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


DAN 


= 


~ = = со = — 


о» со со со со со со со — го со со 


— — 
о со 


N — © S > 


- Ort Om 


Change 24 


USABLE 
ON 
CODE 


2-626.7 


DD D DVD VU u u u DU DU U UV D D D D U U D D D II D D D U U U D D DU U D DII 


T.O. 2J-F100-94 


FIGURE ОМІТ | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PWA 70279-27 
PWA 70279-15 
MS35307-311 
MS9321-10 
PWA 70279-14 
CL-1420-SKS 


D D D N ~ ~ 


MS35307-341 
CL-23510 . SCREW-KNURLED HD 
P&WA PART NO. PWA 70279-32 
PWA 70279-39 
MS9321-11 
PWA 70279-22 
LC-042F-5-SS 


MS35691-11 
PWA 70279-19 
PWA 70279-12 
MAKE FROM М516555-660, MFD ВУ 96906 
LC-045E-14-SS . SPRING 
P&WA PART NO. PWA 70279-11 
PWA 70279-10 


MS24671-14 

PWA 70279-42 

PWA 70279-43 

PWA 70279-9 . WASHER-THRUST 
PWA 70279-4 . CAM-WEDGE 
MS16995-53 

PWA 70279-51 

MS16555-647 

PWA 70279-8 

PWA 70279-47 

PWA 70279-3 

PWA 70279-2 

MS35307-363 

MS9321-12 

PWA 70279-7 

PWA 70279-1 


RON IN — Ls о о © O> Оо ооо Оо оо © 


2-626.8 Сһапде 24 


T.O. 2J-F100-94 


INDEX 1 PWA 53435 


INDEX 15 PWA 55411 
INDEX 16 PWA 57537 


INDEX 34 PWA 70481 EN INDEX 35 PWA 70512 EN 


42072 


FIGURE 265. FIXTURES-CONTINUED 


(2-627 Blank)/2-628 Change 6 


DID 


= IDI DD 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53435 


PWA 53435-4 
PWA 53435-1 
F-17872 


PWA 55310 


MS16995-64 
PWA 55310-3 
CL-40-HK-4 


MS16555-29 
MS51971-2 
PWA 55310-9 
PWA 55310-4 
MS51971-5 
CL1/2-13X5.0 


PWA 55310-1 
PWA 55411 


PWA 57537 


D-40-12.389 


MS16555-30 
CL-9-SNW 


MS16955-41 
PWA 57537-9 
PWA 57537-4 
MS9320-11 
C0455-046-0620- 
M 

MS9320-11 
MS16555-43 
MS16995-52 
PWA 57537-11 
PWA 57537-6 
MS16995-39 
HA-2 


PWA 57537-1 
PWA 57537-16 
PWA 70481 


PWA 70512 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-BUCKING, RIVET ANCHOR BOLT 

0.250-28 

FOR DEPOT LEVEL USE ONLY 


` HANDLE ASSY 
` CONTAINER 


P&WA PART NO. PWA 53435-3 
FIXTURE-TACKWELD, NO. 4 BEARING REAR AIR ... 
SEALING RING 
FOR DEPOT LEVEL USE ONLY 


`FIXTURE-HEAT TREAT, DIFFUSER CASE, REAR УР. 


FOR DEPOT LEVEL USE ONLY 
FIXTURE-TORQUE, INSTALLATION OF 

COMPRESSOR TIE RODS 

FOR DEPOT LEVEL USE ONLY 


: NUT AND WASHER-SPHERICAL 
P&WA PART NO. PWA 57537-5 


~ ~ ~ + © 


= D ~ © ~ O + 


P&WA PART МО. PWA 57537-2 


. PLATE-LOCATING 
. CONTAINER-STORAGE 


FIXTURE-SHOTPEEN, 8TH STAGE AIR SEAL 
FOR DEPOT LEVEL USE ONLY 

FIXTURE-EB WELD, 11TH STAGE COMPRESSOR ... 
STATOR 
FOR DEPOT LEVEL USE ONLY 


USABLE 
ON 
CODE 


Change 24 


T.O. 2J-F100-94 


INDEX 1 2552086 


INDEX 19 2552531 


INDEX 23 PWA 55397 


52 


INDEX 35 PWA 55407 


13526 


FIGURE 266. FIXTURES-CONTINUED 


2-630 


пп 22 


дә пп 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


2552086 


2552086-2 
MS16997-43 
MS16997-47 
2552086-5 
2552086-6 
MS16997-142 
2552086-11 
MS16555-77 
MS35307-411 
AN960-816 
2552086-7 
MS16998-75 
2552086-3 
2552086-1 
MS16997-9 
2550500 


050-2.5OH-WK 
2552531 


DELETED 
DELETED 
DELETED 
PWA 55397 


MS51971-7 
MS16995-66 
PWA 55397-7 
PWA 55397-9 
PWA 53845 


PWA 55397-5 
L-88-34 


MS16336-650 
MS51975-28 
PWA 55397-3 
PWA 55397-1 
PWA 55407 


MS35650-304 
SSS-52 


PWA 55407-4 
PWA 55407-7 
MS16995-48 
MS16995-53 
MS16555-48 
PWA 55407-19 


PWA 55407-18 
PWA 55407-2 


DESCRIPTION 


FIXTURES-CONTINUED 
FIXTURE-HOLDING, UNIFIED CONTROL 
SUPERSEDED BY 2552531 


; PLATE-IDENTIFICATION 


P&WA PART NO. 2552086-14 


. CASTER-SWIVEL 


FIXTURE-HOLDING, UNIFIED CONTROL 
SUPERSEDES 2552086 


FIXTURE-SIZING, DIFFUSER CASE INNER CUT 
FOR DEPOT LEVEL USE ONLY 


: CYLINDER-HYDRAULIC, PUSHER AND PULLER .... 


(VARIOUS) 


. ACTUATOR 
. LINER-HEADLESS 


P&WA PART NO. PWA 55397-4 


`FIXTURE-DRILLING, DIFFUSER CASE BOLT 
RETAINER RIVET HOLES 
FOR DEPOT LEVEL USE ONLY 


` PLUNGER-SPRING 


P&WA PART NO. PWA 55407-6 


` SCREW-HEX HD CAP 


0.190-24 X 1.500 IN. LONG 


. PIN-FINGER 
. RING-LOCATING 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


Ада ND = = ND Го = BB DD BR = — — 


заь 


USABLE 
ON 
CODE 


Change 24 


пп пп VD по по 


Т.О. 2J-F100-94 


FIGURE 
8 INDEX 
NUMBER 


2-632 


PART 
NUMBER 


PWA 55407-3 
52048 


PWA 55407-9 
TW-1 


PWA 55407-20 
L-20-8 


MS16555-29 
CL-2-HK-2 


PWA 55407-11 
PWA 55407-10 
PWA 55407-14 
PWA 55407-1 


Change 24 


UNITS 
PER 
DESCRIPTION ASSY 


P&WA PART NO. PWA 55407-21 


. BUSHING-DRILL 
. LINER-THIN WALL HEADLESS 


P&WA PART NO. PWA 55407-22 


. CLAMP-SLIDE 
. RING-BUSHING 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 1 PWA 70282 101575 


FIGURE 266A. FIXTURES-CONTINUED 


(2-632.1 Blank)/2-632.2 Change 24 


D неиз Без Баз Баз Баз Баз Баз VU Баз Баз UV Баз Баз Баз Баз Баз D Баз Баз ее D UN Биз Биз Баз Баз Баз Баз Баз Баз ее D Баз Баз Биз D Баз Биз D Баз Баз UV Баз Биз VU DU U Баз Баз UT 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 70282 


PWA 70282-18 


MS9321-12 
P-16-12 


PWA 70282-13 


PWA 70282-14 
PWA 70282-26 


MS16995-36 
PWA 70282-23 
CL-3-FW 


PWA 70282-27 
CL-2-FN 


CL-.375-16X3.5 


MS35691-19 
CL-1-SCW 


MS16995-83 
MS16555-360 
PWA 70282-17 
PWA 70282-28 


LC-045E-16SS 
PWA 70282-30 


PWA 70282-33 
PWA 70282-44 


MS16995-38 
PWA 70282-36 
PWA 70282-35 


CL-3-RP 


PWA 70282-16 
CL-35-SS 


PWA 70282-15 
PWA 70282-39 
MS35307-306 
PWA 70282-11 
MS16555-348 
MS16995-52 
PWA 70282-9 
PWA 70282-8 
MS16555-327 


DESCRIPTION 


FIXTURES-CONTINUED 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


FIXTURE-MACHINING, TURBINE EXHAUST CASE ... 


REAR INNER DUCT SCALLOPS, REPAIR 
FOR DEPOT LEVEL USE ONLY 


. SCREW-HEX HD 


MAKE FROM MS35307-362, MFD BY 96906 


. WASHER 
. BUSHING-DRILL 


P&WA PART NO. PWA 70282-12 


. BUSHING-DRILL 


MAKE FROM P-20-12, MFD BY 99862 


. RING-HOLDING 


. WASHER-THRUST 


P&WA PART NO. PWA 70282-25 


` NUT-ELANGE 


P&WA PART NO. PWA 70282-20 


` WASHER-SWING C 


P&WA PART NO. PWA 70282-21 


` RING-RETAINER 
` PIN-DOWEL 


MAKE FROM MS16555-361, MFD BY 96906 


. SPRING 


P&WA PART NO. PWA 70282-29 


. PIN-DOWEL 


MAKE FROM MS16555-360, MFD BY 96906 


` WASHER-THRUST 


MAKE FROM CL-12-FW, MFD BY 99862 


MAKE FROM CL-5-DP, MFD BY 99862 


. PIN-ROUND 


P&WA PART NO. PWA 70282-22 


. SCREW-SHOULDER 


P&WA PART NO. PWA 70282-37 


8 
2 
1 
8 
8 
8 
8 
1 


N — © 


Change 24 


USABLE 
ON 
CODE 


2-632.3 


эл? 


Т.О. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PWA 70282-5 
PWA 70282-41 


~ ~ 


MS35307-364 
PWA 70282-3 
MS35691-11 . 
913754585 . SCREW-SOCKET SET 
P&WA PART NO. PWA 70282-48 
MS35307-336 
MS9321-11 
36913 


17105 


MS16555-341 
PWA 70282-43 


+O со со со со Со о ~“ + 


MS16995-56 
PWA 70282-51 
PWA 70282-1 


-NA 


2-632.4 Change 24 


T.O. 2J-F100-94 


INDEX 40 PWA 70170 101576 


FIGURE 266B. FIXTURES-CONTINUED 


(2-632.5 Blank)/2-632.6 Change 24 


эээ??? D D DU UT 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 70268 


PWA 70268-30 
MS16995-36 
217-USS 


CL-7-RH 


MS16995-38 
PWA 70268-18 
PWA 70268-32 
MS16637-5 
LC-047EF-3 


PWA 70268-12 
MS16995-9 
9540K51 


MS24671-20 
PWA 70268-10 
MS16996-23 
B71 


A-9 


PWA 70268-36 
MS16995-36 
PWA 70268-37 
PWA 70268-17 
MS16555-41 
PWA 70268-40 
PWA 70268-26 
MS16995-53 
PWA 70268-13 
MS51957-15 
PWA 70268-23 
PWA 70268-24 
HGF-2 


PWA 70268-3 
PWA 70268-2 
PWA 70268-6 
PWA 70268-5 
PWA 70268-4 
PWA 70268-15 
PWA 70268-1 
PWA 70268-38 
PWA 70170 


29011 


MS16555-29 
PWA 70170-7 


CL-3-SW 


PWA 70170-4 


DESCRIPTION 


FIXTURES-CONTINUED 
FIXTURE-MACHINING SWING ARM, FORWARD 

LUG REAR SURFACE ID PLATFORM 

FOR DEPOT LEVEL USE ONLY 


. CLAMP ASSY 


P&WA PART NO. PWA 70268-25 


. HANDLE ASSY 


P&WA PART NO. PWA 70268-16 


P&WA PART NO. PWA 70268-35 


. ATTACHMENT-ANGLE 


P&WA PART NO. PWA 70268-34 


` FITTING-GREASE 


P&WA PART NO. PWA 70268-39 


` CONTAINER 
FIXTURE-DRILL, FLAMEHOLDER OUTER RIVET .... 


HOLES, F100-3 (REPAIR) 


. BALL-CHECKING 


P&WA PART NO. PWA 70170-8 


MAKE FROM CL-16735, MFD BY 99862 


. WASHER-SPHERICAL 


P&WA PART NO. PWA 70170-5 


. SCREW-SOCKET SET, HALF DOG PT 


0.138-32 X 0.31 IN. LONG, SST 


Change 24 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
ASSY 


= 


1 
5 
1 
1 
6 
1 
1 
4 
1 
4 
2 
2 
1 


= ый dd dd 


ON 
CODE 


222222222022 


Т.О. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-632.8 


PART 
NUMBER 


PWA 70170-2 
PWA 70170-3 
PWA 70170-9 
PWA 70170-10 


PWA 70170-11 


PWA 70170-1 
UPC520-H2-RC1 


Change 24 


UNITS 
PER 
DESCRIPTION ASSY 


. SCREW-SPINDLE 
. CLAMP-LOCATOR 
. BUSHING-HEAD 


MAKE FROM H20-16, MFD BY 99862 


. BUSHING-HEAD 


MAKE FROM H20-16, MFD BY 99862 


. BUSHING-HEAD 


MAKE FROM H20-16, MFD BY 99862 


. PLATE-BUSHING 


P&WA PART NO. PWA 70170-15 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 22 PWA 55509 


INDEX 25 PWA 55511 


43 
INDEX 39 PWA 55872 


INDEX 51 PWA 55856 


13527 


FIGURE 267. FIXTURES-CONTINUED 


(2-633 Blank)/2-634 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 


DD 2222292 


== DD 


дә пп D 22 


NUMBER 


DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
PWA 55434 


MS51971-3 
CL-1-SCW 


MS16995-52 
CL-2-SHS 


MS16555-27 
PWA 55434-7 
MS16995-9 
PWA 55434-12 
MS16555-18 
PWA 55434-4 
CL-43-KA-6.0-05 


PWA 55434-2 
PWA 55434-1 
PWA 55509 


PWA 55509-2 
PWA 55509-1 
PWA 55511 


PWA 55511-2 
PWA 55511-1 
PWA 55516 
MS35644-204 
4018 


MS16555-29 
PWA 55516-2 
CL-2-F 
CL-2-C-10.0 


PWA 55516-6 
P-20-8 


PWA 55516-10 
PWA 55516-1 


DESCRIPTION ASSY 


FIXTURES-CONTINUED 


FIXTURE-BRAZING, SUPPORT NO. 2 AND NO. 3.... 
BEARING SEAL 
FOR DEPOT LEVEL USE ONLY 


` WASHER-SWING C 


P&WA PART NO. PWA 55434-5 


P&WA PART NO. PWA 55434-3 


. PIN-TIMING 
. LOCATING ASSY 


FIXTURE-STRESS RELIEVE INLET COMPRESSOR .. 
STATOR SYNCHRONIZING RING 
SUPERSEDES PWA 53697 
FOR DEPOT LEVEL USE ONLY 


FIXTURE-STRESS RELIEVE, 4TH STAGE 
COMPRESSOR STATOR SYNCHRONIZING RING 
SUPERSEDES PWA 53698 
FOR DEPOT LEVEL USE ONLY 


| SCREW-KNURLED ТНУМВ 
P&WA PART МО. PWA 55516-9 


P&WA PART NO. PWA 55516-8 


. CLAMP ASSY 


CODE 


Change 21 


D D D I 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-636 


PART 
NUMBER 


PWA 55872 


27902 


MS16995-37 
PWA 55872-4 
PWA 55872-5 
MS51971-1 
PWA 55872-9 


MS16995-50 
PWA 55872-6 
PWA 55872-2 
PWA 55872-3 
PWA 55872-1 
PWA 55856 
CL-43-KA-8-8-R 


PWA 55856-10 
CL-43-KA-8-5-R 


PWA 55856-13 
PWA 55856-17 
CL-2A-FSS 


PWA 55856-15 
MS16555-29 
PWA 55856-3 
PWA 55856-8 
MS51021-9 
PWA 55856-6 
MS51975-11 
PWA 55856-5 
PWA 55856-18 
PWA 55856-9 


Change 20 


DESCRIPTION 


FIXTURE-MACHINE WELD, NO. 4 BEARING REAR, .. 
AIR SEALING RING 
FOR DEPOT LEVEL USE ONLY 


. KNOB-KNURLED 


P&WA PART NO. PWA 55872-10 


` STUD-THREADED 


0.250-20 X 2.000 IN. LONG 


'FIXTURE-RIGGING AND TORQUING, АСУУ LINK.... 
. CABLE ASSV 


P&WA PART NO. PWA 55856-12 


` CABLE ASSY 


P&WA PART МО. PWA 55856-14 


P&WA PART МО. PWA 55856-20 
SUPERSEDES CL-2B-FSS 
P&WA PART МО. PWA 55856-16 


. SCREW-SWIVEL 


UNITS| USABLE 


PER 
ASSY 


1 
1 
1 
1 
2 
1 
2 
1 
1 
1 


ON 
CODE 


T.O. 2J-F100-94 


“і ти 
и», 


7 NI a 
е. 


52-2, 


INDEX 41 PWA 70280 101589 


FIGURE 267А. FIXTURES-CONTINUED 


(2-636.1 Blank)/2-636.2 Change 24 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


эл??? 


PWA 70195 


25-128 
25-611.) 
РТ-100 
25-SC388 


PWA 70195-19 
CL-4-HK2T 


PWA 70195-14 
MS16995-67 
PWA 70195-23 
MS51971-5 
PWA 70195-8 


MS16995-83 
PWA 70195-9 
MS16995-50 
MS16555-48 
PWA 70195-25 
PWA 70195-31 
PWA 70195-32 
PWA 70195-37 
PWA 70195-38 
PWA 70195-36 
MS16995-96 
MS16555-77 
PWA 70195-41 
PWA 70195-11 
PWA 70195-26 


MS16995-68 
PWA 70195-12 
MS35307-341 
PWA 70195-5 
PWA 70195-4 
PWA 70195-40 
MS16555-49 
MS35307-339 
PWA 70195-13 
PWA 70195-39 
ЕРС-С5-4 


PWA 70195-1 
PWA 70195-43 
PWA 70280 


PWA 70280-11 
PWA 70280-6 
PWA 70280-7 
PWA 70280-8 
PWA 70280-10 


FIXTURES-CONTINUED 


FIXTURE-TWIST, 3RD AND 4TH STAGE TURBINE ... 


BLADE, REPAIR 
FOR DEPOT LEVEL USE ONLY 


. FACE-INDICATOR 


P&WA PART NO. PWA 70195-15 


. INDICATOR-DIAL 


P&WA PART NO. PWA 70195-17 


. TIP-INDICATOR 


P&WA PART NO. PWA 70195-42 


. BUSHING-COLLET INDICATOR 


P&WA PART NO. PWA 70195-21 


. NUT-HAND KNOB LOCK 
. KNOB ASSY 


P&WA PART NO. PWA 70195-18 


. BLOCK-INDICATOR LOCATOR 


с SCREW-SOCKET SET, OVAL PT 


0.500-13 X 2 IN. LONG, SST 


. JAW-3RD STAGE LOCATOR 
. JAW-3RD STAGE LOCATOR 
. BLOCK-3RD STAGE RETAINING 
. JAW-4TH STAGE LOCATOR 
. JAW-4TH STAGE LOCATOR 


. PLATE-TOP 
. SUPPORT-BACK 
. IHUMBSCREW 


MAKE FROM CL-13-KHS, MFD BY 99862 


. BLOCK-3RD STAGE MOVABLE LOCK 
. BLOCK-4TH STAGE MOVABLE LOCK 


. PIN-DOWEL 
P&WA PART NO. PWA 70195-20 
. PLATE-BASE 
. BOX-STORAGE 
FIXTURE-STRESS RELIEVE, FRONT FLANGE 
TURBINE EXHAUST CASE, REPAIR 
FOR DEPOT LEVEL USE ONLY 


0.250-20 THD 


DR — 


mm > фа а = = = 00 со — ~ 


Б а а Гэга ск бо 


= 


Change 24 


2-636.3 


77797799 


T.O. 2J-F100-94 


FIGURE 
8 INDEX 
NUMBER 


2-636.4 


PART 
NUMBER 


PWA 70280-9 
MS35307-313 
PWA 70280-12 
PWA 70280-4 
PWA 70280-3 
PWA 70280-2 
PWA 70280-1 


Change 24 


DESCRIPTION 


UNITS 
PER 
ASSY 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 1 PWA 55963 


INDEX 46 PWA 70142 


FIGURE 267B. FIXTURES-CONTINUED 


(2-636.5 Blank)/2-636.6 Change 24 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


эл??? 


PWA 55963 


MS16555-21 
PWA 55963-4 
PWA 55963-3 
MS16995-38 
PWA 55963-2 
PWA 55963-7 
MS16995-56 
MS16555-48 
PWA 55963-6 
MS16995-52 
PWA 55963-5 
MS16555-31 
PWA 55963-27 


PWA 55963-10 
PWA 55963-11 
MS16555-31 
PWA 55963-9 
PWA 55963-8 
MS16555-46 
PWA 55963-40 
PWA 55963-39 
PWA 55963-38 
PWA 55963-36 
CL-16534 


MS15795-810 
MS35691-3 
PWA 55963-22 
PWA 55963-21 
PWA 55963-20 
MS16995-49 
PWA 55963-13 
PWA 55963-12 
CL16312 


MS35649-202 
PWA 55963-42 
MS16995-37 
LC-065S-3L 


PWA 55963-19 
PWA 55963-16 
PWA 55963-17 


PWA 55963-14 
PWA 55963-15 
PWA 55963-18 
PWA 55963-1 
PWA 70142 


MS16995-9 
PWA 70142-7 
8859K14 


FIXTURES-CONTINUED 

FIXTURE-MACHINE, NO. 4 BRG INTERNAL 
PRESSURE ТУВЕ ASSY, CLEVIS REMOVAL 
FOR DEPOT LEVEL USE ONLY 


| PLATE-RETAINING 
. BLOCK-FLOAT 


` KNOB-HAND 


MAKE FROM CL-30-HK-4, MFD BY 99862 


. SCREW-CLAMP 
. CLAMP-V-BLOCK 


: PLATE-ANTI-PIVOT 
. BLOCK-CLAMP 


` V-BLOCK-LOCATOR 
` HOLDER-V-BLOCK 
` KNOB-KNURLED 


P&WA PART NO. PWA 55963-31 


` LOCATOR-CUTTER 
` BLOCK-LOCATOR CUTTER 
` KNOB-KNURLED 


P&WA PART NO. PWA 55963-44 


P&WA PART NO. PWA 55963-34 


. PLATE-RETAINING 
. CONE-LOCATING 
- LINER-HEADLESS 


MAKE FROM L-48-8, MFD BY 99862 


| SUPPORT-LOWER 
. BLOCK-CONE RETAINER 


`FIXTURE-TACKWELD, OUTER COMBUSTION 


аа а Жу US Ку = - han 


D----D на å на å на 


2 
2 
1 
1 
1 
2 
1 
1 
1 


= hop 


LINER DILUTION CUP REPLACEMENT, REPAIR 


FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 70142-6 


Change 24 


2-636.7 


2222222222 


Т.О. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-636.8 


PART 
NUMBER 


PWA 70142-5 
PWA 70142-3 
PWA 70142-9 


PWA 70142-2 
PWA 70142-4 


PWA 70142-1 
X-1 


Change 24 


UNITS 
PER 
DESCRIPTION ASSY 


. ROD-THREADED 
. KNOB-KNURLED 
. EXTENSION-PIPE 
MAKE FROM 5175K51, MFD BY 39428 


` PIN-DOWEL 


MAKE FROM MS16555-340, MFD BY 96906 


. BASE-LOCATOR 
. CONTAINER 


P&WA PART NO. PWA 70142-10 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


9 Д, 


INDEX 1 PWA 55518 INDEX 10 PWA 55540 


INDEX 19 PWA 55547 


INDEX 22 PWA 55548 INDEX 29 PWA 55648 


13530 


FIGURE 268. FIXTURES-CONTINUED 


(2-637 Blank)/2-638 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 


PWA 55518 FIXTURE-HOLDING, CONTROL ARM AND ROD END. 


2222 


DDD 


° 


MS35307-309 
MS9321-10 
PWA 55518-6 
MS35307-307 
MS16995-49 
PWA 55518-3 
PWA 55518-7 
PWA 55518-1 
PWA 55540 


CL-1-SHS-N 
H-20-8 


PWA 55540-1 
PWA 55546 


MS51988-1 
MS51975-4 
PWA 55546-2 
PWA 55546-1 
PWA 55547 


PWA 55547-2 
PWA 55547-1 
PWA 55548 
MS35307-307 
MS9321-10 
MS16555-46 
PWA 55548-6 
PWA 55548-5 
PWA 55548-1 
PWA 55648 


01040 


PWA 55648-5 
PWA 55648-4 
MS16555-628 
PWA 55648-2 
PWA 55648-1 
MP340-H4-RC1 


`FIXTURE-DRILL, COUNTERSUNK ANTI-ICE BOSS... 


SLEEVE 
FOR DEPOT LEVEL USE ONLY 


. SCREW-SWIVEL HD 


P&WA PART NO. PWA 55540-3 


. BUSHING-DRILL 


P&WA PART NO. PWA 55540-2 


`FIXTURE-SWAGING, 360 DEGREE BEARING, 


UNIBALL 
SUPERSEDES PWA 55520 


FIXTURE-HOLDING, COLLET VISE, UNIBALL 0.562 .. 


DIAMETER 


. VISE-COLLET 


`FIXTURE-WELDING, FLAME HOLDER GUSSET 


FOR DEPOT LEVEL USE ONLY 


. PIN-DOWEL 


P&WA PART NO. PWA 55648-6 


. RETAINER 


` THUMBSCREW 
` BLOCK-RETAINER 
` BOX-STORAGE 


P&WA PART NO. PWA 55648-7 


за по по по мо = 


Nå — 


1 
1 
1 
2 
2 
2 
1 
1 
1 
1 


= 


Change 24 


2-639 


T.O. 2J-F100-94 


INDEX 16 PWA 55588 


INDEX 41 PWA 57506 


FIGURE 269. FIXTURES-CONTINUED 


2-640 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55563 
CL-4-FN 
CL-3-SCW 


MS35691-51 
PWA 55563-8 


PWA 55563-3 
PWA 55563-5 
MS16995-81 
MS16555-29 
PWA 55563-4 
MS16995-82 
MS16555-60 
MS16555-53 
PWA 55563-2 
PWA 55563-1 
PWA 55588 


CL-11530 
CL-145 
CL-17320 


PWA 55588-4 
MS9321-10 
MS24585-C305 
MS35307-368 
MS9321-12 
CL-7-KHS 


MS51975-19 
PWA 55588-13 
MS16995-64 
PWA 55588-16 
PWA 55588-15 
MS16555-48 
PWA 55588-9 
LS-1 


SF-20-6 
CL-2-RB 

PWA 55588-22 
MS51021-43 
PWA 55588-23 
SF-20-6 
MS51971-1 


DESCRIPTION 


FIXTURES-CONTINUED 
FIXTURE-METAL SPRAY, 7TH STAGE 
COMPRESSOR CASE, ANTI-ICING BOSS 


P&WA PART NO. PWA 55563-9 


. WASHER-SWING C 


P&WA PART NO. PWA 55563-10 


0.625-11 X3.000 INCHES LONG 


. CLAMP RING 


`FIXTURE-DRILLING, COMPRESSOR STATOR ARMS. 


FOR DEPOT LEVEL USE ONLY 
P&WA PART NO. PWA 55588-7 


. WASHER-SPHERICAL 


P&WA PART NO. PWA 55588-6 


. STRAP-CLAMP 


P&WA PART NO. PWA 55588-5 


. CLAMP HEEL 


. SCREW-KNURLED HEAD 


P&WA PART NO. PWA 55588-12 


` BUSHING PLATE 
` SCREW-LOCK 
P&WA PART NO. PWA 55588-19 


. DRILL BUSHING 


P&WA PART NO. PWA 55588-20 


. REST BUTTON 


P&WA PART NO. PWA 55588-21 


. SETSCREW 
. PIN-DIAMOND 
. DRILL BUSHING 


P&WA PART NO. PWA 55588-8 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


= NE ГО го 


мо о о на 


USABLE 
ON 
CODE 


2-641 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PWA 57506 FIXTURE-GUIDE, INSTALLATION AND REMOVAL, ... 
TOBI, COMBUSTOR AND 1ST VANE 

CL-1B-PPKIT . KNOB ASSEMBLY 

P&WA PART NO. PWA 57506-26 
PWA 57506-23 
MS16555-42 . 
47812 . INSERT-THREADED 

P&WA PART МО. PWA 57506-25 
MS51971-3 
MS35307-365 
PWA 57506-7 
CL-23-KA-410-LR . CABLE ASSEMBLY 

P&WA PART NO. PWA 57506-12 
PWA 57506-10 


P-56-8 


PWA 57506-9 
40537 


45043 


MS51971-3 
MS16995-83 
PWA 57506-20 
MS16555-47 
PWA 57506-19 
MS16995-66 
PWA 57506-8 
PWA 57506-3 
MS16995-66 
PWA 57506-13 
MS16995-38 
PWA 57506-27 


= 5 = ~ = = ~ го + D со со 


REPLACES РМА 57506-4 
PWA 57506-1 . LOCATOR ASSEMBLY 


— 


2-642 Change 3 


T.O. 2J-F100-94 


СӘ 


ха 


INDEX 1 PWA 55882 


INDEX 46 PWA 70145 


101591 


FIGURE 269A. FIXTURES-CONTINUED 


Change 24 


(2-642.1 Blank)/2-642.2 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


Бе из ие Jn u Баз Баз Баз Баз Баз Бие u Баз Баз ее Биз Биз Баз Баз Баз Баз Баз Баз Баз ее DU VU Биз Баз Баз Баз Баз Баз Баз Баз Биз Баз D Баз Баз Баз Баз DU Биз D Баз Баз Биз Баз Биз DU Биз Биз Биз Баз Баз Баз Биз) 


PWA 55882 


MS16555-45 
PWA 55882-5 


MS24585-C398 


MS16555-28 
PWA 55882-12 


MS9321-11 
MS16555-31 
PWA 55882-9 
PWA 55882-6 
MS16995-66 
MS16555-53 
PWA 55882-3 
PWA 55882-7 
MS16995-51 
MS9320-10 
PWA 55882-40 
PWA 55882-41 
MS16995-53 
MS16555-48 
PWA 55882-14 
PWA 55882-36 
MS16555-33 
PWA 55882-20 
PWA 55882-30 
PWA 55882-21 
PWA 55882-29 
PWA 55882-22 
PWA 55882-31 
PWA 55882-15 
MS16995-50 
MS16555-60 
PWA 55882-19 
PWA 55882-35 
MS16995-52 
PWA 55882-34 
PWA 55882-26 
CL-42-KA-4 


MS16995-54 
PWA 55882-16 
PWA 55882-17 
PWA 55882-18 
PWA 55882-33 
PWA 55882-32 
PWA 55882-1 
PWA 70145 


MS16995-9 
PWA 70145-6 
8859K14 


PWA 70145-9 


. KNOB-HAND 


. WASHER 
. STOP-SLIDE 
. STOP-SLIDE 


` BLOCK-STOP 
` HANDLE-FLUSH PIN 


. PIN-FLUSH 
. PIN-FLUSH 
. PIN-FLUSH 
. PIN-FLUSH 
. PIN-FLUSH 
. PIN-FLUSH 


` KNOB-KNURLED 
` PIN-DIAMOND LOCATOR 
` CABLE ASSY 


. PLATE-SLIDE 

. PLATE-KEEPER 
. GIB-FRONT 

. PLATE-KEEPER 
. GIB-REAR 


`FIXTURE-TACKWELD, INNER COMBUSTION LINER . 
DILUTION CUP REPLACEMENT, REPAIR 
FOR DEPOT LEVEL USE ONLY 


FIXTURES-CONTINUED 


. FIXTURE-CHECK, POSITION OF UNMATCHED 


LINK TOWERS 
FOR DEPOT LEVEL USE ONLY 


Add 


MAKE FROM CL-20-HK-2, MFD BY 99862 


ааа по “о бо о ЧАД) са на на на о ДЫ SIND а Го а BR Rn. 


P&WA PART МО. PWA 55882-42 


= — = po = о о № 


P&WA PART МО. PWA 70145-5 


. EXTENSION-PIPE 


MAKE FROM 5175K51, MFD BY 39428 


Change 24 


2-642.3 


=== 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-642.4 


PART 
NUMBER 


PWA 70145-2 
PWA 70145-4 
PWA 70145-7 
PWA 70145-3 


PWA 70145-1 
X-1 


Change 24 


UNITS 
PER 
DESCRIPTION ASSY 


- HOLDER 
. KNOB-KNURLED 
. PIPE-éTHREADED 


MAKE FROM MS16555-340, MFD BY 96906 


. BASE-LOCATOR 
. CONTAINER 


P&WA PART NO. PWA 70145-10 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 46 PWA 70269 


101592 


FIGURE 269B. FIXTURES-CONTINUED 


(2-642.5 Blank)/2-642.6 Change 24 


BJ J U u iu u UD Баз Баз U е ее DDD Баз бөзден ен іе е ее ез эээ??? 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55886 


MS16555-28 
PWA 55886-28 


MS9321-11 
MS16555-31 
PWA 55886-23 
PWA 55886-42 
PWA 55886-25 
MS16555-45 
PWA 55886-20 
355 


PWA 55886-43 
MS16995-52 
MS9321-10 
MS16555-48 
PWA 55886-24 
PWA 55886-22 
CL-23-KA-18.0- 
LR 

PWA 55886-34 


PWA 55886-32 
4521-38-1802N 


CL-41-SHS 
S/F-20-6 
33502 


LS-1 


S/F-20-6 
L-32-6 


MS21316-33 
MS35307-348 
MS16555-61 
MS51023-51 
PWA 55886-41 
MS51971-3 
5710-82-60 


L-48-8 


PWA 55886-37 
MS16995-38 
MS16555-43 
PWA 55886-11 
PWA 55886-2 
MS35307-336 
L-40-12 


PWA 55886-3 
PWA 55886-16 
PWA 55886-1 


DESCRIPTION 


FIXTURES-CONTINUED 
FIXTURES-DRILL, LINK TOWERS 
FOR DEPOT LEVEL USE ONLY 


` LOCATOR 
` BUSHING 
` ACTUATOR 


P&WA PART NO. PWA 55886-35 


. SCREW-PAN HD 


0.086-56 X 0.25 IN. LONG, SST 


. GAGE-GO-NO GO 
. CLIP-SPRING 


P&WA PART NO. PWA 55886-33 


. SCREW-SWIVEL HD 


P&WA PART NO. PWA 55886-40 


. BUSHING-REAM 


P&WA PART NO. PWA 55886-31 


. THUMBSCREW-TOGGLE 


P&WA PART NO. PWA 55886-6 


. SCREW-LOCK 


P&WA PART NO 


. BUSHING-DRILL 


P&WA PART NO 


. LINER-HEADLESS 


P&WA PART NO 


P&WA PART NO 


. WELDED ASSY 
. STRAP-SUPPORT 
. WELDED ASSY 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


= mn а № оз 


салса EO ЕЧ 


Change 24 


USABLE 
ON 
CODE 


2-642.7 


222222225222 


Т.О. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-642.8 


PART 
NUMBER 


PWA 70269 


MS16995-42 

PWA 70269-3 
PWA 70269-1 
PWA 70269-4 
PWA 70269-5 


LIT-12X6X4 


Change 24 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURE-INSPECTION, FORWARD LUG, REAR 
SURFACE ID PLATFORM 
FOR DEPOT LEVEL USE ONLY 


MAKE FROM 149P-92, MFD BY 21938 


. CONTAINER 


P&WA PART NO. PWA 70269-6 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


а 
LA 


INDEX 51 PWA 57700-14 


31396 


FIGURE 270. FIXTURES-CONTINUED 


(2-643 Blank)/2-644 Change 3 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57647 


CL-4-FN 
CL-3-SCW 
628XB-2-6-2 
3000-12 


PWA 57647-16 
MS9021-249 
PWA 57647-20 


2-008 


MS35691-51 
MS16187-84 
PWA 57647-27 


MS9021-236 
PWA 57647-12 
MS9021-044 
MS9021-260 
MS9021-265 
PWA 57647-22 
MS16995-67 
MS9321-12 
PWA 57647-5 
LC-042G-1 


47816 
3000-12 


MS16555-631 
34711 


PWA 57647-1 
PWA 57700 


MS16555-29 
MS51971-3 
PWA 57700-10 
MS16995-79 
PWA 57700-7 
MS16555-40 
PWA 57700-13 


PWA 57700-4 
AN123520 
482-US1B-2 


MS9319-100 
MS18015-1 
AN123467 


. PLUG-COUPLING 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-AIR LEAK CHECK, NO. 2 BEARING ASSY.. 
SUPERSEDES PWA 57121 
REPLACED BY PWA 57827 


P&WA PART NO. PWA 57647-18 


. WASHER-SWING C 


P&WA PART NO. PWA 57647-17 


. VALVE-RELIEF 


P&WA PART NO. PWA 57647-19 


. PLUG-COUPLING 


P&WA PART NO. PWA 57647-9 


(4%) СО о СО СО å ыш å 


P&WA PART NO. PWA 57647-25 


= 


P&WA PART NO. PWA 57647-9 


P&WA PART NO. PWA 57647-2 


. BASE ASSY 


FIXTURE-FAN BALANCE, FRONT 
FOR DEPOT LEVEL USE ONLY 


. DOWEL PIN 


MAKE FROM MS51849-64, MFD BY 96906 
. COVER ASSY 


USABLE 
ON 
CODE 


Change 14 


T.O. 2J-F100-94 


UNITS| USABLE 


FIGURE 
PER ON 


& INDEX PART 


NUMBER NUMBER DESCRIPTION ASSY CODE 


= 


1582А41 
P&WA PART NO. PWA 57700-4-5 

PWA 57700-4-4 

PWA 57700-4-6 

PWA 57700-4-1 

PWA 57700-3 

PWA 57700-2 

PWA 57700-1 

PWA 57700-15 

MS16995-48 

PWA 57700-14 


№ 
= бб = 00 K må 


2-646 Change 3 


T.O. 2J-F100-94 


8 — 9»; 
ID 7 


о 

= 

| 
Ж 5 Ar 
| 


° | 


INDEX 1 PWA 70136 


IR, 


~ 
со 


N 
со 


101593 


INDEX 36 PWA 70137 
FIGURE 270A. FIXTURES-CONTINUED 


Change 24 


(2-646.1 Blank)/2-646.2 


эээ??? 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 70136 


33506 
32903 
16903 


MS16995-49 
PWA 70136-9 
CL-527-TSAN 


MS51975-11 
PWA 70136-20 
MS16555-46 
448-6 


MS16995-26 
PWA 70136-39 
CL-1-FN 


CL-00-SB 
CL-8-KHS 
PWA 70136-38 
PWA 70136-42 
PWA 70136-23 


PWA 70136-31 
PWA 70136-28 
PWA 70136-41 
DEVCON 
FLEXANE94 
DEVCON 
FLEXANE94 
MS24671-7 
MS16555-28 
PWA 70136-27 
PWA 70136-34 
MS16995-42 
NAS607-6-8 
MS16995-66 
PWA 70136-45 
PWA 70136-35 
PWA 70136-25 
MP380-H5-RC2 


PWA 70137 


33506 
32903 


16903 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 

FIXTURE-MACHINE, 1ST STAGE COMPRESSOR .... 
VANE, RECONTOUR VANE FOOT, REPAIR 
FOR DEPOT LEVEL USE ONLY 


. THUMBSCREW-TOGGLE 


P&WA PART NO. PWA 70136-6 


. COVER-PAD 


P&WA PART NO. PWA 70136-7 


. NUT-CHECK 


P&WA PART NO. PWA 70136-8 


. SCREW-ADJUSTABLE TORQUE 


P&WA PART NO. PWA 70136-11 


` BALL-TOOLING 


P&WA PART NO. PWA 70136-12 


` NUT-FLANGE 


P&WA PART NO. PWA 70136-29 


. BOLT-SWING 


P&WA PART NO. PWA 70136-37 


. SCREW-KNURLED HD 


P&WA PART NO. PWA 70136-30 


. BOLT-SHOULDER 


MAKE FROM MS51975-1, MFD BY 96906 


. SCREW-SOCKET HD SHOULDER 


MAKE FROM MS51975-8, MFD BY 96906 


. PIN-DOWEL 


MAKE FROM MS16555-48, MFD BY 96906 


` TOP-CLAMP 
` PIN-LOCATING FIXED 


` BOX-STORAGE 


P&WA PART NO. PWA 70136-24 
FIXTURE-MACHINE, 2ND STAGE COMPRESSOR .... 
VANE, RECONTOUR VANE FOOT, REPAIR 
FOR DEPOT LEVEL USE ONLY 


. THUMBSCREW-TOGGLE 


P&WA PART NO. PWA 70137-7 


. COVER-PAD 


P&WA PART NO. PWA 70137-8 


. NUT-CHECK 


P&WA PART NO. PWA 70137-9 


Change 24 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


эл??? 


2-646.4 


MS16996-49 
PWA 70137-6 
MS16555-40 
448-4 


CL-527-TSAN 


MS51975-11 
PWA 70137-20 
CL-8-KHS 


CL-7-FN 
CL-00-SB 


MS16995-26 
PWA 70137-30 
PWA 70137-41 


PWA 70137-40 


MS16555-50 
PWA 70137-29 
PWA 70137-32 
PWA 70137-43 
DEVCON 
FLEXANE94 
DEVCON 
FLEXANE94 
MS24671-7 
MS16555-27 
PWA 70137-33 
PWA 70137-31 
MS16995-42 
MS16555-53 
MS16995-66 
PWA 70137-47 
PWA 70137-28 
PWA 70137-27 
MP380-H5-RC2 


Change 24 


E BALL-TOOLING 


P&WA PART NO. PWA 70137-11 


. SCREW-ADJUSTABLE TORQUE 


P&WA PART NO. PWA 70137-12 


` CLAMP-SWING 
` SCREW-KNURLED HD 


P&WA PART NO. PWA 70137-45 


. NUT-FLANGE 


P&WA PART NO. PWA 70137-36 


. BOLT-SWING 


P&WA PART NO. PWA 70137-37 


. BLOCK-CASTING 
. PIN-CLAMP 


` BLOCK-CASTING 
` PIN-SUPPORT 


` BOX-STORAGE 
P&WA PART NO. PWA 70137-26 


Aaa = фы R = = = = со 


T.O. 2J-F100-94 


12-- 5 R. | 19 
| 


2 
| 


28 
21 | 
| 3-7 SET 
=, <> был -ı 
11 31 К = 
| Mal 
© 12—— 


| 


| 32—22 | 72-2 — 36 
jä š 
слез 
22—8 Е 
34 i 
fi | 14 6— 
=“) FE kal 5 — 30 >=> 
ре A 


INDEX 1 PWA 70271 51 
| 


101594 


INDEX 37 PWA 70171 INDEX 50 PWA 55770 


FIGURE 270B. FIXTURES-CONTINUED 


(2-646.5 Blank)/2-646.6 Change 24 


эл??? Баз Баз VIT 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 

PWA 70271 FIXTURE-MACHINING, ID REAR LUG NOTCH 
FOR DEPOT LEVEL USE ONLY 

CL-.203M 


CL-.199P 

P&WA PART NO 
CL-3-GHD . HANDLE-GAGE PIN 

P&WA PART МО 
MS51957-13 
4521-44-100 

P&WA PART NO 
PT-229 . POINT-GAGE 

P&WA PART NO 
MS51021-43 
B-5M 


BU-80 


MS16995-51 
B-21 

P&WA PART NO. PWA 70271-31 
PWA 70271-22 . POINT-GAGE 
PWA 70271-23 . ATTACHMENT ASSY-RIGHT ANGLE 
MS16555-52 Е 
217-U . CLAMP-TOGGLE 

P&WA PART NO. PWA 70271-4 
PWA 70271-3 . CLAMP ASSY 
1448-6 . BALL-TOOLING 

P&WA PART NO. PWA 70271-2 
33504 . IHUMBSCREW 

P&WA PART NO. PWA 70271-13 
MS16637-7 
PWA 70271-10 
MS16995-50 
MS16555-48 
PWA 70271-6 
PWA 70271-9 
PWA 70271-20 
PWA 70271-24 . HOLDER-GAGE 
PWA 70271-11 . SUPPORT-CLAMP 

MAKE FROM AP3030-62, MFD BY 83330 

PWA 70271-21 . BLOCK-REST 
MS16995-35 
PWA 70271-33 
MS24671-2 
PWA 70271-14 
PWA 70271-16 
PWA 70271-1 
MDIC12X12X10 


аа аа ду = ~ 


— = од — б — со — 


P&WA PART МО. PWA 70271-35 
PWA 70171 FIXTURE-DRILL, FLAMEHOLDER INNER RIVET 
HOLES, F100-3 (REPAIR) 


= 


MS16555-29 
PWA 70171-7 


юго 


МАКЕ FROM CL-16735, MFD BY 99862 

CL-3-SW . WASHER-SPHERICAL 

P&WA PART NO. PWA 70171-5 
PWA 70171-4 . SCREW-SOCKET SET, HALF DOG PT 
PWA 70171-2 . SCREW-SPINDLE 
PWA 70171-3 . CLAMP-LOCATOR 
29011 . BALL-CHECKING 

P&WA PART NO. PWA 70171-8 


№ 


Change 24 2-646.7 


эл??? 


Т.О. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


29012 . BALL-TOOLING 
P&WA PART NO. PWA 70171-9 

PWA 70171-10 . BUSHING-HEAD 

MAKE FROM H20-16, MFD BY 99862 
PWA 70171-11 . BUSHING-HEAD 

MAKE FROM H20-22, MFD BY 99862 
PWA 70171-1 . PLATE-BUSHING 
UPC520H2-RC1 

P&WA PART NO. PWA 70171-14 

PWA 55770 FIXTURE-STRESS RELIEVE, CONVERGENT FLAP .. 

LINK TOWER 

FOR DEPOT LEVEL USE ONLY 
PWA 55770-4 . LOCK-WEDGE 
PWA 55770-6 
PWA 55770-7 
PWA 55770-8 
PWA 55770-10 
PWA 55770-13 
PWA 55770-3 
PWA 55770-5 
PWA 55770-11 
PWA 55770-12 
MS16555-677 
PWA 55770-2 
PWA 55770-1 


— R — о N = — O D N O, + + 


2-646.8 Change 24 


T.O. 2J-F100-94 


— 


гр. 
= 
Z 

IC 

т 
іш 


INDEX 1 PWA 55611 


INDEX 22 PWA 55612 


INDEX 41 PWA 55613 


13532 


FIGURE 271. FIXTURES-CONTINUED 


(2-647 Blank)/2-648 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 
FIXTURE-TACKWELDING, 6TH STAGE VANES 
FOR DEPOT LEVEL USE ONLY 


PWA 55611 


MS35307-313 
MS9321-10 
32130 . SCREW-SOCKET SET 
P&WA PART NO. PWA 55611-3 


эээ) ID 


т 


22220 22220 IT 


MS51971-1 
36911 


17103 


MS16995-50 
MS35307-314 
32132 


PWA 55611-9 
MS16555-645 
MS16555-629 
PWA 55611-12 
PWA 55611-16 
PWA 55611-17 
PWA 55611-15 
PWA 55611-18 
PWA 55611-19 
PWA 55611-20 
PWA 55611-1 
PWA 55612 


MS35307-308 
MS9321-10 
MS51971-1 
MS51045-55 
36911 


17103 


MS35307-310 
PWA 55612-8 
MS51981-52 
MS16995-49 
PWA 55612-13 
PWA 55612-12 
PWA 55612-11 
PWA 55612-10 
MS16555-29 
PWA 55612-15 
PWA 55612-17 
PWA 55612-1 
PWA 55613 


MS35307-310 
MS9321-10 
MS51971-1 
MS51045-55 
36911 


. STRAP-TAPPED 


P&WA PART NO. PWA 55611-6 


. PAD-STRAP 


P&WA PART NO. PWA 55611-7 


. SCREW-SOCKET SET 


P&WA PART NO. PWA 55611-11 


. CLAMP ASSY 


` RING-LOCATING 
` PIN-LOCATING 
` RING-LOCATING 


'FIXTURE-TACKWELDING, 7TH STAGE VANES 


FOR DEPOT LEVEL USE ONLV 


. STRAP-TAPPED 


P&WA PART NO. PWA 55612-2 


. PAD-STRAP 


P&WA PART NO. PWA 55612-7 


'FIXTURE-TACKWELD, 8TH STAGE VANE 


FOR DEPOT LEVEL USE ONLV 


. STRAP-TAPPED 


P&WA PART NO. PWA 55613-10 


NN — N = = N = © — О оо O> 


6 
2 
2 
6 
6 
6 
6 
6 
6 
6 
2 
1 
2 
1 
2 
2 
1 
1 
1 


Change 21 


2-649 


эр DV 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 


& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


~ 


17103 . PAD-STRAP 
P&WA PART МО. PWA 55613-11 

PWA 55613-12 

MS51981-52 

MS16555-29 

PWA 55613-3 

PWA 55613-4 

MS16555-640 

PWA 55613-7 

PWA 55613-8 

PWA 55613-5 

PWA 55613-1 


=== МГ од о о ~ О 


2-650 Change 21 


T.O. 2J-F100-94 


сс (ДО 


101595 


INDEX 30 PWA 55105 
FIGURE 271А. FIXTURES-CONTINUED 


(2-650.1 Blank)/2-650.2 Change 24 


эл? 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 70276 


MS51021-43 
B81 


BU-80 


PWA 70276-21 
MS51021-56 
CL-19-SHS 


MS16889-56 
PWA 70276-15 
PWA 70276-14 
LC-063HJ-3 


PWA 70276-3 


MS16995-52 
PWA 70276-2 
1448-6S 


PWA 70276-6 
MS16995-53 
PWA 70276-18 
PWA 70276-17 
MS16995-50 
PWA 70276-8 
CL-4-KHS 


MS51975-18 
LC-039-F6-3 


PWA 70276-7 
PWA 70276-12 
MS16555-49 
PWA 70276-1 
MDIC-21X9X10 


PWA 55105 


MS16995-66 
MS16995-88 
PWA 55105-20 
B-8 


9487 


PWA 55105-4 
A-101824 


PWA 55105-3 
PWA 55105-13 
H-40-40 


MS16995-64 
NAS607-3-8 
PWA 55105-14 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 


FIXTURE-MACHINING, ID PLATFORM CONVEX 


PLATFORM EDGE 
FOR DEPOT LEVEL USE ONLY 


` INDIGATOR-DIAL 


P&WA PART NO. PWA 70276-22 


P&WA PART NO. PWA 70276-24 


. HOLDER-GAGE 
. SETSCREW 


P&WA PART NO. PWA 70276-13 


. SCREW-SWIVEL HD 


MAKE FROM CL-25-SHS, MFD BY 99862 


. BALL-TOOLING 


P&WA PART NO. PWA 70276-5 


. BLOCK-REST 


` SCREW-KNURLED HD 


P&WA PART NO. PWA 70276-10 


. CONTAINER 
P&WA PART NO. PWA 70276-29 
FIXTURE-LOCATING, OUTER FAIRING RIVETING.... 
(REOP) 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 55105-7 


. SLEEVE 
. BUSHING-BALL 


P&WA PART NO. PWA 55105-5 


. SHAFT-BALL BUSHING 
. PIN-LOCATING 
. BUSHING-HD PRESS FIT 


P&WA PART NO. PWA 55105-22 


Change 24 


USABLE 
ON 
CODE 


2-650.3 


эл 


Т.О. 2J-F100-94 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


CM-5 


PWA 55105-21 


PWA 55105-1 
KN-1 


AM-4 


MS51975-5 
LC-047EF-5 


MS9321-10 
PWA 55105-22 
PWA 55105-2 
5-40X1/2 

B-81 

PT-239 


PWA 55105-24 
MP350H1RC2 


2-650.4 Change 24 


DESCRIPTION 


. SCREW-SWIVEL PAD 


P&WA PART NO. PWA 55105-17 


. KNURLED KNOB ASSY 
MAKE FROM SKA-12, MFD BY 01599 
. РЕАТЕ-ТОР 

. NUT-KNURLED 


P&WA PART МО. PWA 55105-23 


. CLAMP-SWIVEL PAD 


P&WA PART NO. PWA 55105-11 


` PLATE-BOTTOM 
` SCREW-SOCKET HD CAP 


P&WA PART NO. PWA 55105-25 


. INDICATOR-DIAL 


P&WA PART NO. PWA 55105-26 


. POINT-CONTACT 


P&WA PART NO. PWA 55105-27 


. HOLDER-GAGE 
. BOX-STORAGE 


P&WA PART NO. PWA 55105-28 


UNITS 
PER 
ASSY 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 1 PWA 55828 


101596 


INDEX 36 PWA 70141 


FIGURE 271B. FIXTURES-CONTINUED 


Change 24 


(2-650.5 Blank)/2-650.6 


эл? 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


PWA 55828 
CL-19-SHS 


MS16995-40 
MS16555-41 
PWA 55828-12 
CL-9 


CL-14-FW 
PWA 55828-3 


PWA 55828-35 
PWA 55828-6 
PWA 55828-33 
MS35691-11 
PWA 55828-2 
CL-2-HTS 


MS51021-43 
PWA 55828-10 
MS16995-52 
PWA 55828-16 
PWA 55828-19 
CL-4-KHS 


PWA 55828-22 
MS16995-67 
MS16555-48 
PWA 55828-23 
PWA 55828-26 
PWA 55828-25 
MS16555-21 
PWA 55828-29 
HL-32-8 


PWA 55828-27 
CL-8-SS 


PWA 55828-20 
PWA 55828-11 
6221B0F 


PWA 55828-1 
PWA 70141 


MS35307-305 
MS9321-10 
PWA 70141-8 
CL-1420-KS 


PWA 70141-28 
PWA 70141-27 


MS16555-630 
MS24671-14 
PWA 70141-24 
PWA 70141-11 


DESCRIPTION 


FIXTURES-CONTINUED 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


FIXTURE-MACHINE, AFT END OF CENTER HINGE .. 


FOR DEPOT LEVEL USE ONLY 


. SCREW-SWIVEL HD 


P&WA PART NO. PWA 55828-15 


` BLOCK-LOCATOR 
` NUT-FLANGE 


P&WA PART NO. PWA 55828-5 


. WASHER-FLAT 


P&WA PART NO. PWA 55828-34 


. SCREW-OVAL PT SET 


0.312-18 X 1.5 IN. LONG, SST 


` SCREW-HALF TURN 


P&WA PART NO. PWA 55828-9 


. SETSCREW 


. BLOCK-SPACER 
. SCREW-KNURLED HD 


P&WA PART NO. PWA 55828-24 


` PIN-DIAMOND 
` BUSHING-HD LINER 


P&WA PART NO. PWA 55828-30 


. BRAZED ASSY 
. SCREW-SHOULDER 


P&WA PART NO. PWA 55828-28 


. BLOCK-SET 
. WELDED ASSY 
. BUTTON-REST 


P&WA PART NO. 55828-8 


о о о — D ~ 


N N б Q = ~ 


— — — P о ro 


1 
1 
2 
1 
1 
1 
1 
1 
1 


`FIXTURE-WELD BUILD-UP, OUTER COMBUSTION .. 


LINER DILUTION CUP REPLACEMENT, REPAIR 


FOR DEPOT LEVEL USE ONLY 


` EXTENSION-PIPE 
MAKE FROM 5175K51, MFD BY 39428 


Change 24 


USABLE 
ON 
CODE 


2-650.7 


эээ? 


Т.О. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


MS16555-28 
PWA 70141-16 
B-52 
P&WA PART NO. PWA 70141-17 
PWA 70141-18 . PIN-TIMING 
PWA 70141-10 
MS24671-20 
98381A505 


PWA 70141-12 
MS16995-40 
PWA 70141-7 
448-8 . BALL-TOOLING 
P&WA PART NO. PWA 70141-23 
43902 . IHUMBSCREW 
P&WA PART NO. PWA 70141-19 
31101 . SCREW-ADJUSTABLE TORQUE 
P&WA PART NO. PWA 70141-21 
MS16555-45 
MS16995-48 
28420-250A-8 


PWA 70141-2 . 
PWA 70141-1 . BODY ASSY 
X-8 . CONTAINER-STORAGE 
P&WA PART NO. PWA 70141-29 


2-650.8 Change 24 


T.O. 2J-F100-94 


INDEX 1 PWA 55616 


INDEX 23 PWA 55617 


INDEX 43 PWA 55618 


13533 


FIGURE 272. FIXTURES-CONTINUED 


(2-651 Blank)/2-652 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55616 


MS35307-315 
MS9321-10 
PWA 55616-5 
CL-13520 


MS16995-49 
PWA 55616-2 
MS51971-1 
MS51981-51 
CL-145 


CL-11520 


MS24585-C244 
PWA 55616-4 
MS16555-29 
PWA 55616-11 


PWA 55616-10 
PWA 55616-9 
PWA 55616-6 
PWA 55616-8 
PWA 55616-3 
PWA 55616-7 
PWA 55616-1 
PWA 55617 


MS35307-308 
MS9321-10 
MS51971-1 
MS31977-54 
36911 


17103 


MS16995-49 
MS35307-311 
PWA 55617-8 
PWA 55617-9 
MS51981-52 
MS16555-29 
PWA 55617-17 


PWA 55617-16 
MS16555-40 
PWA 55617-15 
PWA 55617-13 
PWA 55617-19 
PWA 55617-1 
PWA 55618 


PWA 55618-6 


MS9321-09 
MS16555-29 


`FIXTURE-TACKWELDING, 12TH STAGE VANES 


. PAD-STRAP 


. CLAMP ASSY 
. SETSCREW 


` KNOB-PALM GRIP 
. PIN-LOCATING 


'FIXTURE-TACKWELDING, 13TH STAGE VANES 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 
FIXTURE-TACKWELDING, 11TH STAGE VANES 
FOR DEPOT LEVEL USE ONLY 


. CLAMP ASSY 
. REST-CLAMP 


P&WA PART NO. PWA 55616-18 


` SETSCREW 
` WASHER-SPHERICAL 


P&WA PART NO. PWA 55616-17 


P&WA PART NO. PWA 55616-20 


. SPRING 
. CLAMP ASSY 


` KNOB-PALM GRIP 


MAKE FROM 20903, MFD BY 94882 


аа ый må NI 


FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 55617-2 


P&WA PART NO. PWA 55617-7 


6 
2 
2 
6 
6 
6 
8 
6 
1 
6 
6 
2 
2 


MAKE FROM 20903, MFD BY 94882 


=== D о D о 


FOR DEPOT LEVEL USE ONLY 


. SCREW-PAN HD CAP 


0.190-24 X 2.000 IN. LONG 


Change 21 2-653 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-654 


UNITS 
PART PER 
NUMBER DESCRIPTION ASSY 


PWA 55618-9 
PWA 55618-8 
PWA 55618-11 : 
CL-21-KA- . CABLE ASSEMBLY 
10.OL/R P&WA PART МО. PWA 55618-10 
PWA 55618-5 . PIN-LOCATING 
PWA 55618-2 
P-40-12 
P&WA PART МО. PWA 55618-3 
PWA 55618-1 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 21 PWA 70266 


о 
LO 
| 


ло - 
| 


N 
10 


о» 
+ 
| 


A o- 


INDEX 1 PWA 70264 


INDEX 41 PWA 70272 


101597 


FIGURE 272A. FIXTURES-CONTINUED 


Change 24 


(2-654.1 Blank)/2-654.2 


эл??? 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 70264 


MS16995-52 
MS16995-48 
PWA 70264-9 
PWA 70264-11 
PWA 70264-10 
PWA 70264-12 
PWA 70264-18 
PWA 70264-17 
PWA 70264-15 


CL-147 


PWA 70264-16 
MS35691-19 
PWA 70264-4 


CL-3/8-16X3.00 


MS16995-39 
MS16555-41 
PWA 70264-13 
PWA 70264-1 
MDIC-12-9-6 


PWA 70266 


217-USS 


PWA 70266-8 
B5M 


A-9 
PWA 70266-20 


MS16995-37 
MS16995-41 
PWA 70266-6 
PWA 70266-10 
MS16995-49 
PWA 70266-3 
PWA 70266-15 
PWA 70266-18 
PWA 70266-9 
PWA 70266-12 
PWA 70266-11 
PWA 70266-19 
PWA 70266-1 
MDIC9X9X12 


PWA 70272 


DESCRIPTION 


FIXTURES-CONTINUED 
FIXTURE-WELDING, REAR LUG, FORWARD 

SURFACE ID PLATFORM 

FOR DEPOT LEVEL USE ONLY 


. PAD-REST 
. LOCATOR 


. BLOCK-CHILL 
. KNOB-KNURLED 


MAKE FROM CL-16725, MFD BY 99862 


. WASHER-SPHERICAL 


P&WA PART NO. PWA 70264-14 


` CONTAINER 


P&WA PART NO. PWA 70264-19 
FIXTURE-MACHINE, REAR LUG, FORWARD 
SURFACE, ID PLATFORM 
FOR DEPOT LEVEL USE ONLY 


. CLAMP-TOGGLE 


P&WA PART NO. PWA 70266-7 


. CLAMP ASSY 
. INDICATOR-DIAL 


P&WA PART NO. PWA 70266-13 


. ATTACHMENT-ANGLE 


P&WA PART NO. PWA 70266-14 


. BUTTON-REST 


MAKE FROM CL-1-RB, MFD BY 99862 


. CONTAINER 
P&WA PART NO. PWA 70266-17 
FIXTURE-WELDING, ID FORWARD LUG FORWARD . 
SURFACE 
FOR DEPOT LEVEL USE ONLY 


Change 24 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


nm = = = = = 0) 00 


м = = 


= 


= ik ik i i = (пл = = љ со 


= 


USABLE 
ON 
CODE 


эл 


Т.О. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-654.4 


PART 
NUMBER 


PWA 70272-12 
MS15795-810 
CL-1420-KS 


MS51971-1 
250-20X1.00 


PWA 70272-9 
29466-E-1 


MS16995-51 
MS16555-48 
PWA 70272-4 
MS16995-49 
PWA 70272-3 
MS16555-60 
PWA 70272-2 
PWA 70272-1 
MDIC12X9X6 


Change 24 


` PLUG-PIPE 
P&WA PART NO. PWA 70272-7 


` CONTAINER 


DESCRIPTION 


P&WA PART NO. PWA 70272-16 


UNITS 
PER 
ASSY 


аа а љ RD 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


ihe —47 31 46 2 


INDEX 27 PWA 70144 


101598 


INDEX 50 PWA 70263 


FIGURE 272B. FIXTURES-CONTINUED 


(2-654.5 Blank)/2-654.6 Change 24 


BJ UU U UD Баз Баз Баз U Баз U U U D u G U UU DD D Баз D U Баз VU DU D Баз Баз Баз Баз йвз Баз U DU VU u Баз Баз Баз Баз Баз Баз Баз Биз Биз Баз Баз DU tu Баз Баз Баз Баз Биз) 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 70364 


MS24672-6 
JMS-H3-31 


MS35233-17 
4523-75-200-2N 


PWA 70364-16 
PWA 70364-5 
HL-48-12 


MS16555-20 
PWA 70364-20 


CL-1-KN 


MS16995-67 
PWA 70364-21 
MS16555-50 
CL-2-SLB 


PWA 70364-18 
PWA 70364-4 
HL-32-12 


MS16995-69 
MS16555-54 
PWA 70364-2 
98381A505 


CL-31-SSPS-2 


MS16555-25 
PWA 70364-3 
PWA 70364-1 
PWA 70144 


31101 


MS16555-651 
MS16995-37 
MS16555-640 
PWA 70144-43 
PWA 70144-29 
PWA 70144-46 


PWA 70144-45 
MS24671-13 
PWA 70144-30 
MS16555-630 
PWA 70144-44 
PWA 70144-34 
PWA 70144-39 
B-52 


DESCRIPTION 


FIXTURES-CONTINUED 

FIXTURE-BUSHING INSTALLATION, FAN INLET 
CASE ASSY OUTER SHROUD CIVV BOSSES 
FOR DEPOT LEVEL USE ONLY 


` CLIP-SPRING 


P&WA PART NO. PWA 70364-13 


` BUTTON-LOCATOR 


P&WA PART NO. PWA 70364-19 


` THUMBSCREW 
` BUSHING-HD LINER 


P&WA PART NO. PWA 70364-14 


P&WA PART NO. PWA 70364-6 


. PLUNGER-SPRING 


P&WA PART NO. PWA 70364-25 


` PLATE-LOCATOR 
FIXTURE-WELD BUILD-UP, INNER COMBUSTION _ 


LINER DILUTION CUP REPLACEMENT 
FOR DEPOT LEVEL USE ONLY 


. SCREW-ADJUSTABLE TORQUE 


P&WA PART NO. PWA 70144-17 


` BLOCK-SUPPORT 
` EXTENSION-PIPE 
MAKE FROM 4830K112, MFD BY 39428 


` PIN-TIMING 
` PLUNGER-BALL 


P&WA PART NO. PWA 70144-14 


Change 24 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


№ 


=== On — о Го 


USABLE 
ON 
CODE 


JU D U UD D DD u UU D D Биз Баз Биз Баз Баз Баз Баз Баз рэ??? 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


MS16555-627 
PWA 70144-40 
MS16995-35 
PWA 70144-36 . 
CL-2-KHS . SCREW-KNURLED HD, STEEL 
P&WA PART NO. PWA 70144-41 
PWA 70144-31 . BLOCK-LOCATOR 
X-8 . CONTAINER-STORAGE 
P&WA PART NO. PWA 70144-27 
PWA 70263 FIXTURE-RIVET REMOVAL, VANE, TURBINE 
STATOR, 3RD STAGE 
FOR DEPOT LEVEL USE ONLY 
PWA 70263-13 
MS16995-36 1 
217-USS . CLAMP-TOGGLE 
P&WA PART NO. PWA 70263-11 
LS-1 . SCREW-LOCK 
P&WA PART МО. PWA 70263-17 


PWA 70263-15 . BUSHING-HEAD 
MAKE FROM S/F-20-16, MFD BY 99862 
PWA 70263-16 . BUSHING-HEAD 
MAKE FROM S/F-20-16, MFD BY 99862 

HL-32-8 . LINER-HEAD 

P&WA PART МО. PWA 70263-14 
CL-3-KHS . SCREW-KNURLED HD 

P&WA PART NO. PWA 70263-2 
MS16555-24 
PWA 70263-3 
MS16995-39 
MS16555-41 | 
PWA 70263-10 . BLOCK-CLAMP 
PWA 70263-18 . BLOCK-BUSHING 
PWA 70263-12 
PWA 70263-7 
PWA 70263-6 
PWA 70263-5 
PWA 70263-1 | 
MDIC12X9X9 . CONTAINER 

P&WA PART NO. PWA 70263-20 


= omk а omk = oo о ГО = = 


2-654.8 Сћапде 24 


T.O. 2J-F100-94 


INDEX 1 PWA 55629 


INDEX 10 PWA 55631 


INDEX 19 PWA 55633 


FIGURE 273. FIXTURES-CONTINUED 


(2-655 Blank)/2-656 


13534 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55629 
PWA 55629-2 
PWA 55629-3 


MS9321-09 
MS24585-C177 
PWA 55629-6 
PWA 55629-7 
401-A4 


PWA 55629-1 
PWA 55631 


PWA 55631-2 
PWA 55631-3 


MS9321-09 
MS24585-C177 
PWA 55631-6 
PWA 55631-7 
401-A4 


PWA 55631-1 
PWA 55633 


PWA 55633-2 
PWA 55633-3 
MS9321-09 
MS24585-C177 
PWA 55633-6 
PWA 55633-7 
401-A4 


PWA 55633-1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-GAS BACKUP, 6TH STAGE VANES 
FOR DEPOT LEVEL USE ONLY 


` CLAMP ASSY 
. WASHER ASSY 
. ADAPTER-MALE 


P&WA PART NO. PWA 55629-8 


. BACKUP ASSV 


FIXTURE-GAS BACKUP, 7TH STAGE VANES 
FOR DEPOT LEVEL USE ONLV 


. CLAMP ASSV 
. WASHER ASSY 
. ADAPTER-MALE 
P&WA PART NO. PWA 55631-8 
. BACKUP ASSV 
FIXTURE-GAS BACKUP, 8TH STAGE VANES 
FOR DEPOT LEVEL USE ONLV 


P&WA PART NO. PWA 55633-8 


. BACKUP ASSV 


USABLE 
ON 
CODE 


Change 21 


2-657 


T.O. 2J-F100-94 


INDEX 1 PWA 55635 


INDEX 10 PWA 55637 


INDEX 19 PWA 55638 


13535 


FIGURE 274. FIXTURES-CONTINUED 


2-658 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55635 
PWA 55635-2 
PWA 55635-3 


MS9321-09 
MS24585-C177 
PWA 55635-6 
PWA 55635-7 
401-A4 


PWA 55635-1 
PWA 55637 


PWA 55637-2 
PWA 55637-3 


MS9321-09 
MS24585-C177 
PWA 55637-6 
PWA 55637-7 
401-A4 


PWA 55637-1 
PWA 55638 


PWA 55638-2 
PWA 55638-3 
MS9321-09 
MS24585-C177 
PWA 55638-6 
PWA 55638-7 
401-A4 


PWA 55638-1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-GAS BACKUP, 9TH STAGE VANES 
FOR DEPOT LEVEL USE ONLY 


` CLAMP ASSY 
. WASHER ASSY 
. ADAPTER-MALE 


P&WA PART NO. PWA 55635-8 


. BACKUP ASSV 


FIXTURE-GAS BACKUP, 10TH STAGE VANES 
FOR DEPOT LEVEL USE ONLV 


. CLAMP ASSV 
. WASHER ASSY 
. ADAPTER-MALE 
P&WA PART NO. PWA 55637-8 
. BACKUP ASSY 
FIXTURE-GAS BACKUP, 11TH STAGE VANES 
FOR DEPOT LEVEL USE ONLV 


P&WA PART NO. PWA 55638-8 


. BACKUP ASSV 


USABLE 
ON 
CODE 


Change 21 


2-659 


T.O. 2J-F100-94 


INDEX 1 PWA 55639 


INDEX 10 PWA 55640 


INDEX 15 PWA 51543 


96781 


FIGURE 275. FIXTURES-CONTINUED 


Change 21 


2-660 


DDD 


=== 2 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 
PWA 55639 FIXTURE-GAS BACKUP, 12TH STAGE VANES 
FOR DEPOT LEVEL USE ONLY 


— 


PWA 55639-2 
PWA 55639-3 
MS9321-09 
MS24585-C177 
PWA 55639-6 
PWA 55639-7 . WASHER ASSY 
401-A4 . ADAPTER-MALE 
P&WA PART NO. PWA 55639-8 
PWA 55639-1 . BACKUP ASSY 
PWA 55640 FIXTURE-GAS BACKUP, 13TH STAGE VANES 
FOR DEPOT LEVEL USE ONLY 


№ б 0) 0) 0) о о 


401-A4 


MS16995-28 
PWA 55640-4 
PWA 55640-1 E 
PWA 51543 FIXTURE-UNIFIED CONTROL HANDLING 
SUPERSEDED BY PWA 53895 
CL-58-SHS . SCREW-SWIVEL HD 
P&WA PART NO. PWA 51543-1 
MS35649-2314 
MS9321-11 
MS51975-20 
PWA 51543-10 
RA-5807-4X5 
13/16 LONG 
MS16995-29 
PWA 51543-3 
MS16555-29 
PWA 51543-4 ; 
CL-58-SHS . SCREW-SWIVEL HD 
P&WA PART NO. PWA 51543-1 


2 
1 
1 
1 
1 


MS16995-29 

PWA 51543-3 

PWA 51543-16 

RA-5807-4X7 

3/16 LONG 

MS16555-29 

PWA 51543-4 

MS35307-329 

MS16995-62 

PWA 51543-13 

MS16995-62 

PWA 51543-15 

PWA 51543-22 . BRACKET ASSY 
PWA 51543-14 . SUPPORT ASSY 


2 МО 


а! ай SE д~ = = 


Change 21 2-661 


T.O. 2J-F100-94 


INDEX 1 PWA 55646 
(DEPOT) 


INDEX 39 PWA 55647 
(DEPOT) 


13543 


FIGURE 276. FIXTURES-CONTINUED 


2-662 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 
PWA 55646 FIXTURE-WELDING, FLAME HOLDER GUTTER 


D D DVD > 


2222 


= 


DI дп 222252 


MS51971-5 
PWA 55646-6 
MS16995-52 
PWA 55646-2 
PWA 55646-4 
CL-2-FN 


CL-1-SCW 
PWA 55646-13 


MS35691-19 
PWA 55646-9 
PWA 55646-8 
MS51029-140 
PWA 55646-37 
CL-3-F 


CL-3-C-10.0 


PWA 55646-17 
P-32-6 


MS16995-66 
HL-88-28 


MS16995-25 
PWA 55646-20 
CL-22-SHS 


MS16555-46 
PWA 55646-23 
CL-3-QTS 


PWA 55646-25 
MS16555-41 
MS16995-48 
PWA 55646-27 
PWA 55646-29 
PWA 55646-30 
MS16555-641 
LC-072J-4 


PWA 55646-33 
PWA 55646-34 
MS16555-53 
PWA 55646-1 
PWA 55647 


MS51971-5 
PWA 55647-6 
MS16995-52 
PWA 55647-2 


FOR DEPOT LEVEL USE ONLY 


. NUT-FLANGE 


P&WA PART NO. PWA 55646-12 


. WASHER-SWING С 


P&WA PART NO. PWA 55646-11 


` FERRULE-CABLE 


P&WA PART NO. PWA 55646-15 


P&WA PART NO. PWA 55646-18 


. PIN-LOCATING 


` PLATE ASSY 
` SCREW-SWIVEL 


P&WA PART NO. PWA 55646-21 


` BAR-CHILL 
. SCREW-QUARTER TURN 
P&WA PART NO. PWA 55646-24 


P&WA PART NO. PWA 55646-32 


. STAND ASSY 
. PEDESTAL ASSY 


` BASE ASSY 
FIXTURE-WELDING, FLAME HOLDER GUTTER 


FOR DEPOT LEVEL USE ONLY 


— 
D D D D 


а а ko о) сини 


å на 


Change 21 2-663 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


пп то DD 


== IDI 


D о о о DVD пл VU 225205205252 


2-664 


PWA 55647-4 
CL-2-FN 


CL-1-SCW 


MS35691-19 
PWA 55647-15 
PWA 55647-13 


HL-88-28 


PWA 55647-9 
PWA 55647-8 
MS51029-140 
MS16995-66 
MS16995-26 
PWA 55647-16 
CL-3-F 


CL-3-C-10.0 


PWA 55647-20 
P-32-6 


PWA 55647-22 
CL-22-SHS 


PWA 55647-24 
PWA 55647-26 


MS16555-51 
MS16995-48 
PWA 55647-29 
PWA 55647-27 
PWA 55647-25 
MS16555-645 
PWA 55647-32 
CL-3-HK-4 


PWA 55647-34 
LC-072J-4 


PWA 55647-36 
MS16995-69 
MS16555-60 
PWA 55647-39 


LC-072H-5 


PWA 55647-41 
MS16555-48 
CL-32-SS 


MS16555-54 
MS16995-81 
PWA 55647-46 
PWA 55647-1 


Change 21 


. HOUSING 
. NUT-FLANGE 


P&WA PART NO 


. WASHER-SWING С 


P&WA PART МО. PWA 55647-12 


0.375-16 X 2.000 IN. LONG 


. BUSHING-HEAD LINER 


P&WA PART NO. PWA 55647-10 


. LOCATOR ASSY 
. STAND ASSY 


` COVER PLATE ASSY 
` FERRULE-CABLE 


P&WA PART NO. PWA 55647-18 


P&WA PART NO. PWA 55647-21 


. PIN-LOCATING 


P&WA PART NO. PWA 55647-19 


. BAR-CHILL 
. SCREW-SWIVEL 


P&WA PART NO. PWA 55647-23 


. BLOCK-SUPPORT 


` KNOB-HAND 


P&WA PART NO. PWA 55647-33 


P&WA PART NO. PWA 55647-35 


. PLUNGER 


0.750-16 X 3.000 IN. LONG 


. SPRING 


P&WA PART NO. PWA 55647-40 


` STAND ASSY 
` BASE ASSY 


о © о O — O1 OD — — 


- wak. 


- © 


1 
4 
1 
1 
1 
2 
2 
1 


N — 


T.O. 2J-F100-94 


37 
i) ја 45 jie 
ма, Ба l-a 
HU 43 | Се 9 0 A 
Ñ 


INDEX 29 PWA 55885 


101599 


FIGURE 276A. FIXTURES-CONTINUED 


(2-664.1 Blank)/2-664.2 Change 24 


JU D U Биз Баз Биз Баз Баз Баз Баз Баз Баз D U D UD өз Баз Баз Баз Баз Баз UD D D Баз UV Баз Биз U UD Баз Биз Баз Баз Баз Баз Баз D Баз G D Баз Баз Баз DU UN Баз Баз Баз ее Биз Баз Баз Баз] 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 70277 


MS16995-36 
603 


MS16995-52 
MS15795-810 
PWA 70277-3 
PWA 70277-22 
MS16555-50 
1448-6S 


MS51021-43 
B5M 


BU-80 
PWA 70277-2 


MS16995-39 
MS16555-41 
PWA 70277-13 
PWA 70277-19 
PWA 70277-17 
PWA 70277-24 
PWA 70277-25 
PWA 70277-20 
PWA 70277-26 
MS24671-29 
PWA 70277-10 
MS16995-48 
PWA 70277-11 
PWA 70277-1 
MDIC-12X12X12 


PWA 55885 
CL-23-KA-12-LR 


PWA 55885-12 
PWA 55885-11 


4521-38-180N 
CL-10-KR 


PWA 55885-6 
PWA 55885-4 
MS16995-50 
PWA 55885-5 
MS16555-48 
PWA 55885-3 
MS16555-28 
PWA 55885-15 


MS9321-11 


T.O. 2J-F100-94 


UNITS 
PER 


DESCRIPTION ASSY 


FIXTURES-CONTINUED 


FIXTURE-MACHINING, ID PLATFORM CONCAVE .... 


PLATFORM EDGE 
FOR DEPOT LEVEL USE ONLY 


` CLAMP-TOGGLE 


P&WA PART NO. PWA 70277-5 


. REST-CLAMP 
. CLAMP-ASSY 


` BALL-TOOLING 


P&WA PART NO. PWA 70277-23 


P&WA PART NO. PWA 70277-14 


. SCREW-BUTTON HD ЗОСКЕТ 


0.190-24 X 1.0 IN. LONG, SST 


` PLATE-ANGLE 
` CONTAINER 


P&WA PART NO. PWA 70277-27 


FIXTURE-MACHINING, SLOTS INTO BACK SHEET... 


FOR DEPOT LEVEL USE ONLY 


. CABLE ASSY 


P&WA PART МО. PWA 55885-8 


. GAGE-GO-NO GO 
. SCREW-PAN HD 


0.086-56 X 0.25 IN. LONG, SST 


. CLIP-SPRING 


P&WA PART МО. PWA 55885-10 


. RING-CABLE 


P&WA PART NO. PWA 55885-7 


. PIN-CLAMP 


MAKE FROM CL-20-HK-2, MFD BY 99862 


. WASHER 


Change 24 


USABLE 
ON 
CODE 


2-664.3 


ппппппппололао 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


MS16555-31 . 

PWA 55885-19 . LOCATOR-DIAMOND 
PWA 55885-17 . ACTUATOR 
MS16555-45 

PWA 55885-23 

MS24585-6398 

MS16995-52 

PWA 55885-13 

PWA 55885-21 

PWA 55885-20 

KR-866 


ND = = р = аа а = ~ 


P&WA PART МО. PWA 55885-2 


= 


PWA 55885-1 


2-664.4 Change 24 


T.O. 2J-F100-94 


101600 


INDEX 47 PWA 70522 
FIGURE 276B. FIXTURES-CONTINUED 


(2-664.5 Blank)/2-664.6 Change 24 


эл??? Баз Баз VIT 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 
PWA 70190 FIXTURE-MACHINING, 4TH STAGE TURBINE 
BLADE, CONCAVE NOTCH REPAIR 
FOR DEPOT LEVEL USE ONLY 
B3W . INDICATOR-DIAL 
P&WA PART МО. PWA 70190-27 
AD-87 . BUSHING-COLLET 
P&WA PART МО. 
PWA 70190-38 Е 
AL-502 . POINT-INDICATOR 
P&WA PART NO. 
PT-565 . POINT-INDICATOR 
P&WA PART NO. 


= 


MS16995-40 

PWA 70190-32 

PWA 70190-31 

PWA 70190-35 . 

CL-8-SS . SCREW-SHOULDER 
P&WA PART NO. 


аа аа ND 


MS9321-11 

MS16555-40 

PWA 70190-34 

MS16995-38 

PWA 70190-36 

PWA 70190-40 

MS16555-41 . 

PWA 70190-28 . PLATE-SET-UP 

448-4 . BALL-TOOLING 
P&WA PART NO. 


СО ск) 2 a а 


PWA 70190-25 ; 
CL-18SHS-S . SCREW-SWIVEL HD 


a 


P&WA PART NO. 
PWA 70190-4 . PIN-LOCATING 
P-16-6 


a 


MS16995-42 
PWA 70190-3 
MS16995-52 
MS16555-48 
PWA 70190-11 
CL-2-SHS-S 


— — Ф À — оо 


MS16995-39 

PWA 70190-33 

PWA 70190-43 

MS24671-8 

PWA 70190-21 

PWA 70190-18 

MS16555-53 

PWA 70190-47 . 

PWA 70190-14 . BLOCK-PIVOT 

90291А192 . SCREW-SET 
P&WA PART NO. PWA 70190-46 


аа > = = D = wp 


MS16995-53 
PWA 70190-24 
48115 . INSERT-THREADED 
P&WA PART NO. PWA 70190-49 


о — ~ 


PWA 70190-41 

PWA 70190-1 . PLATE-BASE 

PWA 70190-42 . BOX-STORAGE 

PWA 70522 FIXTURE-MOLD, FRONT COMPRESSOR STATOR ... 
INLET SHROUD 
РОН DEPOT LEVEL USE ONLY 


Change 24 2-665 


T.O. 2J-F100-94 


INDEX 15 PWA 50573 


INDEX 30 PWA 56573 


INDEX 31 PWA 56574 INDEX 32 PWA 56575 


103055 


FIGURE 277. FIXTURES-CONTINUED 


2-666 Change 24 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55779 


MS35307-413 
MS9321-14 
MS16995-82 
MS16555-653 
PWA 55779-11 
P-92705Y 


PWA 55779-3 
MS3217-1098 
P-92708Y 


PWA 55779-4 
9637K23 


PWA 55779-7 


PWA 55779-1 
PWA 50573 


PWA 56310 


33503 


PWA 56310-11 
PWA 56310-4 


LC-032C-8 


PWA 56310-6 
CL16312 


PWA 56310-8 
MS16555-48 
PWA 56310-10 
MS16555-29 
PWA 56310-14 


PWA 56310-1 
UPC520-HS-RC1 
PWA 56573 


PWA 56574 


PWA 56575 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-STAKING, SPHERICAL BEARING 
0.562 IN. DIAMETER 
SUPERSEDES PWA 53838 


` RING-RETAINER 


P&WA PART NO. PWA 55779-2 


. DIE-STAKING 


P&WA PART NO. PWA 55779-10 


. DIE-STAKING 


`FIXTURE-AIR LEAK CHECK, NO. 2 BEARING 


FRONT SEAL ASSY 
SUPERSEDED BY PWA 56575 
FIXTURE-SETTING, FAN INLET GUIDE VANE, 
IMPROVED SYNC RING 
SUPERSEDES PWA 51436 
AFTER EC 20811 


. THUMBSCREW-PADDED 


P&WA PART NO. PWA 56310-12 


. CLAMP ASSY 
. SCREW-ROUND HD, MACHINE 


0.125-40 X 1.000 IN. 


. SPRING-COMPRESSION 


P&WA PART NO. PWA 56310-5 


. PIN-LOCATOR 
. KNOB-KNURL 


P&WA PART NO. PWA 56310-7 


. ROD-THREADED 


` PIN-LOCATOR 


REPLACES PWA 56310-2 


. WELDED ASSY 
. BOX-STORAGE 


P&WA PART NO. PWA 56310-10 
FIXTURE-AIR FLOW, NO. 1 BEARING HOUSING, .... 
CARBON SEAL 
SUPERSEDES PWA 51984 
FIXTURE-LEAK CHECK, NO. 3 BEARING REAR 
SEAL ASSY 
SUPERSEDES PWA 57432 
FIXTURE-LEAK CHECK, NO. 2 BEARING FRONT .... 
SEAL ASSY (AIR) 
SUPERSEDES PWA 50573 


USABLE 
ON 
CODE 


Change 20 


T.O. 2J-F100-94 


INDEX 1 PWA 51069 INDEX 2 PWA 51984 


INDEX 3 PWA 55265 


INDEX 30 PWA 57300 INDEX 7 PWA 57699 


8537 


FIGURE 278. FIXTURES-CONTINUED 


2-668 


== о ID 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 51069 


PWA 51984 


PWA 55265 


PWA 55265-4 
PWA 55265-5 
PWA 55265-1 
PWA 57699 


PWA 57699-9 
MS24671-31 
PWA 57699-2 
MS51849-74 
23511 


PWA 57699-1 
PWA 57699-12 


PWA 57699-13 
PWA 57699-12 


PWA 57699-14 
PWA 57699-12 


PWA 57699-15 
PWA 57699-12 


PWA 57699-16 
PWA 57699-12 


PWA 57699-17 
PWA 57699-12 


PWA 57699-18 
PWA 57699-12 


MS16555-646 
PWA 57699-5 
PWA 57699-11 
PWA 57300 
MS35307-336 
PWA 57300-6 


PWA 57300-2 
MS16995-50 

PWA 57300-1 
PWA 57300-4 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-LEAK CHECK, NO. 5 BEARING SEAL 
ASSY, AIR 
FIXTURE-AIR FLOW, NO. 1 BEARING HOUSING, .... 
CARBON SEAL 
SUPERSEDED BY PWA 56573 
FIXTURE-MACHINING, COMPRESSOR STATOR 
EXIT 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 55569 


`FIXTURE-BALANCE, FRONT COMPRESSOR, REAR . 


FOR DEPOT LEVEL USE ONLY 


. INSERT-RING 
. SCREW (AP) 
. COVER ASSY 
. SCREW (AP) 


P&WA PART NO. PWA 57699-7 


. SEGMENT-RING 
. SCREW (AP) 


MAKE FROM MS24677-35, MFD BY 96906 


. SEGMENT-RING 
. SCREW (AP) 


MAKE FROM MS24677-35, MFD BY 96906 


. SEGMENT-RING 
. SCREW (AP) 


MAKE FROM MS24677-35, MFD BY 96906 


. SEGMENT-RING 
. SCREW (AP) 


MAKE FROM MS24677-35, MFD BY 96906 


. SEGMENT-RING 
. SCREW (AP) 


MAKE FROM MS24677-35, MFD BY 96906 


. SEGMENT-RING 
. SCREW (AP) 


MAKE FROM MS24677-35, MFD BY 96906 


. SEGMENT-RING 
. SCREW (AP) 


MAKE FROM MS24677-35, MFD BY 96906 


| ADAPTER-LOAD TEST 
FIXTURE-CLAMPING, UNIBALL MEASURING TOOL .. 


` SCREW-HEX HD 


MAKE FROM MS51975-21, MFD BY 96906 


. SEGMENT-JAW 


MAKE FROM 343, MFD BY 66080 


USABLE 
ON 
CODE 


Change 23 


2-669 


T.O. 2J-F100-94 


INDEX 1 PWA 56500 


INDEX 11 PWA 57022 


98752 


FIGURE 279. FIXTURES-CONTINUED 


Change 23 


2-670 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 56500 


CL-84-SBH 
PWA 56500-11 
MS16995-41 
MS16555-41 
PWA 56500-10 
CL-5-FN 

PWA 56500-14 
PWA 56500-6 
PWA 56500-7 
PWA 57022 


MS16995-50 

PWA 57022-5 
PWA 57022-6 
PWA 57022-3 
PWA 57022-2 
PWA 57022-1 


DESCRIPTION 


FIXTURES-CONTINUED 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 


ASSY CODE 


FIXTURE-SUPPORT, 1ST STAGE TURBINE DISK .... 


FOR DEPOT LEVEL USE ONLY 
REPLACES PWA 57006 


. HANDLE-SPEED BALL 


. ROD-THREADED 
. NUT-FLANGE 


`FIXTURE-NUT HOLDING, TURBINE TIEROD 


FOR DEPOT LEVEL USE ONLY 


. TUBE-STEEL 

. SEGMENT 

. SEGMENT 

. RING-HOLDING 


= 


ns nn å 


Change 23 


ON 


2-671 


T.O. 2J-F100-94 


22 21 


VIEW А 


INDEX 1 PWA 53185 


13541 


FIGURE 280. FIXTURES-CONTINUED 


2-672 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53185 
1503-16-30 
411-16S 
16-16C 
70-10S 


MS51873-121B 
B-16-HLN-3.00 


PWA 53185-37 
MS35649-204 
PWA 53185-28 


PWA 53185-30 


BZEG-2RN7 
NHC-1021 


PWA 53185-32 
PWA 53185-21 
M83723-76-R- 
1203N 
M39029/4-111 
MS27488-16 
M83723/153-12 
FIT 321 


FIT 600 


SVO-18-2 


MS16995-63 
MS35691-19 
MS35307-368 
PWA 53185-36 
630 


MS16995-55 
PWA 53185-31 
MS16995-38 
PWA 53185-12 
PWA 53185-26 
PWA 53185-13 
PWA 53185-14 
MS16995-80 
MS16555-61 
MS16555-48 
PWA 53185-7 


DESCRIPTION 


FIXTURES-CONTINUED 
FIXTURE-AIRFLOW, 1ST STAGE TURBINE VANE .... 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 53185-9 


. FITTING-REUSABLE 


P&WA PART NO. PWA 53185-10 


` LONG NIPPLE-HEX 


P&WA PART NO. PWA 53185-39 


| SCREW-SOCKET SET, FLAT POINT 


MAKE FROM 0.190-24 X 1.00 INCH, MFD BY 06164 


. SCREW-SOCKET HD 


MAKE FROM 0.164-32 X 1.50 IN. LONG, MFD BY 


P&WA PART NO. PWA 53185-33 


. СОММЕСТОВ 


P&WA PART NO. PWA 53185-35 


. SWITCH MOUNT 
. CORD ASSY 
.. CONNECTOR 


1/2-0.50-IN. LONG 
P&WA PART NO. PWA 53185-21-2 


1.0-1.50 IN. LONG 
P&WA PART МО. PWA 53185-21-3 


36.0 IN. LONG 
P&WA PART NO. PWA 53185-21-1 


MAKE FROM 0.375-16 X 3.00 IN. LONG, MFD BY 
06164 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


0 


N б М + = — D N Б — D 


USABLE 
ON 
CODE 


2-673 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-674 


PART 
NUMBER 


PWA 53185-8 
PWA 53185-24 
MS16995-52 
PWA 53185-18 
PWA 53185-22 
MS16995-80 
MS16555-61 
PWA 53185-1 
PWA 53185-4 


. SEAL ASSY 
. SEAL ASSY 


UNITS 
PER 


DESCRIPTION ASSY 


= — N G — N O — — 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 33 PWA 55983 


98753 


FIGURE 281. FIXTURES-CONTINUED 


(2-675 Blank)/2-676 Change 23 


2222222252022 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57071 


PWA 57071-12 
PWA 57071-11 


CL-22-KA-12-LR 
CL-8-BLP-L-.75 
3558T49 
CL-8-BLP-L-1.9 


MS16995-48 
PWA 57071-5 
CL-7A-HK4T 


PWA 57071-15 
PWA 57071-6 
SKA-3 


CL-1420-KS 


PWA 57071-4 
PWA 57071-13 


PWA 57071-20 
PWA 57071-19 
PWA 57071-3 
PWA 57071-2 
PWA 57071-1 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
PWA 55983 


MS9361-09 
MS9783-16 
MS9321-09 
MS16997-33 
PWA 55983-7 
448-6 


91255A106 


PWA 55983-4 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-HANDLING, GEARBOX MODULE 
SUPERSEDES PWA 50508 
SUPERSEDES PWA 53800 


. NUT-SELF-LOCKING 
. SCREW-SOCKET HD SHOULDER 


0.375 X 2.750 X 0.312-18 


P&WA PART NO. PWA 57071-18 


. PIN-BALL LOCK 


P&WA PART NO. PWA 57071-17 


. SHACKLE-ANCHOR 


P&WA PART NO. PWA 57071-7 


. PIN-BALL LOCK 


P&WA PART NO, PWA 57071-16 


) PIN-SUPPORT 
. KNOB-HAND 


P&WA PART NO. PWA 57071-9 


. WASHER-THRUST 
. ARM-LIFTING 
. KNOB-HAND 


P&WA PART NO. PWA 57071-10 
P&WA PART NO. PWA 57071-14 


. CLAMP-SUPPORT 
. SCREW-SOCKET HD SHOULDER 


0.500 X 1.250 X 0.375-16 


FIXTURE-DRILL, ITM CASE BRACKET 
REPLACEMENT LARGE AIRFOIL (REPAIR) 


. BALL-TOOLING 
P&WA PART МО. PWA 55983-13 
. SCREW-BUTTON HD CAP 
P&WA PART NO. PWA 55983-5 
. CLIP-SPRING 
MAKE FROM 4521-36-100-2N, MFD BY 86928 


Change 23 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PWA 55983-3 . PROTECTOR-THREADED 

PWA 55983-2 . PUNCH-THREADED 

MS16995-38 

PWA 55983-17 

MS16555-27 қ 

33502 . SCREW-SWIVEL НО 
P&WA PART МО. 

CL-1024-KS . INSERT-THREADED 
P&WA PART NO. 

32901 


PWA 55983-1 
MS16555-31 
PWA 55983-34 : 
CL-425-TSBN . SCREW-TORQUE 
P&WA PART NO. 
MS16555-49 
PWA 55983-31 
MS16995-53 
PWA 55983-33 
MS16555-41 
CL-1-HTS 
P&WA PART NO. 
48112 . INSERT-COIL 
P&WA PART NO. 
MS16995-52 
PWA 55983-21 
PWA 55983-27 
PWA 55983-36 
448-4 


MS16555-46 
PWA 55983-20 . 
CP503-B-DF . CONTAINER 
P&WA PART NO. PWA 55983-14 


2-676.2 Change 15 


T.O. 2J-F100-94 


INDEX 1 PWA 70407 


INDEX 20 PWA 70413 


PS199A 


FIGURE 282. FIXTURES-CONTINUED 


(2-677 Blank)/2-678 Change 15 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 70407 


MS16995-37 
MS16555-40 
PWA 70407-4 
CL-832208-PL 


CL-832203-SAS 
CL-150-HTC 


MS51971-1 
PWA 70407-6 


PWA 70407-17 
MS16995-25 
MS16995-51 
PWA 70407-19 
PWA 70407-18 
PWA 70407-21 
PWA 70407-22 
PWA 70407-20 
PWA 70407-23 
PWA 70407-1 
MDIC-18-6-6 


PWA 70413 
91783A826 


MS16995-52 
PWA 70413-12 
PWA 70413-13 
PWA 70413-8 
PWA 70413-7 
PWA 70413-6 
MS16995-50 
PWA 70413-5 
PWA 70413-2 
PWA 70413-4 
PWA 70413-3 
MS16995-48 
PWA 70413-15 
PWA 70413-3 
PWA 70413-1 


DESCRIPTION 


FIXTURES-CONTINUED 

FIXTURES-CHECK 8 BRAZE, FAN INLET CASE PS2 
PRESSURE TUBE (OUTER ELBOW) REPAIR 
FOR DEPOT LEVEL USE ONLY 


` GAGE BLOCK 
` SPINDLE 


P&WA PART NO. PWA 70407-8 


| SCREW-KNURLED HEAD 
MAKE FROM CL-23515, MFD BY 99862 


` CONTAINER-WOOD 


P&WA PART NO. PWA 70407-16 
FIXTURE-ALMEN TEST STRIP, 4TH LPT DISK 
FOR DEPOT LEVEL USE ONLY 


. SCREW-SOCKET HD CAP 


P&WA PART NO. PWA 70413-11 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


аа а = = од = = ДФ со — 


ak omk 3p а ok а On = = = = (Э 


USABLE 
ON 
CODE 


2-679 


T.O. 2J-F100-94 


INDEX 1 PWA 53800 INDEX 10 PWA 70174 


INDEX 79 PWA 70385 


84105 


FIGURE 283. FIXTURES-CONTINUED 


2-680 Change 17 


эээ DD эээ DD DVD DV 


пп пп пп 


FIGURE 
& INDEX 
NUMBER 


° 


PART 
NUMBER 


PWA 53800 


PWA 53800-4 
MS9321-12 
MS16995-50 
MS35307-317 
26302 


MS16555-652 
PWA 53800-7 
PWA 53800-1 
PWA 70174 


PWA 70174-32 
PWA 70174-33 
PWA 70174-34 
PWA 70174-35 
LS-2 

PWA 70174-28 
PWA 70174-29 
PWA 70174-30 
PWA 70174-31 


PWA 70174-61 
MS16995-83 
PWA 70174-38 
MS16555-60 
MS16995-66 
PWA 70174-24 
MS16555-53 
CL23-KA-16LR 


9312A824 


PWA 70174-68 
ADB-37285 


MS51029-51 
MS16995-50 
PWA 70174-41 
PWA 70174-43 
MS16555-46 
MS16995-53 
PWA 70174-40 


. CABLE ASSY 
P&WA PART NO. PWA 70174-67 
. SETSCREW-SOCKET HD 
0.190-32 X 0.180 IN. LONG 
P&WA PART NO. PWA 70174-69 
. BUSHING-STOP 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-MAIN GEARBOX REMOVAL, ROLLOVER... 
STAND 
SUPERSEDED BY PWA 57071 


` LOCATOR 
` BASE ASSY 


FIXTURE-MACHINING, NO. 2 BEARING SUPPORT... 
ASSY, REPAIR 
0.730-0.731 DIA HOLES 
FOR DEPOT LEVEL USE ONLY 


. SCREW-LOCK 


P&WA PART NO. PWA 70174-23 


. BUSHING-DRILL 


0.7188 IN. ID 


. BUSHING-DRILL 


0.7677 IN. ID 


. BUSHING-REAMER 


0.7812 IN. ID 


. BUSHING-REAMER 


0.7305 IN. ID 


=po-ROo Ra 


USABLE 
ON 
CODE 


Change 23 


2-681 


== DID 2220 о > 


DD D TI DVD о о VDD о по DV 


=== 


T.O. 2J-F100-94 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


MS16555-49 
CL-2-FN 


PWA 70174-54 
MS51971-3 
PWA 70174-56 


MS16995-10 
PWA 70174-60 
29013 


MS90725-36 
MS15795-812 
MS24585-C295 
17104 


MS35691-3 
MS51981-52 
36913 


MS24671-28 
PWA 70174-46 
PWA 70174-19 
MS16995-41 
52020 


PWA 70174-47 
MS16995-53 
PWA 70174-3 
IN-07 


TW107 


PWA 70174-15 
PWA 70174-6 


136210 
13685 
1607-B 


PWA 70174-5 
PWA 70174-10 
MS24667-29 
PWA 70174-7 
MS16995-81 
PWA 70174-49 
PWA 70174-2 
MS16555-60 
MS16995-82 
PWA 70174-65 
PWA 70174-1 
PWA 70174-64 
PWA 70385 


2-682 Change 23 


DESCRIPTION 


` NUT-FLANGE 


P&WA PART NO. PWA 70174-55 


. BALL-TOOLING 


P&WA PART NO. PWA 70174-58 


. PAD-STRAP 


P&WA PART NO. PWA 70174-63 


P&WA PART NO. PWA 70174-17 


. WASHER-LOCK 


P&WA PART NO. PWA 70174-16 


. COVER-DUST 
. WIPER-FELT 


0.250 X 0.250 X 56.560 IN. LONG 


. CUP-BEARING 


P&WA PART NO. PWA 70174-13 


. CONE-BEARING 


P&WA PART NO. PWA 70174-12 


. FITTING-GREASE 


P&WA PART NO. PWA 70174-18 


. RING-LOCATING 


. BOX-STORAGE 

FIXTURE-THERMAL SIZING, COMBUSTION 
CHAMBER ASSY 
FOR DEPOT LEVEL USE ONLY 


UNITS| USABLE 
PER 


ASSY 


= 


жала RÕUK NNN 


ON 
CODE 


T.O. 2J-F100-94 


INDEX 41 PWA 70400 INDEX 42 PWA 70511 


FIGURE 284. FIXTURES-CONTINUED 


(2-683 Blank)/2-684 Change 17 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 
PWA 55512 FIXTURE-STRESS RELIEVE, 5TH STAGE 
COMPRESSOR STATOR SYNCHRONIZATION 


PWA 55512-2 
PWA 55512-1 
PWA 70135 


CL-2-KA-15.0LR 
CL-21-KA-20LR 


MS51981-46 
PWA 70135-61 
PWA 70135-60 
PWA 70135-80 
PWA 70135-79 
MS16995-37 
PWA 70135-63 
CL-23510 


PWA 70135-58 
MS16555-49 
998381A622 


MS16995-64 
PWA 70135-57 
MS16555-48 
MS16995-50 
PWA 70135-28 
MS16995-56 
PWA 70135-34 
PWA 70135-33 
PWA 70135-7 
MS16555-42 
PWA 70135-32 
MS16555-22 
PWA 70135-29 
CL-5-HK4T 


MS16995-50 
PWA 70135-31 
L-88-12 


MS16995-82 
MS16555-61 
PWA 70135-20 
PWA 70135-1 
MS35307-308 
47814 


PWA 70135-56 
PWA 70400 


PWA 70511 


RING 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 53699 


'FIXTURE-INSPECTION 


FOR DEPOT LEVEL USE ONLV 


. CABLE ASSY-NYLON 


P&WA PART NO. PWA 70135-62 


. CABLE ASSY-NYLON 


P&WA PART NO. PWA 70135-81 


. SETSCREW 
. HANDLE-PIN 


P&WA PART МО. PWA 70135-59 


. PLATE-FRONT 


` SPRING-GARDER 
` SEGMENT 


P&WA PART NO. PWA 70135-78 


. CONTAINER 
FIXTURE-BRAZING, 13TH STAGE EXIT GUIDE 


VANE ASSY 


FIXTURE-DRILL, COMBUSTOR ID SEAL 


REPLACEMENT 
FOR DEPOT LEVEL USE ONLY 


о о hp на t а на 


N N — 


2 
1 
2 
2 
1 
3 
1 
1 
3 
3 
1 
1 
1 
1 


= № 


Change 24 


T.O. 2J-F100-94 


INDEX 23 PWA 57072 
і — 33 
| е — 32 
— 24 
INDEX 30 PWA 55760 E INDEX 31 PWA 57484 104978 


FIGURE 285. FIXTURES-CONTINUED 


2-686 Change 26 


2222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57019 


MS16995-37 
PWA 55019-17 
MS16555-40 
CL-5-FN 


MS18211-64C 
PWA 57019-10 
MS16995-49 
MS15795-810 
CL-4-T1 


MS16995-52 
PWA 57019-13 
PWA 57019-18 
PWA 57019-19 
MS24671-20 
MS35691-59 
PWA 57019-4 
MS16995-50 
PWA 57019-7 
PWA 57019-8 
PWA 57019-2 
PWA 57019-1 
PWA 57072 


PWA 57072-7 
MS16995-53 
CL-3-SSC 


MS16555-48 
MS16555-60 
PWA 57072-4 
PWA 57072-1 
PWA 57072-8 
MS16995-30 


G2508 
PWA 55760 


PWA 57484 


РОН-19 


MS16555-53 
PWA 57484-2 


DESCRIPTION 


FIXTURES-CONTINUED 
FIXTURE-BUILD, REAR COMPRESSOR DRIVE 
TURBINE 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 52378 
FOR 220 DEPOT ONLY 


` NUT-FLANGE 


P&W PART NO. PWA 57019-15 


'FIXTURE-HOLDING, REDUCTION GEARBOX 


FOR DEPOT LEVEL USE ONLY 


. SCREW-SET, SWIVEL HD 
P&W PART NO. PWA 57072-6 


FIXTURE-2ND STAGE TURBINE BLADE RETAINING . 


PLATE DAMPER REPLACEMENT 
SUPERSEDED BY PWA 57484 


FIXTURE-2ND STAGE TURBINE BLADE RETAINING . 


PLATE DAMPER REPLACEMENT 
REPLACES PWA 55760 


. THUMBSCREW 


P&W PART NO. PWA 57484-6 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


«Mt BRANN ORR hna 


WOOD — 


USABLE 
ON 
CODE 


Change 26 


T.O. 2J-F100-94 


INDEX 1 PWA 57440 


PS203A 


FIGURE 286. FIXTURES-CONTINUED 


2-688 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57440 


PWA 57440-22 
91783A190 


PWA 57440-28 
PWA 57440-5 
MS16995-40 
29013 
CL-21-KA-8-LR 
PWA 57440-30 
PWA 57440-12 
PWA 57440-29 


LS-1 


HL-32-8 
CL-3-HK2T 


PWA 57440-19 
PWA 57440-9 
MS16995-82 
MS16555-54 
CL-1000-SHR-1 


PWA 57440-2 
MS51109-35 
LC-067G-2 


PWA 57440-24 
MS16995-83 
PWA 57440-1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-DRILL, 1ST STAGE AIR SEAL OIL DRAIN .. 


` SCREW-MACHINE (AP) 


P&WA PART NO. PWA 57440-21 


MAKE FROM 8876A14, MFD BY 6K495 
SUPERSEDES PWA 57440-25 


. COVER-TOOLING BALL 
. SCREW (AP) 
. BALL-TOOLING 


P&WA PART NO. PWA 57440-6 


. CABLE ASSEMBLY 


P&WA PART NO. PWA 57440-11 


. PIN LOCATING 


SUPERSEDES PWA 57440-27 


. KNOB-KNURLED 


MAKE FROM CL-16524, MFD BY 99862 


. BUSHING-RENEWABLE, SLIP/FIXED 


MAKE FROM S/F-20-16, MFD BY 99862 
SUPERSEDES PWA 57440-26 


. SCREW-LOCK 


P&WA PART NO. PWA 57440-14 


. BUSHING-HEAD LINER 


P&WA PART NO. PWA 57440-15 


. KNOB ASSY-HAND 


P&WA PART NO. PWA 57440-13 


. BLOCK-BUSHING 
. BLOCK-LOCATING 
. SCREW (AP) 


` RING-SWIVEL, HOIST 


P&WA PART NO. PWA 57440-17 


. RING-CLAMP 
. SCREW (AP) 
. SPRING-COMPRESSION 


P&WA PART NO. PWA 57440-3 


. ADAPTOR-RIGHT ANGLE 
. SCREW (AP) 
. INSEPARABLE ASSY 


USABLE 
ON 
CODE 


2-689 


T.O. 2J-F100-94 


24 


Ө — и 


а» 
25 —— INDEX 1 PWA 57417 


INDEX 16 PWA 70318 


40536 


FIGURE 287. FIXTURES-CONTINUED 


2-690 Change 6 


FIGURE 
& INDEX 
NUMBER 


о SI 0) 01 оого 


со 
> 


< 


PART 
NUMBER 


PWA 57417 


MS35307-312 
MS9321-11 
PWA 57417-14 
MS35307-313 
MS51412-4A 
PWA 57417-12 
PWA 57417-5 
PWA 57417-22 
LC038E4S 


PWA 57417-21 
MS51971-1 
39503 


М524571-8 
98381А537 


PWA 57417-1 
PWA 70318 


CL-415-TSC 


MS16555-44 
MS24671-29 
MS16995-52 
PWA 70318-17 
PWA 70318-20 
LS-1 


PWA 70318-5 
PWA 70318-7 
AN3C-16A 


MS9321-09 
CI-1032-TSKS 


MS16996-12 
PWA 70318-2 
PWA 70318-3 
PWA 70318-10 
PWA 70318-14 
PWA 70318-13 
PWA 70318-1 
CP503BDF 


DESCRIPTION 


FIXTURES-CONTINUED 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


FIXTURE-CNC, LOD PORT AUGMENTOR LINER .... 


PLATE 
FOR FMS USE ONLY 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 57417-9 


. CLAMP REST 


P&WA PART NO. PWA 57417-6 


. BASE PLATE 


FIXTURE-DRILL, INTERMEDIATE CASE ASSY, 
GEARBOX MOUNTING LUG 
FOR DEPOT LEVEL USE ONLY 


. SCREW-ADJUSTABLE TORQUE 


P&WA PART NO. PWA 70318-16 


. SCREW-LOCK 


P&WA PART NO. PWA 70318-4 


` KEENSERT 
P&WA PART NO. PWA 70318-12 


. RIGHT LOCATING POST 
. LEFT LOCATING POST 
. BUSHING REAMER 

. BUSHING REAMER 

. BUSHING REAMER 

. DRILL PLATE 

. CONTAINER 


їй = а о БР) = нан 


D D № 


wo о о го 


мр 


Change 6 


USABLE 


ON 


CODE 


2-691 


T.O. 2J-F100-94 


(DEPOT) 


ý 5 
INDEX 47 PWA 70100 INDEX 81 PWA 70112 
(DEPOT) E (DEPOT) 


PS204X2 


FIGURE 288. FIXTURES-CONTINUED 


2-692 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 10837 
PWA 55527 


MS16995-37 
MS16995-39 
CL-48-SHS 


CL-18-SHS 


PWA 55527-5 
PWA 55527-3 
PWA 55527-2 
PWA 55527-9 
PWA 55527-1 


UPC540 H3-RC1 


PWA 55537 


CL-4-FN 
CL-3-SCW 


MS35671-51 
PWA 55537-3 
PWA 55537-5 
MS16995-82 
PWA 55537-4 
MS51021-43 
MS16555-41 
PWA 55537-6 
PWA 55537-7 


MS16555-61 
MS16995-83 
MS16555-77 
MS16995-96 
PWA 55537-2 
PWA 55537-1 
PWA 55568 


MS16995-66 
PWA 55568-4 
DPP-80 
C5-53 


PWA 55568-3 
15422 


A12202655 


PWA 55568-12 


` RING-CLAMP 
` SPACER ASSY 


`FIXTURE-WASHER COMPRESSION CHECK 
FOR DEPOT LEVEL USE ONLY 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-BEARING FLUSHING 
FOR DEPOT LEVEL USE ONLY 
FIXTURE-WELDING, FLAME HOLDER GUTTER 
SEGMENTS 


P&WA PART МО. PWA 55527-6 


. SCREW-SWIVEL HD 


P&WA PART NO. PWA 55527-4 


P&WA PART МО. PWA 55527-10 
FIXTURE-MACHINING, COMPRESSOR CASE AI 
BOSS 
FOR DEPOT LEVEL USE ONLY 


. NUT-FLANGE 


P&WA PART МО. PWA 55537-8 


. WASHER-SWING C 


P&WA PART NO. PWA 55537-9 


=— а а få oo 


= = о + ND © ND 


. PLATE-TOP 
. GAGE-PUSH/PULL 


P&WA PART NO. PWA 55568-10 


. SCREW-SILVER GRIP SET 


P&WA PART NO. PWA 55568-7 


. PRESSURE PLATE ASSY 
. COLLAR-CLAMP TITE 


P&WA PART NO. PWA 55568-6 


. BUSHING-BALL, A PRECISION 


P&WA PART NO. PWA 55568-13 


ON 
CODE 


Change 25 


2-693 


DUD эээ пп о 22222222 


D по пп DV 


22222 


Т.О. 2J-F100-94 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


MS16995-56 
PWA 55568-5 
MS51021-58 
PWA 55568-14 
MS16555-40 
MS16996-10 
PWA 55568-2 
PWA 55568-1 
PWA 70100 


MS16995-36 
PWA 70100-4 
2001-0287 


4703 

PWA 70100-17 
4521-44-1602N 
PWA 70100-16 
4521-36-1602N 


PWA 70100-12 
PWA 70100-11 
LS-1 


CL-1-HTS 


MS51021-42 
622146FG 


PWA 70100-7 
622146 


PWA 70100-6 
MS16995-50 
PWA 70100-2 
MS35699-2254 
CL-1-SW 


PWA 70100-27 
MS35691-3 
PWA 70100-25 
PWA 70100-30 
PWA 70100-14 
PWA 70100-13 
PWA 70100-22 
MS16555-48 
MS16555-50 
PWA 70100-21 
PWA 70100-20 
PWA 70100-1 
MP380H3-RC2 


2-694 Change 23 


DESCRIPTION 


FIXTURE-DRILL, FRONT COMPRESSOR STATOR ... 


LINKAGE ARM BUSHING HOLE, REPAIR 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 70100-33 


. SCREW-PAN HD 


0.112-40 X 0.019 IN. LONG 


. CLIP-SPRING 


P&WA PART NO. PWA 70100-18 


. SCREW-PAN HD 


0.086-56 X 0.019 IN. LONG 


. CLIP-SPRING 


P&WA PART NO. PWA 70100-15 


. BUSHING-REAM 
. BUSHING-DRILL 
. SCREW-LOCK 


P&WA PART NO. PWA 70100-10 


. SCREW-HALF TURN 


P&WA PART NO. PWA 70100-31 


. SETSCREW 
. BUTTON-RESET 


P&WA PART NO. PWA 70100-9 


` BUTTON-RESET 


P&WA PART NO. PWA 70100-8 


. PIN-DOWEL 


` WASHER-SPHERICAL 


P&WA PART NO. PWA 70100-28 


` PIN-LOCATING 
` LINER-HEADLESS 


| PIN-DIAMOND, LOCATING 
. BLOCK-PIN 


` BOX-STORAGE 


P&WA PART NO. PWA 70100-34 


UNITS| USABLE 


PER 
ASSY 


аа ND м Sk aap 


паа су — 


а ар шоу pall рана еа а 


ON 
CODE 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 70112 


PWA 70112-9 
PWA 70112-10 
PWA 70112-13 
PWA 70112-12 


CL-5-QTS 
CL-3-RP 
48032 


PWA 70112-15 
PWA 70112-11 


MS51957-2 
4521-28-40-2 


MS16995-50 
PWA 70112-4 
MS16995-52 
PWA 70112-1 
MS16555-48 
PWA 70112-3 
PWA 70112-14 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURE-DRILL, GEARBOX HOUSING ASSY, 
REPAIR 
FOR DEPOT LEVEL USE ONLY 

. PIN-LOCATING, REAM 

. PIN-LOCATING, DRILL 


P&WA PART NO. PWA 70112-18 


. PIN-ROUND 


P&WA PART NO. PWA 70112-16 


. INSERT-THREADED 


P&WA PART NO. PWA 70112-17 


E BLOCK-INTERMEDIATE 
. CONTAINER 


USABLE 
ON 
CODE 


2-695 


T.O. 2J-F100-94 


INDEX 12 PWA 51436 


INDEX 24 PWA 55665 INDEX 35 PWA 70116 
(DEPOT) 


INDEX 70 PWA 70518 
INDEX 44 PWA 70153 


(DEPOT) 


84106 


FIGURE 289. FIXTURES-CONTINUED 


2-696 Change 17 


D о пп DV 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55751 
71206 


MS9321-10 
PWA 55751-2 
MS35307-303 
MS24671-20 
PWA 55751-8 
MS35307-310 
AN3C6 
MS9321-09 
PWA 55751-1 
PWA 51436 


MS51029-29 
PWA 51436-2 
PWA 51436-6 
PWA 51436-4 
SC3/4X1/40DX0. 
031 

CL-16312 


PWA 51436-9 
PWA 51436-8 
37503 


MS16555-348 
PWA 51436-1 
PWA 55665 
CL-21-KA-10 
MS16555-649 
PWA 55665-8 
PWA 55665-10 
4511-75-125 
PWA 55665-3 


PWA 55665-2 
PWA 55665-4 


PWA 55665-5 
PWA 55665-1 
PWA 70116 


PWA 70116-3 
05582 


'FIXTURE-SETTING, FAN INLET GUIDE VANE 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 
FIXTURE-SUPPORT, REAR COMPRESSOR 
VARIABLE VANES CLAMP AND GAGE 


— P NN со Со — СЛ 


ANGLE 
SUPERSEDED BY PWA 56310 


P&WA PART NO. PWA 51436-7 


. KNOB-KNURLED 


P&WA PART NO. PWA 51436-12 


` BRACKET ASSY 


FIXTURE-REAR COMPRESSOR STATOR LINK ARM . 
AND BRACKET ASSY 
SUPERSEDES PWA 51874 


. CABLE ASSY 


P&WA PART NO. PWA 55665-7 


0.138-32 X 0.380 IN. LONG 


. CLIP-SPRING 


P&WA PART МО. PWA 55665-9 


. PIN-DOWEL 


0.1875 DIA X 1.500 IN. LONG 


. SETSCREW-SOCKET HD, FLAT POINT 


0.250-20 X 0.750 IN. LONG 


FIXTURE-DRILL OR REAM, GEARBOX HOUSING, ... 
REPAIR 
SUPERSEDES PWA 70115 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 70116-2 


Change 24 2-697 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-698 


PART 
NUMBER 


CL23-KA-5.OLR 


PWA 70116-5 
PWA 70116-7 


MS18066-13 
PWA 70116-9 
PWA 70116-1 
MP340-H2-RC1 
PWA 70153 


25480 
25495 


PWA 70153-27 
46432 


PWA 70153-26 
46430 


PWA 70153-25 
TW-2 


LS-1 


PWA 70153-8 
PWA 70153-9 
PWA 70153-17 
PWA 70153-18 
PWA 70153-28 
L-40-12 


L-48-12 
CL-2-FN 
CL-1-SCW 


PWA 70153-6 
PWA 70153-14 
MS16995-51 
PWA 70153-5 
PWA 70153-3 
MS16555-54 
MS51971-3 
PWA 70153-12 


A7-35 
PWA 70153-1 


PWA 70153-29 
PWA 70518 


Change 17 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


. CABLE ASSEMBLY 


P&WA PART МО. PWA 70116-4 


. PIN-LOCATING 
. SCREW-SOCKET HEAD 


0.190-32 X 1.000 IN. LONG 


. SETSCREW 
. PIN-DIAMOND 


'FIXTURE-MACHINE, NO. 2 AND NO. 3 BEARING .... 


SEAL SUPPORT ASSV, PIN REPLACEMENT, 
REPAIR 
FOR DEPOT LEVEL USE ONLV 


P&WA PART NO. 


. TUBE-STORAGE 
. SPOTFACE 


P&WA PART NO. 


. TUBE-STORAGE 
. SPOTFACE 


P&WA PART NO. 


. TUBE-STORAGE 
. LOCKSCREW 


P&WA PART NO. 


. SCREW-LOCK 


P&WA PART NO. 


. BUSHING-SLIP 

. BUSHING-SLIP 

. BUSHING-SLIP 

. BUSHING-SLIP 

. TUBE-STORAGE 

. LINER-HEADLESS 


P&WA PART NO. 


. LINER-HEADLESS 


P&WA PART NO. 


. NUT-FLANGE 


P&WA PART NO. 


. WASHER-SWING С 


P&WA PART NO. 


. PLATE-BUSHING 


` BOX-STORAGE 
FIXTURE-MACHINING, COMPRESSOR EXIT 
STATOR (RETROFIT) 


ON 
CODE 


T.O. 2J-F100-94 


SS INDEX 1 PWA 57669 


INDEX 28 PWA 57996-28 


6146 


FIGURE 290. FIXTURES-CONTINUED 


(2-699 Blank)/2-700 


=== 


== 22 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 
PWA 57669 FIXTURE-AIR LEAK CHECK, NO. 1 BEARING 
HOUSING ASSY 
FOR DEPOT LEVEL USE ONLY 
CL-23-KA-10 . CABLE ASSY 
P&WA PART NO. PWA 57669-20 
PWA 57669-30 . PLUG ASSY 
REPLACES PWA 57669-21 
SUPERSEDES PWA 57669-29 
MS16555-606 
PWA 57669-29-2 
PWA 57669-30-1 


PWA 57669-29-1 
MS9021-007 


MS9021-013 
PWA 57669-21-4 
MS16995-48 
MS9321-10 
90276A124 


PWA 57669-10 
628XB-3-6-1 
P&WA PART NO. PWA 57669-7 
3000-12 . PLUG-COUPLING 
P&WA PART NO. PWA 57669-2 
CL-4-FN . NUT-FLANGE 
P&WA PART NO. PWA 57669-5 
CL-3-SCW . WASHER-SWING C 
P&WA PART NO. PWA 57669-3 
MS9021-246 . PACKING 
PWA 57669-26 
MS35691-51 
PWA 57669-6 
MS9021-228 
PWA 57669-25 
MS9021-236 
MS9021-259 
PWA 57669-27 
PWA 57669-28 


Change 21 2-701 


T.O. 2J-F100-94 


гу 
22 ONO 
20 б: 


ET 


36 
(Te : 5 


AAN 


INDEX 1 PWA 57668 INDEX 37 PWA 57668-4 


INDEX 38 PWA 57668-16 INDEX 39 PWA 55790 


2-702 


PS205BX2 


FIGURE 291. FIXTURES-CONTINUED 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57668 
98401A478 


PWA 57668-7 
PWA 57668-9 


PWA 57668-8 
PWA 57668-11 
PWA 57668-27 
PWA 57668-5 
MS16555-47 
PWA 57668-30 
MS51849-53 
PWA 57668-3 
MS16555-48 
PWA 57668-15 
PWA 57668-1 
PWA 57668-14 
MS16997-83 
PWA 57668-33 
98401A478 


PWA 57668-26 
PWA 57668-9 


PWA 57668-8 
PWA 57668-25 
PWA 57668-27 
MS16555-47 
PWA 57668-31 
MS16555-629 
MS35691-27 
MS15795-816 
PWA 57668-20 
MS51849-53 
PWA 57668-3 
PWA 57668-29 
PWA 57668-18 
PWA 57668-17 
PWA 57668-6 
PWA 57668-4 
PWA 57668-16 
PWA 55790 


PWA 55790-9 
MS35307-308 
LS-1 


MS16995-69 
PWA 55790-6 
MS16555-48 
L-28-8 


PWA 55790-7 
L-64-8 


DESCRIPTION 


FIXTURES-CONTINUED 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 


ASSY CODE 


FIXTURE-BALANCE, HIGH PRESSURE TURBINE .... 


REPLACED BY PWA 57764 


. PIN-COTTER 


P&WA PART МО. PWA 57668-10 


` NUT-FLANGE 


MAKE FROM CL-4-FN, MFD BY 99862 


| WEIGHT-CALIBRATION 
. PLUG-TRIM 


` SCREW-FLANGE 
` CASE-FRONT, ASSY 
` NUT-LOCK 


. PIN-COTTER 


P&WA PART NO. PWA 57668-10 


` NUT-FLANGE 


MAKE FROM CL-4-FN, MFD BY 99862 


| WEIGHT-CALIBRATION 
. PLUG-TRIM 


. CASE-REAR, ASSY 

. MASTER-CHECK 

. ARBOR ASSY 

. ADAPTER-FRONT LOAD 
. ADAPTER-REAR LOAD 
FIXTURE-DRILL EEC LOWER BRACKET AND/OR ... 


BUSHING 


. CLAMP ASSY 


P&WA PART NO. PWA 55790-4 


. PLATE-BUSHING 


P&WA PART NO. PWA 55790-8 


аас аас NS = аа A 


— a 


1 
1 
2 
1 
1 
6 
6 
6 
6 
1 
1 
2 
1 
1 
1 
1 
1 
1 


о D № 


Change 19 


ON 


2-703 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-704 


PART 
NUMBER 


PWA 55790-10 
PWA 55790-15 
PWA 55790-13 
PWA 55790-12 
PWA 55790-14 
PWA 55790-1 


. BUSHING 
. BUSHING 


DESCRIPTION 


UNITS 
PER 
ASSY 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 1 PWA 55766 


(DEPOT) 


Р$205С 


FIGURE 292. FIXTURES-CONTINUED 


(2-705 Blank)/2-706 


= = о D ID 


= DD DID 222292 


= 7777790 п п 


= 779779 


FIGURE 
8 INDEX 
NUMBER 


PART 
NUMBER 


PWA 55766 


MS16555-43 
PWA 55766-20 


PWA 55766-23 
CL-48-FSS-N 
CL-516212-RC 


MS16995-49 
PWA 55766-17 


PWA 55766-27 


MS16995-67 
PWA 55766-26 
PWA 55766-22 
MS16995-64 
PWA 55766-19 
PWA 55766-14 
MS16995-49 
PWA 55766-16 
MS16995-63 
PWA 55766-10 
91743A247 


PWA 55766-8 
CL-3816-KS 


CL-40-8H8 


91745A537 


PWA 55766-42 
PWA 55766-41 
MS51021-45 
PWA 55766-44 
PWA 55766-3 
PWA 55766-9 
PWA 55766-47 
MS16555-31 
CL-3A-HR2T 


MS9321-12 
MS35309-329 
PWA 55766-36 
PWA 55766-31 
PWA 55766-34 
MS16995-67 
MS9321-11 
PWA 55766-43 
MS16995-67 


FIXTURES-CONTINUED 


DESCRIPTION 


T.O. 2J-F100-94 


ОМІТ | USABLE 


PER 


ASSY CODE 


FIXTURE-WELD, CONVERGENT FLAP LINK TOWER. 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 55766-45 


. TURNSCREW 


N N > = ND — (о — — со 


Гр др = = на dd 


Ф- © СО D D ND D Г 


Change 24 


ON 


2-707 


= DDD 77770 шоп 


T.O. 2J-F100-94 


FIGURE 
8 INDEX 
NUMBER 


2-708 


PART 
NUMBER 


PWA 55766-39 
PWA 55766-38 
PWA 55766-29 
92308A537 


PWA 55766-32 
PWA 55766-30 
MS51488-4 


PWA 55766-35 
MS16995-67 
MS16995-94 
PWA 55766-1 
PWA 55766-5 
MS16555-55 
PWA 55766-28 


Change 24 


DESCRIPTION 


UNITS 
PER 
ASSY 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 
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(DEPOT) 


FIGURE 293. FIXTURES-CONTINUED 


(2-709 Blank)/2-710 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 
PWA 55827 FIXTURE-SCRIBE AND MILL, FWD HINGE DIV FLAP 
REPAIR 
FOR DEPOT LEVEL USE ONLY 
CL-3-SPA . PAD-SWIVEL 
P&WA PART NO. PWA 55827-42 
MS35631-19 
MS16555-31 
PWA 55827-45 


PWA 55827-46 


MS16995-71 
PWA 55827-43 
MS35233-63 
PWA 55827-54 
MS16555-39 
PWA 55827-18 


мым 


PWA 55827-41 
MS16995-72 
PWA 55827-40 
MS16555-54 
MS16555-31 
CL-2-FN 


заго — 


PWA 55827-48 
PWA 55827-49 
PWA 55827-12 
MS16995-67 
PWA 55827-50 
PWA 55827-11 
CL-23510 


EE У 


PWA 55827-23 
М516995-72 
PWA 55827-26 
М516555-54 
М535233-63 
PWA 55827-54 
MS16555-39 
PWA 55827-18 


Ааа Го ГО = ND — 


MS16995-53 
MS16555-41 
PWA 55827-51 
PWA 55827-21 š 
CL-3-SPA . PAD-SWIVEL 
P&WA PART NO. PWA 55827-42 


amp 


MS35691-19 
MS16555-31 
PWA 55827-45 
PWA 55827-39 


MS16995-72 


Change 1 2-711 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-712 


PART 
NUMBER 


MS16995-71 
PWA 55827-19 
MS16555-54 
CL-23-KA-12-LR 


70B 
PWA 55827-4 
4321-36-100-2N 


MS16555-29 
PWA 55827-31 


PWA 55827-3 


PWA 55827-56 
MS16995-55 
PWA 55827-51 
MS16535-48 
PWA 55827-1 


Change 1 


UNITS 
PER 
DESCRIPTION ASSY 


` CABLE ASSY 


P&WA PART NO. PWA 55827-35 


P&WA PART NO. PWA 55827-30 


. DOWEL PIN 


MAKE FROM 0.250-20 x 1.50, MFD BY 97852 


. BLOCK-SCRIBE 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 18 PWA 57427 
INDEX 31 PWA 70692 


% 4 


FIGURE 294. FIXTURES-CONTINUED 


INDEX 1 PWA 53519 


Си 


INDEX 30 PWA 70691 


97553 


Change 22 


(2-713 Blank)/2-714 


222222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53519 


PWA 53519-7 
39304 


MS35691-19 
63119 


MS35691-19 
PWA 53519-3 
36907 


CL-127 


PWA 53519-10 
MS35691-19 
PWA 53519-12 
PWA 53519-13 
MS35691-19 
MS16995-49 
PWA 53519-9 
PWA 53519-1 
PWA 57427 


PWA 57427-4 
PWA 57427-5 
PWA 57427-6 
PWA 57427-2 
PWA 57427-11 


PWA 57427-3 
PWA 57427-9 


PWA 57427-8 
PWA 57427-10 
PWA 57427-7 


PWA 57427-1 
PWA 70691 


PWA 70692 


DESCRIPTION 


FIXTURES-CONTINUED 


FIXTURE-MACHINING, 7TH, 9TH AND 11TH STAGE . 


COMPRESSOR STATOR, FELT TIP METAL TIP 
SEAL 
FOR DEPOT LEVEL USE ONLY 


! FLANGE ASSY-SPHERICAL 


P&WA PART NO. PWA 53519-6 


P&WA PART NO. PWA 53519-4 


. NUT-FLANGE 


P&WA PART NO. PWA 53519-11 


FIXTURE-DRILL, REAR FAN DUCT, FORWARD 
FLANGE 


. CABLE ASSY 


MAKE FROM CL-23-KA-10-LR, MFD BY 99862 


MAKE FROM CL-2-DP, MFD BY 99862 
. BUSHING-DRILL 


MAKE FROM CL-217-DPT, MFD BY 99862 


. BUSHING-DRILL 
. FIXTURE 
. FIXTURE 


FIXTURE-EDM, 7TH STAGE COMPRESSOR 
STATOR SEGMENT 
FOR DEPOT LEVEL USE ONLY 
FIXTURE-EDM, 8TH STAGE COMPRESSOR 
STATOR SEGMENT 
FOR DEPOT LEVEL USE ONLY 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


=o x ДЫ фы må = Та 


о о 


USABLE 
ON 
CODE 


Change 22 


T.O. 2J-F100-94 


11 


INDEX 1 PWA 57220 


PS205F 


FIGURE 295. FIXTURES-CONTINUED 


2-716 


DUD 2 DD о I о D D D D D D D 25223 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57220 
MS16555-30 
PWA 57220-40 
PWA 57220-39 
PWA 57220-38 
PWA 57220-37 
PWA 57220-36 
S-526 

S-495 

S-479 

S-400 

S-463 

K16J85 
K12J85 

K16-W 

K12-W 
K16526AH 
K16495AH 
K12479AH 
K12400AH 
K12463AH 
PK16-A 
PK12-A 

P-200 
5100-200 


PWA 57220-2 
5210 


MS16555-22 
PWA 57220-4 


MS16996-16 
PWA 57220-28 
PWA 57220-30 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 

FIXTURE-HONING, 1ST, 2ND, 3RD, 8TH STAGE 
COMPRESSOR DISK TIEROD HOLES 
FOR DEPOT LEVEL USE ONLY 


. SLEEVE 


P&WA PART NO. 


P&WA PART NO. 


. SLEEVE 


P&WA PART NO. 


P&WA PART NO. 


. SET-STONE 


P&WA PART NO. 


. SET-STONE 


P&WA PART NO. 


P&WA PART NO. PWA 57220-31 
. ADAPTER-MANDREL 

P&WA PART NO. PWA 57220-8 
. ADAPTER-MANDREL 

P&WA PART NO. PWA 57220-7 
. SIDEWINDER 

P&WA PART NO. PWA 57220-6 


USABLE 
ON 
CODE 


Change 24 


2-717 


= о о л DD DDD 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-718 


PART 
NUMBER 


PWA 57220-27 
PWA 57220-29 
CL-1-HK2T 


PWA 57220-1 
MP330H3-RC2 


MP340H5-RC4 
MP330H3-RC2 
MP340H5-RC4 


PWA 57220-25 


Change 24 


DESCRIPTION 


| CONTAINER 


P&WA PART NO. PWA 57220-35 


. CONTAINER 


P&WA PART NO. PWA 57220-34 


. CONTAINER 


P&WA PART NO. PWA 57220-26 


. CONTAINER 


P&WA PART NO. PWA 57220-22 


UNITS 
PER 
ASSY 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 1 PWA 55200 
(DEPOT) 


PS205G 


FIGURE 296. FIXTURES-CONTINUED 


(2-719 Blank)/2-720 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 
PWA 55200 FIXTURE-POSITION AND WELD STATIC 
PRESSURE PROBE REPAIR 
FOR DEPOT LEVEL USE ONLY 
MS51971-2 
MS9320-11 
MS35307-338 
MS51971-3 
AN960-616 
PWA 55200-17 


MS16995-87 
PWA 55200-14 
PWA 55200-13 
PWA 55200-25 
MS16995-48 
227 


— OO 


' 
— 
— 


MS51023-49 
PWA 55200-8 
PWA 55200-7 
MS16995-35 
PWA 55200-2 
MS16995-56 
225U 


PWA 55200-26 
CL-20-SHS 


MS16995-49 
PWA 55200-6 
MS16995-53 
MS16995-55 
PWA 55200-3 
MS16555-48 
PWA 55200-1 


2-721 


T.O. 2J-F100-94 


INDEX 1 PWA 57432 PS205H 


FIGURE 297. FIXTURES-CONTINUED 


2-722 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


D D D о ттлт DDD п т 


PWA 57432 


628XB-2-6-2 
3000-12 


MS35214-25 
PWA 57432-25 
CL-2-SCW 


MS35691-35 
MS9321-14 
PWA 57432-12 
MS16995-26 
A7247 


MS9021-164 
PWA 57432-7 
PWA 57432-19 
CL-1032-KS 


PWA 57432-29 
MS9021-262 
PWA 57432-31 
MS9021-257 
MS16995-51 
PWA 57432-4 
MS9021-246 
MS9021-281 
MS16995-49 
PWA 57432-18 
MS16995-50 
PWA 57432-24 
628XB-2-6-2 


PWA 57432-1 


FIXTURES-CONTINUED 


FIXTURE-LEAK CHECK, NO. 3 BEARING REAR 


SEAL ASSY 
SUPERSEDED BY PWA 56574 


. VALVE-RELIEF 


P&WA PART NO. PWA 57432-10 


. PLUG-COUPLING 


P&WA PART NO. PWA 57432-15 


` WASHER-SWING C 


P&WA PART NO. PWA 57432-9 


P&WA PART NO. PWA 57432-13 


. PACKING 


` VALVE-RELIEF 
P&WA PART NO. PWA 57432-23 
. BASE ASSY 


= о Со — Со о — Б åå на на 


= 


Change 23 


2-723 


T.O. 2J-F100-94 


INDEX 1 PWA 70235 


PS205JX0 


FIGURE 298. FIXTURES-CONTINUED 


2-724 


D VD DD пш DV 


D DVD дп ој пп DV 


т 


7 дп 222522 


FIGURE 
8 INDEX 
NUMBER 


PART 
NUMBER 


PWA 70235 
CL-4-QTS 


PWA 70235-9 
CL-3-RB 


PWA 70235-20 
5100-25 


PWA 70235-21 


MS16555-21 
PWA 70235-17 


PWA 70235-11 
PWA 70235-6 


912554190 


PWA 70235-10 
PWA 70235-5 
MS16995-68 
PWA 70235-7 
MS16555-54 
PWA 70235-15 


PWA 70235-16 


MS16996-14 
ADB-21400 


MS16995-64 
PWA 70235-3 
PWA 70235-4 
PWA 70235-24 
PWA 70235-25 
LC-022D-5 


PWA 70235-26 
PWA 70235-27 


PWA 70235-1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-DRILL, INTERCONNECTING BOX 
BRACKET 


. SCREW-QUARTER TURN 


P&WA PART МО. PWA 70235-12 


. PLATE-JIG 
. BUTTON-REST 


P&WA PART NO. PWA 70235-13 


. PIN-DIAMOND 


P&WA PART NO. PWA 70235-22 


. PIN-DOWEL 


MAKE FROM 9838M552, MFD BY 6K495 


` SCREW-ADJUSTING TORQUE 


MAKE FROM T-198, MFD BY 02116 


. SCREW-BUTTON HD 


P&WA PART NO. PWA 70235-29 


` PIN-LOCATING 


MAKE FROM ADB 75114, MFD BY 02064 


. PIN-LOCATING 


MAKE FROM ADB 76114, MFD BY 02064 


` PIN-DOWEL 
МАКЕ FROM MS16555-1, МЕР BY 96906 


USABLE 
ON 
CODE 


Change 23 


2-725 


T.O. 2J-F100-94 


== 


X 23 PWA 57610-29 


INDEX 42 PWA 57776 


INDEX 43 PWA 71086 


98754 


FIGURE 299. FIXTURES-CONTINUED 


2-726 Change 23 


DD пп DVD пл TI лд пп 2 DV 


== 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57610 
3000-12G 


PWA 57610-31 
MS9021-018 
MS35307-303 
PWA 57610-16 
628XB-2-6-1 


MS51971-7 
MS35338-145 
37303 


MS51971-7 
CL-5/8-11X7.0 


MS9021-175 
PWA 57610-11 
MS9021-050 
PWA 57610-32 
MS16995-50 
MS9021-043 
PWA 57610-6 
41901 


47816 

PWA 57610-1 
PWA 57610-29 
PWA 57204 
LS-2 

PWA 57204-2 
PWA 57204-3 
PWA 57204-4 


PWA 57204-9 
91259AS8S 


LC-038F-1 
CL-16524 


PWA 57204-20 
92196A197 


MS16555-29 
PWA 57204-17 
10-24 


` HOOK CLAMP ASSY 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-LEAK CHECK, NO. 5 BEARING 
COMPARTMENT CARBON SEAL 


. COUPLING 


P&WA PART МО. PWA 57610-17 


ГО = № о а а а 


= 


P&WA PART NO. PWA 57610-8 


P&WA PART NO. PWA 57610-7 


. BASE ASSY 


FIXTURE-DRILL, INTERMEDIATE CASE NO.3........ 
BEARING OIL OD 


. SCREW-LOCK 


P&WA PART NO. PWA 57204-5 


. SCREW-SHOULDER (AP) 

P&WA PART NO. PWA 57204-8 
. SPRING-COMPRESSION 

P&WA PART NO. PWA 57204-10 


P&WA PART NO. PWA 57204-11 


. BLOCK-SET 
. SCREW (AP) 


P&WA PART NO. PWA 57204-13 


. NUT (AP) 


P&WA PART МО. PWA 57204-18 


ON 
CODE 


Change 23 


D D т D 


эээ 


Т.О. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-728 


PART 
NUMBER 


P-20-6 
PWA 57204-7 
L-88-12 


PWA 57204-20 
PWA 57776 


MS16995-96 
PWA 57776-2 
PWA 57776-4 
CL-1A-FSSN 
PWA 57776-1 


PWA 57776-1-2 
MBIC-38X38X12 


PWA 71086 


Change 23 


UNITS| USABLE 
PER 
DESCRIPTION ASSY 


. BUSHING 
P&WA PART NO. PWA 57204-16 


P&WA PART NO. PWA 57204-12 
. BLOCK-SET 
FIXTURE-MACHINE, 2ND STAGE FAN DRIVE 
FOR DEPOT LEVEL USE ONLY 


. ADJUSTING SCREW ASSY 
PARTIAL BREAKDOWN FOLLOWS 


P&WA PART NO. PWA 57776-4-1 
. CHUCK ASSY 
PARTIAL BREAKDOWN FOLLOWS 
.. PISTON ASSY 
. CONTAINER 
P&WA PART NO. PWA 57776-5 
FIXTURE-BRAZING, INLET CASE OIL TUBES 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 52945 


ON 
CODE 


T.O. 2J-F100-94 


INDEX 1 PWA 57670 


PS205L 


FIGURE 300. FIXTURES-CONTINUED 


(2-729 Blank)/2-730 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57670 


CL-415-TSB-N 


MS16997-46 
PWA 57670-5 
MS16997-46 
B71 


B5M 
PT-563 


MS16555-31 
PWA 57670-3 
5100-37 


LC-038G-3 


MS16555-27 
MS16555-43 
PWA 57670 


NTA-1220 
LC-016B-6 
CL-7-FW 
LC-032E-0 


MS16997-64 
PWA 57670-69 
MS16555-40 
PWA 57670-14 
MS16555-46 
MS16997-64 
PWA 57670-2 
MS16997-62 
PWA 57670-66 
MS16555-48 
MS16997-65 
PWA 57670-72 
MS16555-48 
MS16997-46 
B21 


PT-563 
CL-7-FW 
LC-032E-0 


MS16997-64 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-CHECKING, 3RD STAGE TURBINE BLADE 
LENGTH AND SHROUD NOTCH 
FOR DEPOT LEVEL USE ONLY 
REPLACED BY PWA 57789 


P&WA PART NO. PWA 57670-29 


. DIAL INDICATOR 


P&WA PART NO. PWA 57670-38 


. INDICATOR POINT 


P&WA PART NO. PWA 57670-21 


` INDICATOR PIN 
` RING-RETAINING 


P&WA PART NO. PWA 57670-36 


. SPRING-COMPRESSION 


P&WA PART NO. PWA 57670-31 


| FIXTURE-CHECKING, 3RD STAGE TURBINE 


BLADE LENGTH AND SHROUD NOTCH 


. THRUST BEARING ASSY 


P&WA PART NO. PWA 57670-67 


. SPRING 


P&WA PART NO. PWA 57670-70 


P&WA PART NO. PWA 57670-30 


. SPRING 


P&WA PART NO. PWA 57670-40 


P&WA PART NO. PWA 57670-55 


. INDICATOR POINT 


P&WA PART NO. PWA 57670-21 


P&WA PART NO. PWA 57670-30 


. SPRING 


P&WA PART NO. PWA 57670-3 


USABLE 
ON 
CODE 


Change 6 


2-731 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-732 


PART 
NUMBER 


PWA 57670-14 
MS16555-46 
MS16555-31 
LC-041GH-3 


PWA 57670-63 
5100-43 


MS16997-62 
MS16555-43 
PWA 57670-64 
MS16555-3 
PWA 57670-51 
PWA 57670-49 


PWA 57670-51 
MS16555-48 
PWA 57670-57 
29011 


MS16555-48 
PWA 57670-1 
MDIC-15-9-8 


UNITS 
PER 


DESCRIPTION ASSY 


P&WA PART NO. PWA 57670-61 


. INDICATOR PIN 
. RETAINING RING 


P&WA PART NO. PWA 57670-62 


` GAGE SUPPORT 
` THUMB SCREW 


MAKE FROM CL-425-TSB-N, MFD BY 99862 


. GAGE SUPPORT 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 5 PWA 70345 INDEX 6 PWA 70389 


96782 


FIGURE 300A. FIXTURES-CONTINUED 


(2-732.1 Blank)/2-732.2 Change 21 


эээ u AU tA ta u a JA U A U B U B U B U B U U A U a A A A A 2 


FIGURE 
8 INDEX 
NUMBER 


PART 
NUMBER 


PWA 57411 
PWA 55614 


PWA 55614-12 
MS16555-29 
PWA 55614-14 


PWA 55614-16 
PWA 55614-17 
MS16555-640 
PWA 55614-11 
MS51045-54 
MS51971-1 
MS35307-308 
MS9321-10 
36911 


17103 


MS51981-52 
PWA 55614-8 
PWA 55614-10 


PWA 55614-1 
PWA 55615 


PWA 55615-13 
MS16555-29 
PWA 55615-15 


PWA 55615-18 
PWA 55615-17 
MS16555-640 
PWA 55615-12 
MS51045-55 
MS51971-1 
MS35307-308 
MS9321-10 
36911 


17103 


MS35307-310 
PWA 55615-8 
MS16995-48 
PWA 55615-11 
PWA 55615-1 
PWA 70346 


PWA 70345 


PWA 70389 


. PAD-STRAP 


'FIXTURE-HOLDING, 6TH THRU 12ТН STAGE 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-DRILL RETAINING PLATE PIN REMOVAL .. 
FOR DEPOT LEVEL USE ONLY 
FIXTURE-TACKWELDING, 9TH STAGE VANES 
FOR DEPOT LEVEL USE ONLY 


. PIN-LOCATING 
` KNOB-PALM GRIP 


MAKE FROM 20903, MFD, BY 94882 


` STRAP-TAPPED 


P&WA PART МО. PWA 55614-2 


. PAD-STRAP 


P&WA PART МО. PWA 55614-7 


. SETSCREW 
. CLAMP ASSY 
. PIN-DOWEL 


MAKE FROM MS16555-656, MFD BY 96906 


'FIXTURE-TACKWELDING, 10TH STAGE VANES 


FOR DEPOT LEVEL USE ONLV 


. PIN-LOCATING 


. KNOB-PALM GRIP 


MAKE FROM 20903, MFD BY 94882 


P&WA PART NO. PWA 55615-2 
P&WA PART NO. PWA 55615-7 


— — — © о о о о N O) N N — N — D 


COMPRESSOR STATORS (ID) 

FOR DEPOT LEVEL USE ONLY 
FIXTURE-HOLDING, 6TH THRU 12TH STAGE 

COMPRESSOR STATORS (OD) 

FOR DEPOT LEVEL USE ONLY 
FIXTURE-MACHINING, 6TH THRU 12TH STAGE 

COMPRESSOR STATORS 

FOR DEPOT LEVEL USE ONLY 


Change 21 


USABLE 
ON 
CODE 


2-732.3/(2-732.4 Blank) 


T.O. 2J-F100-94 


INDEX 2 GS22434-1 


INDEX 1 GS22425-1 


° 
9 
9 
9 
9 9 9 


INDEX 4 GS21613-1 


со OSI Ср сл 


INDEX 3 GS22431-1 


INDEX 10 PWA 57827 ке” INDEX 11 PWA 71072 


84002 


FIGURE 301. FIXTURES-CONTINUED 


(2-733 Blank)/2-734 Change 17 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 


NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 
GS22425-1 FIXTURE-ROTOR BALANCING 
FOR DEPOT LEVEL USE ONLY 
GS22434-1 FIXTURE-FACE SEAL REMOVING 
FOR DEPOT LEVEL USE ONLY 
GS22431-1 FIXTURE-SHIMMING 
FOR DEPOT LEVEL USE ONLY 
GS21613-1 FIXTURE SET-RESOLVER TEST 
FOR DEPOT LEVEL USE ONLY 
GS21613-6 . RESOLVER 
FOR DEPOT LEVEL USE ONLY 
GS21613-2 . RESOLVER 
FOR DEPOT LEVEL USE ONLY 
GS21613-3 . RESOLVER 
FOR DEPOT LEVEL USE ONLY 
GS21613-4 . RESOLVER 
FOR DEPOT LEVEL USE ONLY 
GS21613-5 . RESOLVER 
FOR DEPOT LEVEL USE ONLY 
PWA 57827 FIXTURE-AIR LEAK CHECK, SEAL AND SUPPORT .. 
ASSY, NO. 2 BRG 
REPLACES PWA 57647 
PWA 71072 FIXTURE-SHOTPEEN, 2ND STAGE COMPRESSOR .. 


о Ос © © о о о ° о 


Change 17 2-735 


T.O. 2J-F100-94 


INDEX 1 GS21615-1 INDEX 2 GS21617-1 
(DEPOT) (DEPOT) 


INDEX 3 GS21616-1 


(DEPOT) 

Ny 
| INDEX 4 GS21618-1 INDEX 5 GS21619-1 

(DEPOT) (DEPOT) 

© 
| 
| 
Со 
INDEX 6 GS22407-1 INDEX 7 2563752 
(DEPOT) (DEPOT) 


PS205NX1 


FIGURE 302. FIXTURES-CONTINUED 


2-736 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 
GS21615-1 FIXTURE-PRV TEST 

FOR DEPOT LEVEL USE ONLY 
GS21617-1 FIXTURE-PRV TEST 

FOR DEPOT LEVEL USE ONLY 
GS21616-1 FIXTURE-PRV TEST 

FOR DEPOT LEVEL USE ONLY 
GS21618-1 FIXTURE-MV TEST 

FOR DEPOT LEVEL USE ONLY 
GS21619-1 FIXTURE-LIFT 

FOR DEPOT LEVEL USE ONLY 
GS22407-1 FIXTURE-POTTING 

FOR DEPOT LEVEL USE ONLY 
2563752 FIXTURE-TEST, PF2 LEAKAGE AND OIL FLUSH 

FOR DEPOT LEVEL USE ONLY 


Change 15 2-737 


T.O. 2J-F100-94 


INDEX 30 PWA 57918 INDEX 31 PWA 56716 97554 


FIGURE 303. FIXTURES-CONTINUED 


2-738 Change 22 


22222222522 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52690 


MS51468-2 
PWA 52690-3 
PWA 52690-2 
MS16995-50 
23902 


PWA 52690-10 
PWA 52690-9 
PWA 52690-8 
PWA 52690-7 
PWA 52690-1 
PWA 52689 


MS51468-2 
PWA 52689-4 
PWA 52689-3 
MS16995-50 
25902 


PWA 52689-8 
PWA 52689-1 
PWA 51590 


PWA 51590-6 
PWA 51590-7 
MS16995-81 
3/8-16 


PWA 51590-10 
MS16995-79 
PWA 51590-5 
PWA 51590-9 
PWA 71017 


PWA 57918 


PWA 56716 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 

FIXTURE-MOLD, 2ND STAGE COMPRESSOR 
STATOR REAR AIR SEALING RING 
FOR DEPOT LEVEL USE ONLY 


. WINGNUT 


. INSERT-THREADED 


P&WA PART NO. PWA 52690-5 


. SEGMENT 


'FIXTURE-MOLD, 2ND STAGE COMPRESSOR 


STATOR FRONT AIR SEALING RING 
FOR DEPOT LEVEL USE ONLV 


. WINGNUT 


P&WA PART NO. PWA 52689-7 


. COVER ASSY 


'FIXTURE-MOLD, 1ST STAGE COMPRESSOR 


FRONT AIR SEALING RING 
FOR DEPOT LEVEL USE ONLV 


'FIXTURE-STRESS RELIEF, 3RD STAGE 


COMPRESSOR STATOR (REPAIR) 
FOR DEPOT LEVEL USE ONLV 
FIXTURE-BUILD/ALIGN, COMPRESSOR ASSV, 1ST.. 
VANE SUPPORT, 1ST VANE, HIGH PRESSURE 
TURBINE CASE 
FIXTURE-MOMENT WEIGHT, 4TH STAGE TURBINE . 
BLADE 
FOR DEPOT LEVEL USE ONLV 
REPLACES PWA 55448 


USABLE 
ON 
CODE 


Change 22 


2-739 


T.O. 2J-F100-94 


INDEX 1 PWA 52602 
(DEPOT) 


— 26 


30 


34 
INDEX 22 PWA 52712 
(DEPOT) 


PS205Q 


FIGURE 304. FIXTURES-CONTINUED 


2-740 


7777970 о поп о DV 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52602 


PWA 52602-7 
MS35649-2384 
CL-2-FN 


PWA 52602-2 
PWA 52602-14 
PWA 52602-15 
MS16995-35 
MS35289-5 
MS15795-810 
PWA 52602-10 
PWA 52602-3 
PWA 52602-9 
MS51045-53 
PWA 52602-5 
PWA 52602-6 
PWA 52602-6- 
PWA 52602- 
PWA 52602- 
PWA 52602- 
PWA 52602- 
PWA 52712 


E 
D 
С 
B 
A 


6- 
6- 
6- 
6- 


PWA 52712-7 
PWA 52712-4 
PWA 52712-5 
PWA 52712-6 
PWA 52712-8 
23902 


PWA 52712-2 
PWA 52712-1 
PWA 52712-1A 
PWA 52712-1B 
PWA 52712-1G 
PWA 52712-1D 


DESCRIPTION 


FIXTURES-CONTINUED 


FIXTURE-MODE, FRONT COMPRESSOR STATOR ... 


INLET SHROUD 
FOR DEPOT LEVEL USE ONLY 


` NUT-FLANGE 


P&WA PART NO. PWA 52602-1 


. ROD-THREADED 


. SPLIT RING ASSY 
.. SCREW-SOCKET CAP 


.. SCREW-SOCKET HD 
.. PLATE-RING 
.. PLATE-RING 
FIXTURE-MOLD, 1ST STAGE COMPRESSOR REAR . 


AIR SEALING RING 
FOR DEPOT LEVEL USE ONLY 


. INSERT-THREADED 


P&WA PART NO. PWA 52712-3 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


-NNA 00 — 00 — — — KK 00 ГО ГО — 


USABLE 
ON 
CODE 


Change 21 


2-741 


T.O. 2J-F100-94 


| 
INDEX 20 PWA 55926 = INDEX 30 PWA 70686 


97555 


FIGURE 305. FIXTURES-CONTINUED 


2-742 Change 22 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55922 


PWA 55922-3 
PWA 55922-2 
MS35307-307 
MS15795-810 
25902 


PWA 55922-10 
PWA 55922-9 
PWA 55922-8 
PWA 55922-7 
PWA 55922-1 
PWA 55923 


PWA 55923-4 
PWA 55923-5 
MS35307-306 
MS15795-810 
25902 


PWA 55923-6 
PWA 55923-1 
PWA 55926 


PWA 55926-4 
PWA 55926-5 
MS35307-360 
MS15795-814 
PWA 55926-9 
PWA 55926-1 
MS16995-79 

PWA 55926-2 
PWA 55926-3 
PWA 70686 


. PLUG ASSY 


`FIXTURE-GRIND, 10TH-12TH COMPRESSOR 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 

FIXTURE-MOLD, 2ND STAGE COMPRESSOR 
STATOR REAR AIR SEALING RING 
FOR DEPOT LEVEL USE ONLY 


. PLUG ASSY 


P&WA PART NO. PWA 55922-4 


. SEGMENT 
. SEGMENT ASSY 


`FIXTURE-MOLD, 2ND STAGE COMPRESSOR 


STATOR FRONT AIR SEALING RING 
FOR DEPOT LEVEL USE ONLY 


. PLUG ASSY 


` BASE ASSY 


FIXTURE-MOLD, 1ST STAGE COMPRESSOR 
FRONT AIR SEALING RING 
FOR DEPOT LEVEL USE ONLY 


2 
2 
6 
6 
6 
1 
6 
1 
1 
1 


STATOR SEGMENT 


USABLE 
ON 
CODE 


Change 22 


2-743 


T.O. 2J-F100-94 


23 22 


INDEX 21 PWA 55925 


INDEX 1 PWA 55924 


INDEX 32 PWA 71476 


97556 


INDEX 34 PWA 71016 


INDEX 33 PWA 71015 


о 


FIGURE 306. FIXTURES-CONTINUED 


Change 22 


2-744 


22222222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55924 


PWA 55924-1 
MS35649-2384 
CL-2-FN 


PWA 55924-19 


PWA 55924-7 
PWA 55924-6 
MS16995-35 
MS35307-305 
MS15795-810 
PWA 55924-5 
PWA 55924-8 
PWA 55924-4 
MS51045-53 
PWA 55924-3 
MS51959-17 
PWA 55924-10 
CL-21-55 


PWA 55924-13 
PWA 55924-11 
PWA 55925 


PWA 55925-9 
PWA 55925-10 
MS35307-308 
MS15795-810 
25902 


PWA 55925-4 
PWA 55925-3 
PWA 55925-2 
PWA 55925-1 
PWA 55925-5 
PWA 71476 


PWA 71015 


PWA 71016 


DESCRIPTION 


FIXTURES-CONTINUED 


FIXTURE-MOLD, FRONT COMPRESSOR STATOR ... 


INLET SHROUD 
FOR DEPOT LEVEL USE ONLY 


` NUT-FLANGE 


P&WA PART NO. PWA 55924-12 


. SCREW-SHOULDER 


P&WA PART NO. PWA 55924-9 


. SEGMENT 


FIXTURE-MOLD, 1ST STAGE COMPRESSOR REAR . 


AIR SEALING RING 
FOR DEPOT LEVEL USE ONLY 


. PLUG ASSY 


`FIXTURE-HOLDING, 4TH STAGE TURBINE BLADE... 


FOR DEPOT LEVEL USE ONLY 


FIXTURE-MACHINE, ЗВО STAGE COMPRESSOR.... 


STATOR, REAR (REPAIR) 

FOR DEPOT LEVEL USE ONLY 
FIXTURE-WELD, 3RD STAGE COMPRESSOR 

STATOR (REPAIR) 

FOR DEPOT LEVEL USE ONLY 


Change 22 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


~ P 00 — Co — — — ~ KONN 


= > ~ 


USABLE 
ON 
CODE 


2-744.1 


T.O. 2J-F100-94 


INDEX 1 PWA 55964 


PS192A_1 


FIGURE 306A. FIXTURES-CONTINUED 
(SHEET 1 OF 5) 


Change 1 


2-744.2 


T.O. 2J-F1 00-94 


24 


| [ = | 


N 


PS192A 2 


FIGURE 306A. FIXTURES-CONTINUED 
(SHEET 2 OF 5) 


Change 1 2-744.3 


T.O. 2J-F100-94 


3 () шо - 


0) DD —- — 


со 
LO 


со 
+ 


Р5192А_3 


FIGURE 306А. FIXTURES-CONTINUED 
(SHEET 3 OF 5) 


Change 1 


2-744.4 


T.O. 2J-F100-94 


PS192A_4 


CONTINUED 


FIGURE 306A. FIXTURES 


(SHEET 4 OF 5) 


2-744.5 


Change 1 


T.O. 2J-F100-94 


PS192A_5 


FIGURE 306A. FIXTURES-CONTINUED 
(SHEET 5 OF 5) 


2-744.6 Change 1 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55964 


PWA 55964-17 
MS16995-38 
PWA 55964-14 
PWA 55964-20 
D13-11 


PWA 55964-12 
PWA 55964-21 
MS16995-56 
D17-14 


PWA 55964-22 
MS16995-52 
CL-16534 


PWA 55964-64 
D17-12 


PWA 55964-65 
D17-14 


PWA 55964-63 
MS16995-52 
MS16555-41 
D17-12 


PWA 55964-61 
MS16995-52 
PWA 55964-4 


D14-12 


PWA 55964-10 
D13-11 


PWA 55964-9 
PWA 55964-6 
MS16995-35 
PWA 55964-7 
MS16995-52 
CL-16513 


PWA 55964-100 
LC-045H-6 


PWA 55964-101 
CL-16513 

PWA 55964-98 
PWA 55964-96 
MS16995-38 
LC-045D-11 


PWA 55964-95 
PWA 55964-97 
MS16995-52 
PWA 55964-94 
MS16995-50 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


FIXTURES-CONTINUED 
FIXTURE-EB WELD NO. 4 BRG, INTERNAL 
PRESSURE TUBE ASSY, CLEVIS REPLACEMENT 


. LOCATOR 
. PIN-DOWEL (AP) 


P&WA PART NO. 


. LOCATOR 


. SCREW (AP) 
. PIN-DOWEL 


P&WA PART NO. 


. SCREW (AP) 
. KNOB-KNURLED 


P&WA PART NO. 


` PIN-DOWEL (AP) 


P&WA PART МО. 


. PIN-DOWEL (AP) 


P&WA PART NO. 


. BLOCK-VEE 
. SCREW (AP) 


P&WA PART NO. 


. BLOCK-RISER 
. SCREW (AP) 
. KNOB-HAND 


MAKE FROM CL-30-HK-4, MFD BY 99862 


. PIN-DOWEL (AP) 


P&WA PART NO. PWA 55964-5 


. CLAMP-VEE BLOCK 
. PIN-DOWEL (AP) 


P&WA PART NO. PWA 55964-23 


. ROD-THREADED 

. PLATE-RETAINING 
. SCREW (AP) 

. BLOCK-CLAMP 

. SCREW (AP) 

. KNOB-KNURLED 


P&WA PART NO. PWA 55964-60 


. SCREW (AP) 
. BLOCK-VEE 
. SCREW (AP) 


Change 1 


USABLE 
ON 
CODE 


2-744.7 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-744.8 


PART 
NUMBER 


MS16555-40 
CL-16513 


PWA 55964-91 
LC-045H-8 


PWA 55964-93 
PWA 55964-89 
MS16995-52 
MS16995-50 
CL-23510 


PWA 55964-29 
PWA 55964-30 
MS16995-52 
PWA 55964-25 
MS16995-40 
11110 


SC2-42 


PWA 55964-81 
PWA 55964-67 
PWA 55964-68 
PWA 55964-66 
30923 


PWA 55964-27 
PWA 55964-72 
CL-16513 


D12-10 


PWA 55964-71 
MS16995-52 
CL-16312 


MS35649-202 
PWA 55964-35 
MS16995-37 
TI-5 


LC-065J-36 


MS35649-202 
PWA 55964-32 
PWA 55964-33 
CL-16534 


MS9321-10 
PWA 55964-24 
PWA 55964-31 
MS3569-1 
PWA 55964-34 
MS16995-52 
CL-16534 


MS9321-10 
PWA 55964-82 


Change 1 


` SCREW (AP) 
. SCREW (AP) 


P&WA PART NO. 
. BLOCK-TARGET 

. BLOCK-CLAMP 

. SCREW (AP) 


P&WA PART NO. 
. SCREW-SET 

P&WA PART NO. 
. SAMPLE-WELD LAB 
. SAMPLE-WELD LAB 
. SHIELD-SPATTER 


. PLUNGER-SPRING 
P&WA PART NO. 

. BLOCK-CLAMP 

. STUD (AP) 

. KNOB-KNURLED 
P&WA PART NO. 

. PIN-DOWEL (AP) 
P&WA PART NO. 

. BLOCK-GUIDE 

. SCREW (AP) 

. KNURLED KNOB 
P&WA PART NO. 


. PLATE-COVER 
. SCREW (AP) 
. ROD-THREADED 
P&WA PART NO. 
. SPRING 
P&WA PART NO. 


` KNOB-KNURLED 
P&WA PART NO. 


. BLOCK-RISER 

. SCREW (AP) 

. KNOB-KNURLED 
P&WA PART NO. 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


ON 
CODE 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


LC-049H-6 


PWA 55964-87 
MS16555-22 
PWA 55964-84 
MS16995-56 
PWA 55964-85 
PWA 55964-86 
D17-14 


PWA 55964-51 
MS16995-36 
MS16555-40 
11104 


PWA 55964-52 
MS16995-36 
MS16555-40 
33501 


PWA 55964-53 
41702 


PWA 55964-55 
MS16995-52 
MS16555-40 
PWA 55964-56 
MS16995-50 
11110 


PWA 55964-44 
MS16995-50 
PWA 55964-19 
MS16995-38 
MS16555-32 
PWA 55964-41 
LC-065J-36 


MS16555-45 
PWA 55964-43 
PWA 55964-42 
MS16995-50 
PWA 55964-40 
PWA 55964-73 
CL-16513 


D12-10 


MS16555-46 
47814 


47822 

PWA 55964-2 
MS16995-82 
47818 
D17-14 


PWA 55964-1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


. SPRING 


P&WA PART NO. 


. ROD-THREADED 
. PIN (AP) 


. SCREW (AP) 

. LOCATOR-SLIDE 
. BLOCK-CLAMP 

. PIN-DOWEL 


P&WA PART МО. 


P&WA PART МО. 


. BLOCK-VEE 
. SCREW (AP) 


` SCREW (AP) 


P&WA PART NO. 


. BLOCK-RISER 
. SCREW (AP) 


` BLOCK-RISER 
. SCREW (АР) 


. SCREW (AP) 

. PLATE, BASE 

. STUD (AP) 

. KNOB-KNURLED 


P&WA PART NO. 


. PIN-DOWEL (AP) 


P&WA PART NO. 


P&WA PART NO. 


. INSERT-THREADED 


P&WA PART NO 


. SCREW (AP) 

. INSERT-KEYLOCKING 

P&WA PART NO. PWA 55964-59 
. PIN-DOWEL 

P&WA PART NO. PWA 55964-16 
. PLATE-BASE 


USABLE 
ON 
CODE 


Change 1 


2-745 


T.O. 2J-F100-94 


INDEX 1 PWA 57672 


PS205TX1 


FIGURE 307. FIXTURES-CONTINUED 


2-746 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57672 


PWA 57672-74 
MS16997-46 
PWA 57672-5 
MS16997-46 
B71 


B5M 
PT-563 


MS16555-31 
PWA 57672-3 
5100-37 


LC-038G-3 


MS16555-27 
MS16555-43 
PWA 57672-63 
PWA 57672-65 
PWA 57672-67 
CL-7-FW 


LC-032E-0 


MS16997-64 
PWA 57672-66 
MS16555-40 
PWA 57672-14 
MS16555-46 
MS16997-64 
PWA 57672-2 
MS16997-62 
PWA 57672-64 
MS16555-48 
MS16997-65 
TGF-101 


PWA 57672-68 
MS16555-48 
MS16997-46 
B21 

PT-563 
CL-7-FW 
LC-032E-0 
MS16997-64 


PWA 57672-14 
MS16555-46 


DESCRIPTION 


FIXTURES-CONTINUED 


FIXTURE-CHECKING, 4TH STAGE TURBINE BLADE 


LENGTH AND SHROUD NOTCH 
FOR DEPOT LEVEL USE ONLY 
REPLACED BY PWA 57788 


. KNOB ASSY-TORQUE 


P&WA PART NO. PWA 57672-29 


. DIAL INDICATOR 


P&WA PART NO. PWA 57672-38 


. INDICATOR POINT 


P&WA PART NO. PWA 57672-21 


` PIN-INDICATOR 
` RING-RETAINING 


P&WA PART NO. PWA 57672-36 


. SPRING-COMPRESSION 


P&WA PART NO. PWA 57672-31 


. PIVOT BLOCK ASSY 
` THRUST BEARING ASSY 


P&WA PART NO. PWA 57672-30 


. SPRING 


P&WA PART NO. PWA 57672-40 


` TEG POINT 


P&WA PART NO. PWA 57672-69 


. STOP BLOCK 


P&WA PART NO. PWA 57672-55 


. INDICATOR POINT 


P&WA PART NO. PWA 57672-21 


P&WA PART NO. PWA 57672-30 


. SPRING 


P&WA PART NO. PWA 57672-40 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 


ASSY CODE 


2 
1 
1 
1 
1 
2 
1 
2 
1 
4 
2 
1 


=p 


Change 5 


ON 


2-747 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-748 


< 


PART 
NUMBER 


MS16555-31 
LC-038G-3 


PWA 57672-62 
5100-37 


MS16997-62 
MS16555-43 
PWA 57672-61 
MS16555-3 
PWA 57672-51 
PWA 57672-73 
PWA 57672-51 
MS16555-48 
PWA 57672-57 
29011 


MS16555-48 
PWA 57672-1 
MDIC-15-9-8 


UNITS 
PER 
DESCRIPTION ASSY 


P&WA PART NO. PWA 57672-31 


. PIN-INDICATOR 
. RING-RETAINING 


P&WA PART NO. PWA 57672-36 


. KNOB ASSY-TORQUE 
. LOCATOR 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 1 PWA 57313 INDEX 2 PWA 57437 


INDEX 5 PWA 70468 INDEX 6 PWA 70482 


47820 


FIGURE 307A. FIXTURES-CONTINUED 


(2-748.1 Blank)/2-748.2 Change 7 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 

PWA 57313 FIXTURE-4TH AND 5TH STAGE COMPRESSOR 
CASE VANE BEARINGS - REMOVAL 
FOR DEPOT LEVEL USE ONLY 

PWA 57437 FIXTURE-DRILL, KIT F - HOLDER GAP 
CONTROLLER 220 
FOR DEPOT LEVEL USE ONLY 

PWA 70401 FIXTURE-MOLD, PS2 PROBE TUBE ASSY 
FOR DEPOT LEVEL USE ONLY 

PWA 70464 FIXTURE-ALMEN TEST STRIP, 2ND STAGE 
COMPRESSOR DISK 
FOR DEPOT LEVEL USE ONLY 

PWA 70468 FIXTURE-ALMEN TEST STRIP, 3RD STAGE 
COMPRESSOR DISK 
FOR DEPOT LEVEL USE ONLY 

PWA 70482 FIXTURE-ALMEN TEST STRIP, 8TH STAGE 
COMPRESSOR AIRSEAL 
FOR DEPOT LEVEL USE ONLY 


Change 7 2-748.3 


T.O. 2J-F100-94 


INDEX 1 PWA 70483 INDEX 2 PWA 70484 


INDEX 3 PWA 70514 INDEX 4 PWA 70515 


INDEX 5 PWA 70550 INDEX 6 PWA 70608 


47138 


FIGURE 307B. FIXTURES-CONTINUED 


2-748.4 Change 7 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 

PWA 70483 FIXTURE-SHOTPEEN COMPRESSOR BLADE LOCK 
RETAINER 
FOR DEPOT LEVEL USE ONLY 

PWA 70484 FIXTURE-ALMEN TEST STRIP, 3RD STAGE 
RETAINER 
FOR DEPOT LEVEL USE ONLY 

PWA 70514 FIXTURE-HEAT TREAT, 10TH STAGE 
COMPRESSOR STATOR ASSY 
FOR DEPOT LEVEL USE ONLY 

PWA 70515 FIXTURE-HEAT TREAT, 11TH STAGE 
COMPRESSOR STATOR ASSY 
FOR DEPOT LEVEL USE ONLY 

PWA 70550 FIXTURE-MACHINING, 10TH AND 11TH STAGE 
COMPRESSOR STATOR RING 
FOR DEPOT LEVEL USE ONLY 

PWA 70608 FIXTURE-INSTALLATION, INTERMEDIATE CASE, 
CORLOK-B BLIND NUT 
FOR DEPOT LEVEL USE ONLY 


Change 7 2-748.5 


T.O. 2J-F100-94 


INDEX 12 PWA 70255 


INDEX 1 PWA 57466 


INDEX 14 PWA 70618 


INDEX 13 PWA 70256 


INDEX 16 PWA 71061 


INDEX 15 PWA 70619 


83085 


FIGURE 307C. FIXTURES-CONTINUED 


Change 17 


2-748.6 


FIGURE 
& INDEX 
NUMBER 


' 
— 
№ 


' 
— 
© 


' 
a 
> 


PART 
NUMBER 


PWA 57466 


CL-23-KA-18-LR 


PWA 57466-10 
PWA 57466-7 
MS16555-61 
MS16995-81 
PWA 57466-12 
MS16555-61 
MS16995-81 
PWA 57466-11 
PWA 57466-1 
MDIC-36-15-8 


PWA 70255 


PWA 70256 


PWA 70618 
PWA 70619 


PWA 71061 


DESCRIPTION 


FIXTURES-CONTINUED 
FIXTURE-EXHAUST CASE OIL TUBE, WELD 
INTERFERENCE CHECK 
REPLACES PWA 55127 
FOR DEPOT LEVEL USE ONLY 


. CABLE ASSY 


P&WA PART МО. PWA 57466-8 


. PIN-LOCATING 


. CONTAINER 


P&WA PART NO. PWA 57466-9 


FIXTURE-MACHINE, INTERMEDIATE COMP CASE .. 


FRONT INNER FLANGE 
FOR DEPOT LEVEL USE ONLY 
FIXTURE-E/B WELD INTERMEDIATE 
COMPRESSOR CASE FRONT INNER FLANGE 
FOR DEPOT LEVEL USE ONLY 
FIXTURE-WELD, 3RD STAGE TURBINE VANE 
FOR DEPOT LEVEL USE ONLY 


FIXTURE-MACHINE, ЗАО STAGE TURBINE VANE ... 


FOR DEPOT LEVEL USE ONLY 
FIXTURE-SHOTPEEN,1ST STAGE COMPRESSOR 
AIRSEAL, FRONT 


Change 17 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


аа oa DD = Го Др ск на = 


= 


USABLE 
ON 
CODE 


2-748.7 


T.O. 2J-F100-94 


INDEX 1 PWA 70620 INDEX 2 PWA 70697 


INDEX 3 PWA 70804 


= INDEX 5 PWA 56599 INDEX 6 PWA 70893 


72409 


FIGURE 307D. FIXTURES-CONTINUED 


2-748.8 Change 14 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 70620 
PWA 70697 
PWA 70804 
PWA 56517 
PWA 56599 


PWA 70893 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


FIXTURES-CONTINUED 

FIXTURE-INSPECTION, 3RD STAGE TURBINE VANE 
FOR DEPOT LEVEL USE ONLY 

FIXTURE-MOLD, INTERMEDIATE COMPRESSOR ... 
CASE (RUBBER REPAIR) 
FOR DEPOT LEVEL USE ONLY 

FIXTURE-MOLD, FIC RUBBER 

FIXTURE-MACHINE, TURBINE CASE SEGMENT 
FOR DEPOT LEVEL USE ONLY 

FIXTURE-ALIGNMENT, BURNER STATIC 
PRESSURE PROBE 

FIXTURE-GLASSBEAD PEENING, 2ND STAGE 
COMPRESSOR VANE 
FOR DEPOT LEVEL USE ONLY 


Change 14 2-749 


T.O. 2J-F100-94 


13 | 


INDEX 1 PWA 14266 INDEX 8 PWA 50728 


INDEX 14 PWA 50746 INDEX 21 PWA 50921 


INDEX 27 PWA 52424 INDEX 30 PWA 52484 


FIGURE 308. FLARING TOOLS 


2-750 Change 7 


2222222 


FIGURE 
& INDEX 
NUMBER 


баса 
о SI 0) O1 + OW 


1 
= © 
© 


' 
— 
— 


а ' 
за — 
~ од № 


' 
— 
сл 


баса а саса 
NN 
000 Y O> 


pora 
№№ 
~ о г 


PART 
NUMBER 


PWA 14266 
PWA 14266-1 


PWA 14266-2 
PWA 14266-3 
MS35691-521 
MS16555-33 
PWA 14266-7 
PWA 50728 


PWA 50728-1 
PWA 50728-2 
PWA 50728-3 
PWA 50728-4 


PWA 50728-5 
PWA 50746 


PWA 50746-1 


PWA 50746-2 
MS9767-10 
AN121506 
MS9390-440 
PWA 50746-3 
PWA 50921 


MS16555-21 
PWA 50921-3 
PWA 50921-2 


PWA 50921-5 


PWA 50921-1 
PWA 52424 


PWA 52424-2 
PWA 52424-1 
PWA 52484 
PWA 52484-1 
PWA 52484-2 
CL-7-FW 


HNF-5 


PWA 52484-6 
PWA 52484-5 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


FLARING TOOLS 
FLARING TOOL-NO. 10-32 SELF-LOCKING SHANK .. 


0.562 X 0.500 IN. LONG 


. BODY 


FLARING TOOL-FRONT COMPRESSOR FRONT 
HUB TIEROD NUT 
FOR DEPOT LEVEL USE ONLY 


0.375-16 X 1.750 IN. LONG 


. SCREW-SOCKET SET, CONE POINT 


NO. 10-24 X 0.500 IN. LONG 


ON 
CODE 


Change 20 


2-751 


T.O. 2J-F100-94 


4 5 | | 
, 3 | | Е 12 å 
AKTID | 
20; | 


INDEX 1 PWA 52820 INDEX 6 PWA 14267 


жш 


INDEX 13 PWA 24670 


FIGURE 309. FLARING TOOLS-CONTINUED 


2-752 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 


NUMBER NUMBER DESCRIPTION ASSY CODE 


FLARING TOOLS-CONTINUED 
PWA 52820 FLARING TOOL-OUTER FRONT FAN DUCT ASSY 


PWA 52820-1 
PWA 52820-2 


PWA 52820-3 
PWA 52820-4 
PWA 14267 
0.250-28 
PWA 14267-8 . SCREW-CAP, SOCKET HEAD 


10-32 X 1.250 IN. LONG, STEEL 
PWA 14267-11 


PWA 14267-9 E WASHER-FLAT 


0.2031 ID X 0.6250 OD X 0.1250 IN. THK 
PWA 14267-3 


PWA 14267-12 

PWA 14267-10 . 

PWA 24670 FLARING TOOL-FRONT TURBINE CASE СЫМСН 
NUTS 


Change 14 2-753 


T.O. 2J-F100-94 


INDEX 1 PWA 6507 


13620 


FIGURE 310. FLOWMETERS 


2-754 Change 29 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


FLOWMETER 

PWA 6507 FLOWMETER 
FOR DETAIL PARTS LIST, 
SEE T.O. 33D2-9-11-1 


2-755 


T.O. 2J-F100-94 


INDEX 1 PWA 53298-3 


51157 


FIGURE 310A. FLOW MODULES 


2-756 Change 9 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER CAGE DESCRIPTION ASSY CODE 


FLOW MODULES 
PWA 53298-3 #| 06659 | FLOW MODULE-MANIFOLD 
FOR DEPOT LEVEL USE ONLY 


Change 9 2-756.1 


T.O. 2J-F100-94 


INDEX 1 PWA 9794 INDEX 2 PWA 9826 


INDEX 4 PWA 16246 


INDEX 5 PWA 17113 


INDEX 22 PWA 71640 = INDEX 23 РМА 56694 


98755 


FIGURE 311. GAGES 
(SHEET 1 OF 2) 


2-756.2 Change 25 


INDEX 24 PWA 71019 
INDEX 25 PWA 71020 
INDEX 26 PWA 71024 
INDEX 27 PWA 71025 


INDEX 31 PWA 56757 


INDEX 35 PWA 56784 


T.O. 2J-F100-94 


INDEX 28 PWA 71007 
INDEX 29 PWA 71012 
INDEX 30 PWA 71013 


Ó 


(CC 


INDEX 32 PWA 56758 
INDEX 33 PWA 56759 
INDEX 34 PWA 56764 


INDEX 36 PWA 71764 
INDEX 37 PWA 71769 
INDEX 38 PWA 71770 


FIGURE 311. GAGES 
(SHEET 2 OF 2) 


Change 29 


110158 


2-756.3 


эл? 


Т.О. 2J-F100-94 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


PWA 9794 


PWA 9826 
PWA 13399 


PWA 16246 


PWA 17113 


PWA 17138 


MS16995-54 
MS17795-810 
C360-032-0500 


MS9390-42 
М551030-51 
М59390-20 
C360-026-0750 


5100-37 

PWA 17138-4 
PWA 17138-9 
PWA 17138-201 
PWA 17138-12 
PWA 17138-11 
PWA 17138-14 
MP340H-1RC1 
PWA 71640 


PWA 56694 


PWA 71019 
PWA 71020 


PWA 71024 


2-756.4 Change 25 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


GAGES 
GAGE-COMPRESSOR VANE TRAILING EDGE 
ANGLE, 1ST, 4TH, 6TH STAGES AND LEADING 
ANGLE, 8TH STAGE 
FOR DEPOT LEVEL USE ONLY 
GAGE-VANE ANGLE, VIAL TYPE 
FOR DEPOT LEVEL USE ONLY 
GAGE-4TH STAGE COMPRESSOR VANE TRAILING . 
EDGE ANGLE, SECTIONS B-B, C-C, D-D AND E-E 
FOR DEPOT LEVEL USE ONLY 
GAGE-6TH STAGE COMPRESSOR VANE TRAILING . 
EDGE ANGLE, SECTIONS B-B, E-E, F-F, G-G AND 
H-H 
FOR DEPOT LEVEL USE ONLY 
GAGE-5TH STAGE COMPRESSOR VANE LEADING .. 
EDGE ANGLE CHECK, SECTIONS BB, CC, DD, 
EE, FF AND GG 
FOR DEPOT LEVEL USE ONLY 
GAGE-INDICATOR FLUSH PIN, TURBINE МОТСН.... 
DEPTH CONVEX SIDE 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 52727 
SUPERSEDED BY PWA 52728 
SUPERSEDED BY PWA 52731 
SUPERSEDED BY PWA 52732 


P&WA PART NO. PWA 17138-2 


. RING-RETAINING 


P&WA PART NO. PWA 17138-3 


P&WA PART NO. PWA 17138-13 
GAGE-CLEARANCE ENVELOPE 
FOR DEPOT LEVEL USE ONLY 
САСЕ-МАМ SPARK IGNITER MOUNTING 
DISTANCE 
SUPERSEDES PWA 52886 
SUPERSEDES PWA 57116 
GAGE-DIAL FLUSH PIN, ЗАО STG COMPRESSOR... 
STATOR 
FOR DEPOT LEVEL USE ONLY 
GAGE-DIAL FLUSH PIN, ЗАО STG COMPRESSOR... 
STATOR 
FOR DEPOT LEVEL USE ONLY 
GAGE-DIAL FLUSH PIN, ЗАО STG COMPRESSOR... 
STATOR 
FOR DEPOT LEVEL USE ONLY 


222222222 


Т.О. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PWA 71025 GAGE-DIAL FLUSH PIN, 3RD STG COMPRESSOR... 
STATOR 
FOR DEPOT LEVEL USE ONLY 

PWA 71007 GAGE-DIAL FLUSH PIN, 3RD STG COMPRESSOR... 
STATOR SHROUD 
FOR DEPOT LEVEL USE ONLY 

PWA 71012 GAGE-DIAL FLUSH PIN, 3RD STG COMPRESSOR... 
STATOR SHROUD 
FOR DEPOT LEVEL USE ONLY 

PWA 71013 GAGE-DIAL FLUSH PIN, 3RD STG COMPRESSOR... 
STATOR SHROUD 
FOR DEPOT LEVEL USE ONLY 

PWA 56757 GAGE-8TH STAGE COMPRESSOR DISK FRONT .... 
AND REAR SNAPS 
FOR DEPOT LEVEL USE ONLY 

PWA 56758 GAGE-8TH STAGE COMPRESSOR DISK FRONT .... 
SNAP DIAMETER 
FOR DEPOT LEVEL USE ONLY 

PWA 56759 GAGE-8TH STAGE COMPRESSOR DISK, REAR 
SNAP 
FOR DEPOT LEVEL USE ONLY 

PWA 56764 GAGE-10TH STAGE COMPRESSOR DISK, FRONT... 
AND REAR SNAP DIAMETER 
FOR DEPOT LEVEL USE ONLY 

PWA 56784 GAGE-AUGMENTOR NOZZLE SUPPORT GUIDE 
TRACK 

PWA 71764 GAGE-FLUSH PIN, FIXTURE, NO. 3 BEARING SEAL . 
SUPPORT 
FOR DEPOT LEVEL USE ONLY 

PWA 71769 GAGE-FLUSH PIN, FIXTURE, NO. 3 BEARING SEAL . 
SUPPORT 
FOR DEPOT LEVEL USE ONLY 

PWA 71770 GAGE-FLUSH PIN, FIXTURE, NO. 3 BEARING SEAL . 
SUPPORT 
FOR DEPOT LEVEL USE ONLY 


Change 29 2-757 


T.O. 2J-F100-94 


7 8 
6 
3 
2 


INDEX 1 Р\МА 70127 INDEX 4 PWA 70128 


SEPT 
12 13 14 
11 

INDEX 9 PWA 70172 


INDEX 16 PWA 70108 INDEX 17 PWA 70685 


42330 


FIGURE 312. GAGES-CONTINUED 


2-758 Change 6 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 70127 


PWA 70127-2 
CL-4-GHD 


PWA 70127-3 
PWA 70128 


PWA 70128-2 
PWA 70128-3 
CL-4W-291 
CL-4-GHD 


PWA 70128-4 
PWA 70172 


PWA 70172-2 
PWA 70172-3 
CL-7W-735 
CL-7W-760 
CL-7-GHD 


PWA 70172-4 
PWA 55579 


PWA 70108 


PWA 70108-2 
PWA 70685 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


GAGES-CONTINUED 
GAGE-4TH AND 5TH STAGE SLOT WEAR 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 70127-1 


. CONTAINER 


GAGE-GO/NO-GO, SLOT SIZE 4TH AND 5TH STAGE 
FOR DEPOT LEVEL USE ONLY 


. PLUG-NO GO 


. BUSHING 


P&WA PART NO. PWA 70128-5 


. HANDLE-GAGE 


P&WA PART NO. PWA 70128-1 


. CONTAINER 


GAGE-NO-GO, NO. 2 BEARING HSNG ASSY 
FOR DEPOT LEVEL USE ONLY 


. PLUG-NO GO 


0.5020 


. PLUG-NO GO 


0.7310 


P&WA PART NO. PWA 70172-5 


. HANDLE-GAGE 


P&WA PART NO. PWA 70172-1 


. CONTAINER 


GAGE-WEAR, REAR COMPRESSOR 
SYNCHRONOUS ARM UNIBALL BEARING 

GAGE-GO, GEARBOX HOUSING ASSY LUG 
BUSHING CHECK 


. TUBE-STORAGE 


GAGE-THICKNESS, PLASMA SPRAY 1ST STAGE.... 
FAN BLADE ROOT 


USABLE 
ON 
CODE 


Change 22 


2-759 


T.O. 2J-F100-94 


INDEX 2 PWA 70751 
INDEX 3 PWA 70757 
INDEX 5 PWA 71266 
INDEX 7 PWA 71271 


INDEX 1 PWA 70748 
INDEX 4 PWA 71264 
INDEX 6 PWA 71269 


F-93119 


INDEX 9 PWA 71409 


INDEX 8 PWA 71174 


FIGURE 312A. GAGES-CONTINUED 


Change 20 


2-760 


222222252 


Т.О. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


GAGES-CONTINUED 

PWA 70748 GAGE-INDICATOR FLUSH PIN, 4TH STAGE 
COMPRESSOR DUCT SEGMENT 
FOR DEPOT LEVEL USE ONLY 

PWA 70751 GAGE-INDICATOR FLUSH PIN, 5TH STAGE 
COMPRESSOR DUCT SEGMENT 
FOR DEPOT LEVEL USE ONLY 

PWA 70757 GAGE-INDICATOR FLUSH PIN, 7TH STAGE 
COMPRESSOR DUCT SEGMENT 
FOR DEPOT LEVEL USE ONLY 

PWA 71264 GAGE-INDICATOR ID, 1ST STAGE COMPRESSOR... 
STATOR ASSY 
FOR DEPOT LEVEL USE ONLY 

PWA 71266 GAGE-INDICATOR ID, 1ST STAGE COMPRESSOR... 
STATOR ASSY 
FOR DEPOT LEVEL USE ONLY 

PWA 71269 GAGE-INDICATOR ID, 2ND STAGE COMPRESSOR .. 
STATOR ASSY 
FOR DEPOT LEVEL USE ONLY 

PWA 71271 GAGE-INDICATOR ID, 2ND STAGE COMPRESSOR .. 
STATOR ASSY 
FOR DEPOT LEVEL USE ONLY 

PWA 71174 GAGE-INDICATOR, COMPRESSOR STATOR 
SUPPORT 
22.853 IN. DIA 
FOR DEPOT LEVEL USE ONLY 

PWA 71409 GAGE-INDICATOR, COMPRESSOR STATOR 
SUPPORT OD 
22.680 IN. DIA 
FOR DEPOT LEVEL USE ONLY 


Change 20 2-760.1 


T.O. 2J-F100-94 


АР” 
Om 
Dos 


7) 


INDEX 1 PWA 51154 


51 50 49 Т 
41 54 Е. ji Е l 


36 (37 
28 3 38 35 


INDEX 58 PWA 71524 INDEX 59 PWA 71515 


98756 


FIGURE 313. GAGES-CONTINUED 
(SHEET 1 OF 2) 


2-760.2 Change 25 


T.O. 2J-F100-94 


INDEX 60 PWA 56770 INDEX 61 PWA 70795 


INDEX 62 PWA 54297 INDEX 63 PWA 71641 


INDEX 64 PWA 71768 INDEX 65 PWA 56765 


103650 


FIGURE 313. GAGES-CONTINUED 
(SHEET 2 OF 2) 


Change 25 2-761 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


GAGES-CONTINUED 


2-762 


PWA 51154 GAGE-GEARBOX DRIVE BEVEL GEARSHAFT 


MS16995-47 
B81 


19903 


PWA 51154-4 
PWA 51154-3 
PWA 51154-2 
PWA 51154-1 
MS16995-38 
PWA 51154-26 
CL23-KA-8-LR 


MS17984-C408 
816100-3 


PWA 51154-7 
CL-1-HK2 


PWA 51154-10 
PWA 51154-29 


MS16995-36 
MS9321-09 
PWA 51154-25 
MS16995-49 
PWA 51154-24 
PWA 51154-23 
PWA 51154-5 
PWA 51154-13 
PWA 57089 


MS16555-46 
MS16995-52 
MS16555-18 
PWA 57089-6 
62622 


MS16555-46 
MS16995-53 
PWA 57089-2 
62622 


MS16995-50 
MS16555-46 
MS16995-39 
PWA 57089-10 
PWA 57089-9 
MS16555-46 
MS16995-54 
MS16555-33 
PWA 57089-11 


Change 25 


BACKLASH 


P&WA PART NO. PWA 51154-14 


. NUT-FLANGE 


P&WA PART NO. PWA 51154-11 


. HOOK BOLT ASSY 
. SHAFT ASSY 
. TUBE ASSY 


. CABLE ASSY 


P&WA PART NO. PWA 51154-28 


` GAGE-FORCE 


P&WA PART NO. PWA 51154-9 


` KNOB-HAND 


P&WA PART NO. PWA 51154-16 


. FITTING-JAW END 


MAKE FROM 1032493, MFD BY 75535 


` BOX ASSY 
GAGE-1ST STAGE TURBINE BLADE STRETCH 
FOR DEPOT LEVEL USE ONLY 


` BALL-TOOLING 


P&WA PART МО. PWA 57089-5 


` CARBIDE PIN ASSY 
` CARBIDE PIN ASSY 


аа ышк го уге 


aman 


= ~ pp 


= а ГО Го а а а pp 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


5133-37 
P&W PART NO. PWA 57089-25 
LC-043EF-1 


MS16995-38 . 
DE1-13-1-1-1 . INDICATOR-MAXIMUM 
P&W PART NO. PWA 57089-22 
MS16995-55 
MS15795-810 
LC-032EO 


MS15795-810 

MS51021-58 . SETSCREW 

PWA 57089-18 . HOLDER-INDICATOR 

MS16555-46 

PWA 57089-27 

PWA 57089-1 Е 

MP-380-H3-RC2 . BOX ASSY 

P&W PART NO. PWA 57089-24 

PWA 71524 GAGE-1ST STAGE TURBINE BLADE RETAINING .... 
PLATE 
FOR DEPOT LEVEL USE ONLY 

PWA 71515 GAGE-INDICATOR FLUSH PIN, COMPRESSOR 
STATOR SEGMENT 10TH-12TH STAGE ASSY OF 
FOR DEPOT LEVEL USE ONLY 

PWA 56770 GAGE-12TH STAGE COMPRESSOR DISK FRONT ... 
AND REAR SNAP DIAMETER 

PWA 70795 GAGE-INDICATOR FLUSH PIN, COMPRESSOR 
STATOR SEGMENT, 7TH STAGE ASSY OF 
FOR DEPOT LEVEL USE ONLY 

PWA 54297 GAGE-STANDARD, PROBE CALIBRATION, 
COMPRESSOR DISK HOLES 
FOR DEPOT LEVEL USE ONLY 

PWA 71641 GAGE-CLEARANCE ENVELOPE 
FOR DEPOT LEVEL USE ONLY 

PWA 71768 GAGE-LIMIT, SUPPORT TURBINE STATOR (ТОВ)... 

PWA 56765 GAGE-10TH & 12TH STAGE DISK FRONT SNAP DIA. 
FOR DEPOT LEVEL USE ONLY 


Change 27 2-762.1 


T.O. 2J-F100-94 


| 
ji 


INDEX 2 PWA 56539 


INDEX 1 PWA 56538 


jiet 


SIMÓN 
Заар) рур 
FE 


20) Di 


INDEX 4 PWA 56541 


INDEX 3 PWA 56540 


INDEX 6 PWA 56546 


INDEX 5 PWA 56545 


57372 


FIGURE 313A. GAGES-CONTINUED 


Change 25 


2-762.2 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


GAGES-CONTINUED 

PWA 56538 GAGE-1ST STAGE HPT DISK 15.551-15.555 ID 
FRONT 
FOR DEPOT LEVEL USE ONLY 

PWA 56539 GAGE-1ST STAGE HPT DISK 14.047-14.051 ID 
FRONT 
FOR DEPOT LEVEL USE ONLY 

PWA 56540 GAGE-1ST STAGE НРТ DISK 9.324-9.328 ID FRONT . 
FOR DEPOT LEVEL USE ONLY 

PWA 56541 GAGE-1ST STAGE HPT DISK 15.820-15.834 OD 
FRONT 
FOR DEPOT LEVEL USE ONLY 

PWA 56545 GAGE-1ST STAGE HPT DISK 16.017-16.021 ID 
REAR 
FOR DEPOT LEVEL USE ONLY 

PWA 56546 GAGE-1ST STAGE HPT DISK 10.987-10.991 OD 
REAR 
FOR DEPOT LEVEL USE ONLY 


Change 10 2-762.3 


T.O. 2J-F100-94 


INDEX 1 PWA 70731 > 
INDEX 2 PWA 70734 
INDEX 3 PWA 70737 

INDEX 4 PWA 70740 INDEX 11 PWA 57434 
INDEX 5 PWA 70716 

INDEX 6 PWA 70719 

INDEX 7 PWA 70759 

INDEX 8 PWA 70722 

INDEX 9 PWA 70725 

INDEX 10 PWA 70728 


INDEX 13 PWA 56549 


INDEX 14 PWA 56550 INDEX 15 PWA 56551 


59044 


FIGURE 313B. GAGES-CONTINUED 


2-762.4 Change 10 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


GAGES-CONTINUED 

PWA 70731 GAGE-INDICATOR ID, 9TH STAGE COMPRESSOR .. 
STATOR 
FOR DEPOT LEVEL USE ONLY 

PWA 70734 GAGE-INDICATOR ID, 10TH STAGE COMPRESSOR . 
STATOR 
FOR DEPOT LEVEL USE ONLY 

PWA 70737 GAGE-INDICATOR ID, 11TH STAGE COMPRESSOR . 
STATOR 
FOR DEPOT LEVEL USE ONLY 

PWA 70740 GAGE-INDICATOR ID, 12TH STAGE COMPRESSOR . 
STATOR (FRONT) 
FOR DEPOT LEVEL USE ONLY 

PWA 70716 GAGE-INDICATOR ID, 4TH STAGE COMPRESSOR .. 
STATOR 
FOR DEPOT LEVEL USE ONLY 

PWA 70719 GAGE-INDICATOR ID, 5ТН STAGE COMPRESSOR .. 
STATOR 
FOR DEPOT LEVEL USE ONLY 

PWA 70759 GAGE-INDICATOR ID, 12ТН STAGE COMPRESSOR . 
STATOR (REAR) 
FOR DEPOT LEVEL USE ONLY 

PWA 70722 GAGE-INDICATOR ID, 6TH STAGE COMPRESSOR .. 
STATOR 
FOR DEPOT LEVEL USE ONLY 

PWA 70725 GAGE-INDICATOR ID, 7TH STAGE COMPRESSOR .. 
STATOR 
FOR DEPOT LEVEL USE ONLY 

PWA 70728 GAGE-INDICATOR ID, 8TH STAGE COMPRESSOR .. 
STATOR 
FOR DEPOT LEVEL USE ONLY 

PWA 57434 GAGE-STRETCH, FRONT COMPRESSOR TIE ROD... 
FOR DEPOT LEVEL USE ONLY 

PWA 70754 GAGE-INDICATOR FLUSH PIN, 6TH STAGE 
COMPRESSOR DUCT SEGMENT 
FOR DEPOT LEVEL USE ONLY 

PWA 56549 GAGE-2ND STAGE HPT DISK 15.957-15.961 ID 
FRONT 
FOR DEPOT LEVEL USE ONLY 

PWA 56550 GAGE-2ND STAGE HPT DISK 11.238-11.243 OD 
FRONT 
FOR DEPOT LEVEL USE ONLY 

PWA 56551 GAGE-2ND STAGE HPT DISK 17.580-17.584 OD 
FRONT 
FOR DEPOT LEVEL USE ONLY 


Change 28 2-762.5 


T.O. 2J-F100-94 


INDEX 1 PWA 54116 INDEX 4 PWA 54350 


ë INDEX 5 PWA 500047 


110157 


FIGURE 313C. GAGES-CONTINUED 


2-762.6 Change 29 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 54116 
PWA 54116-1 
MP350H3RC1 


PWA 54350 


PWA 500047 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


GAGES-CONTINUED 

GAGE-STANDARD, PROBE CALIBRATION, 2ND 
STAGE TURB RET PLATE FIL RAD 
FOR DEPOT LEVEL USE ONLY 


. STANDARD ASSY 
. CONTAINER 


P&W PART NO. PWA 54116-2 
GAGE-STANDARD, PROBE CALIBRATION, 1ST 
STAGE COMPRESSOR DISK, COOLING AIR HOLE 
FOR DEPOT LEVEL USE ONLY 
GAGE-TIEROD STRETCH INSTALLED LPT 


Change 29 2-763 


T.O. 2J-F100-94 


INDEX 2 PWA 51156 


INDEX 1 PWA 37528 


INDEX 3 GS21698-1 INDEX 4 GS22422-1 


ER 
ќа 
22; 

< 
ќа 

< 
22 


INDEX 5 PWA 52625 INDEX 8 PWA 52626 


57370 


FIGURE 314. GAGES-CONTINUED 


2-764 Change 10 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 37528 


PWA 51156 
GS21698-1 
GS22422-1 
PWA 52625 


PWA 52625-1 
MP340H2-RC1 


PWA 52626 


MS51965-40 
D81-T 


BU-80 


PWA 52626-1 
MP350H2-RC1 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


GAGES-CONTINUED 
GAGE-8TH STAGE COMPRESSOR STATOR VANE .. 
LEADING EDGE AND TRAILING EDGE ANGLE, 
CHECKING 
FOR DEPOT LEVEL USE ONLY 
GAGE-REAR COMPRESSOR VARIABLE GUIDE 
VANE 
GAGE-GO, FEELER 
FOR DEPOT LEVEL USE ONLY 
GAGE-FEEDBACK SHAFT 
FOR DEPOT LEVEL USE ONLY 
GAGE-RING, GASKET NO. 4 BEARING LEFT 
INTERNAL SCAVENGER TUBE 


P&WA PART NO. PWA 52625-2 
GAGE-LOADING, NO. 5 BEARING SUPPORT RODS . 
G AND R DIMENSIONS 


` INDICATOR 


P&WA PART NO. PWA 52626-4 


P&WA PART NO. PWA 52626-5 


2-765 


T.O. 2J-F100-94 


INDEX 2 PWA 54312 


INDEX 1 PWA 54140 


INDEX 24 PWA 55059 


INDEX 25 PWA 71574 


INDEX 3 PWA 55642 


98757 


FIGURE 315. GAGES-CONTINUED 


Change 23 


2-766 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 


NUMBER 


PWA 54140 


PWA 54312 


PWA 55642 
CL-23-KA-8-RL 
PWA 55642-21 


MS51981-28 
PWA 55642-18 


BU-112 
AL-61 
.112-40Х.25 


MS35649-244 
PWA 55642-15 
PWA 55642-10 
PWA 55642-8 


MS24585-C60 
PWA 55642-7 
MS16555-604 
PWA 55642-1 


PWA 55642-4 
PWA 55642-5 
PWA 55642-14 
PWA 55642-23 
MP340-H2-RC1 


PWA 55059 


PWA 71574 


DESCRIPTION ASSY 


GAGES-CONTINUED 
GAGE-2ND STAGE TURBINE RETAINING PLATE .... 
COOLING HOLES 
FOR DEPOT LEVEL USE ONLY 
GAGE-3RD STAGE TURBINE DISK AND AIRSEAL ... 
HOLES 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 54281 
GAGE-UNIBALL RADIAL WEAR MEASURING 
0.1875 BRG 


. CABLE ASSY 


P&W PART NO. PWA 55642-22 


MAKE FROM АЗО, MFD ВУ 21938 


. BUSHING-SPLIT 


P&W PART NO. PWA 55642-17 


. POINT-FLAT 


P&W PART NO. PWA 55642-16 


. SCREW-FLAT HD 


P&W PART NO. PWA 55642-12 


` PIN-DOWEL 


MAKE FROM MS16555-640, MFD BY 96906 


. SPRING 
. PLATE-BASE 


` THUMBSCREW 
MAKE FROM 43903, MED BY 94882 


P&W PART NO. PWA 55642-20 
GAGE-OLYMPIC BLIND RIVET PUSH TEST (ВЕОР).. 
FOR DEPOT LEVEL USE ONLY 
GAGE-OD, DIFFUSER CASE 
FOR DEPOT LEVEL USE ONLY 


CODE 


Change 28 


2-767 


T.O. 2J-F100-94 


INDEX 1 PWA 52627 


INDEX 2 PWA 52629 


INDEX 16 PWA 52943 INDEX 17 PWA 53348 


96783 


FIGURE 316. GAGES-CONTINUED 


2-768 Change 21 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52627 
PWA 52629 


PWA 52717 
MS16995-55 
MS9321-10 
C0360-026-05005 


62619 


PWA 52717-21 
MS16633-1037 
C0480-038-05005 


MS9390-420 
MS16995-48 
MS16555-333 
MS16995-52 
PWA 52717-9 
MS16555-50 
MS16995-50 
PWA 52717-8 
MS16555-348 
PWA 52717-2 
PWA 52717-6 


PWA 52717-7 
11640164 


PWA 52717-3 
PWA 52717-5 
PWA 52717-1 
PWA 52886 


PWA 52886-13 
PWA 52886-3 


PWA 52886-14 
LC-038E-8 


PWA 52886-7 


PWA 52886-12 
PWA 52886-6 


S2-SS3-001 
PWA 52886-5 
PWA 52886-4 
PWA 52886-9 
MP350-H2-RC1 
PWA 52943 
PWA 53348 
PWA 53348-2 
1243-P-3 


PWA 53348-5 


` ROOT LOCATOR ASSY 
` SCREW-SOCKET HD CAP 


. ROOT STOP ASSY 
. SCREW-SOCKET HD САР 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


GAGES-CONTINUED 
GAGE-TURBINE BLADE LENGTH, 1ST STAGE 
GAGE-STEP, 4TH STAGE TURBINE BLADE МОТСН, . 
CONVEX SIDE 


P&WA PART МО. PWA 52717-15 


. BALL-TOOLING 


P&WA PART NO. PWA 52717-23 


гэ а б = Јо = о чин на 


10-24 X 0.750 IN. LONG, STEEL 


№ = 


P&WA PART МО. PWA 52717-4 


. SPRING-LEAF 
. BLOCK-ROOT 


GAGE-MAIN SPARK IGNITER MOUNTING 
DISTANCE 
SUPERSEDES PWA 51191 
SUPERSEDED BY PWA 56694 


` PIN-DOWEL 


0.062 DIA X 0.500 IN. LONG 


. CALIPER-DIAL, INTERNAL 


P&WA PART NO. PWA 52886-11 


I CONTAINER 


P&WA PART NO. PWA 52886-10 
GAGE-STRETCH, 1ST STAGE TURBINE BLADE 
GAGE-DIAL BORE, 3RD STAGE TURBINE AIR 

SEALING RING, HONEYCOMB 
7.000 IN. DIA. 


P&WA PART NO. PWA 53348-4 


. CONTAINER 


ON 
CODE 


Change 25 


T.O. 2J-F100-94 


INDEX 1 PWA 52986 
INDEX 2 PWA 52988 
INDEX 3 PWA 52990 
INDEX 4 PWA 52992 


RS 


nr 


26B 


INDEX 26 PWA 54317 


INDEX 27 PWA 56640 


INDEX 28 PWA 71149 


INDEX 29 PWA 71150 


FIGURE 317. GAGES-CONTINUED 


2-770 Change 21 


D DI DIV 2 DV 


2222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52986 


PWA 52988 


PWA 52990 


PWA 52992 


PWA 55643 


АЗО 


MS51981-28 
AL-61 


CL-23-KA-8-LR 
PWA 55643-28 


PWA 55643-2 
MS16555-607 
43903 


PWA 55643-3 
MS35649-224 
PWA 55643-16 
MS35649-244 
PWA 55643-8 


MS24583-C60 
PWA 55643-10 
PWA 55643-5 
PWA 55643-6 
.112-40X.25 
BU-112 


PWA 55643-24 
MP340-H2-RC1 


PWA 54317 
PWA 54317-1 
PWA 54330 
UPC510H2RC1 
PWA 56640 
PWA 71149 


PWA 71150 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


GAGES-CONTINUED 
GAGE-1ST STAGE TURBINE VANE CLUSTER, 
CLASSIFICATION 
FOR DEPOT LEVEL USE ONLY 
GAGE-2ND STAGE TURBINE VANE CLUSTER, 
CLASSIFICATION 
FOR DEPOT LEVEL USE ONLY 
GAGE-3RD STAGE TURBINE VANE CLUSTER, 
CLASSIFICATION 
FOR DEPOT LEVEL USE ONLY 
GAGE-4TH STAGE TURBINE VANE CLUSTER, 
CLASSIFICATION 
FOR DEPOT LEVEL USE ONLY 
GAGE-UNIBALL RADIAL WEAR MEASURING 


. INDICATOR-DIAL 


P&WA PART NO. PWA 55643-19 


. SCREW (AP) 
. POINT-FLAT 


P&WA PART NO. PWA 55643-17 


. CABLE ASSY 


P&WA PART NO. PWA 55643-23 


` THUMBSCREW 


P&WA PART NO. PWA 55643-15 


. PLATE-BASE 
. SCREW-FLAT HD (AP) 

P&WA PART NO. PWA 55643-12 
. BUSHING-SPLIT 

P&WA PART NO. PWA 55643-18 


P&WA PART NO. PWA 55643-21 
GAGE-STANDARD, PROBE CALIBRATION, 4TH 
AND 5TH COMPRESSOR DISK HOLES 
FOR DEPOT LEVEL USE ONLY 


. STANDARD ASSY 
. TOOL-ALIGNMENT 
. CONTAINER 


P&WA PART NO. PWA 54317-3 
GAGE-RIGID CONNECTING LINK BRG AXIAL AND .. 
RADIAL PLAY 
GAGE-FLUSH PIN, CASE, FAN INLET 
FOR DEPOT LEVEL USE ONLY 
GAGE-FLUSH PIN, CASE, FAN INLET 
FOR DEPOT LEVEL USE ONLY 


USABLE 
ON 
CODE 


Change 21 


2-771 


T.O. 2J-F100-94 


$ N и 
A | 33 
Z, DU. 
& 13 


23 
| 138 
ІШ | 12 ON 


INDEX 1 PWA 70393 


INDEX 52 PWA 56529 INDEX 53 PWA 71313 


$ 


88415 


FIGURE 318. GAGES-CONTINUED 


2-772 Change 18 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PWA 70393 


91376А106 
B3Q 
AD-87 


PWA 70393-43 
PT-2197-W2 


PWA 70393-38 
PWA 70303-49 
B3Q 


PWA 70393-29 
PT-183 


MS16555-43 
91260A244 


PWA 70393-37 
PWA 70393-30 
MS16995-70 
MS16995-66 
PWA 70393-26 
MS16996-13 
MS16555-30 
PWA 70393-34 
PWA 70393-47 
PWA 70393-48 
PWA 70393-50 


91375A544 
PWA 70393-45 
LC-026E-10S 
9838A537 
MS16996-14 
PWA 70393-22 
448-6 


MS16995-54 
92210A146 


PWA 70393-19 
MS16995-39 
CL-2-SHS-S 


448-4 


GAGES-CONTINUED 

GAGE-INSPECTION, CROSS NOTCH, CONCAVE 
SIDE, 4TH STAGE TURBINE BLADE 
FOR DEPOT LEVEL USE ONLY 


. SCREW-SET 


P&WA PART NO 


. INDICATOR-DIAL 


P&WA PART NO. 


. BUSHING-COLLET 


P&WA PART NO. 


. TIP-INDICATOR 


P&WA PART NO. 


` TIP-INDICATOR 


P&WA PART NO. 


` SCREW-FLAT HEAD 


P&WA PART NO. 


. PLATE-WEAR 


. BUSHING 
MAKE FROM P-26-4, MFD BY 80204 
. SCREW-SET 
P&WA PART NO. PWA 70393-35 


MAKE FROM P-26-4, MFD BY 80204 


. SPRING 


P&WA PART NO. PWA 70393-46 


. PIN-DOWEL 


P&WA PART NO. PWA 70393-24 


. BALL-TOOLING 


P&WA PART NO. PWA 70393-23 


P&WA PART NO. PWA 70393-8 


. BALL-TOOLING 


P&WA PART NO. PWA 70393-18 


© оо 


а а № а ГО бд — å 


2-773 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 


& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PWA 70393-13 
PWA 70393-17 
PWA 70393-12 
MS16555-46 
MS16555-41 
MS16555-48 
PWA 70393-3 
8568K714 


аа о о Г = ча на 


P&WA PART МО. PWA 70393-7 
5374A33 . HANDLE-T HEX WRENCH 
P&WA PART NO. PWA 70393-6 


PWA 70393-11 

PWA 70393-5 

PWA 70393-1 ; 

MDIC24X12X8 . CONTAINER-STORAGE 

PWA 56529 GAGE-3RD STAGE COMPRESSOR DISK 17.506 - ... 
17.508 OD FRONT 
FOR DEPOT LEVEL USE ONLY 

PWA 71313 GAGE-CHECKING, МО. 4 BRG COMPT PARTICLE 
SEP TUBE 
FOR DEPOT LEVEL USE ONLY 


2-774 Change 18 


T.O. 2J-F100-94 


INDEX 1 PWA 70821 INDEX 4 PWA 70819 
INDEX 2 PWA 70832 INDEX 5 PWA 70828 
INDEX 3 PWA 70833 INDEX 6 PWA 70830 


INDEX 7 PWA 70797 INDEX 8 PWA 70799 


ПР 


INDEX 9 PWA 70801 INDEX 10 PWA 71514 


98758 


FIGURE 318A. GAGES-CONTINUED 


(2-774.1 Blank)/2-774.2 Change 23 


Ее е е: ие ие Биз Баз Биз Баз Баз Биз] 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


GAGES-CONTINUED 

PWA 70821 GAGE-INDICATOR FLUSH PIN, 4TH STAGE 
COMPRESSOR SHROUD 
FOR DEPOT LEVEL USE ONLY 

PWA 70832 GAGE-INDICATOR FLUSH PIN, 5TH STAGE 
COMPRESSOR SHROUD 
FOR DEPOT LEVEL USE ONLY 

PWA 70833 GAGE-INDICATOR FLUSH PIN, 5TH STAGE 
COMPRESSOR SHROUD 
FOR DEPOT LEVEL USE ONLY 

PWA 70819 GAGE-ID, 4TH STAGE COMPRESSOR SHROUD 
DIAMETER 15.968 - 15.972 IN. 
FOR DEPOT LEVEL USE ONLY 

PWA 70828 GAGE-ID, 5ТН STAGE COMPRESSOR SHROUD 
DIAMETER 15.848 - 15.852 IN. 
FOR DEPOT LEVEL USE ONLY 

PWA 70830 GAGE-ID, 5ТН STAGE COMPRESSOR SHROUD 
DIAMETER 15.960 - 15.964 IN. 
FOR DEPOT LEVEL USE ONLY 

PWA 70797 GAGE-INDICATOR FLUSH PIN, COMPRESSOR 
STATOR SEGMENT, 8TH STAGE ASSY OF 
FOR DEPOT LEVEL USE ONLY 

PWA 70799 GAGE-INDICATOR FLUSH PIN, COMPRESSOR 
STATOR SEGMENT, 9TH STAGE ASSY OF 
FOR DEPOT LEVEL USE ONLY 

PWA 70801 GAGE-INDICATOR FLUSH PIN, COMPRESSOR 
STATOR SEGMENT, 10TH-12TH STAGE ASSY OF 
FOR DEPOT LEVEL USE ONLY 

PWA 71514 GAGE-INDICATOR FLUSH PIN, COMPRESSOR 
STATOR SEGMENT, 10TH-12TH STAGE ASSY OF 


Change 23 2-774.3 


T.O. 2J-F100-94 


0 
0 
@ 


INDEX 2 PWA 57877 


INDEX 1 PWA 57873 


INDEX 4 PWA 57890 


INDEX 3 PWA 57876 


INDEX 6 PWA 70826 


INDEX 5 PWA 57892 


90104 


FIGURE 318B. GAGES-CONTINUED 


Change 19 


2-774.4 


эл? 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57873 


PWA 57877 


PWA 57876 


PWA 57890 


PWA 57892 


PWA 70826 


T.O. 2J-F100-94 


UNITS 
PER 


DESCRIPTION ASSY 


GAGES-CONTINUED 
GAGE-3RD STAGE TURBINE DISK, REAR OUTER 
SNAP DIAMETER 
FOR DEPOT LEVEL USE ONLY 
GAGE-4TH STAGE TURBINE DISK, FRONT OUTER . 
SNAP DIAMETER 
FOR DEPOT LEVEL USE ONLY 
GAGE-4TH STAGE TURBINE DISK, FRONT INNER .. 
SNAP DIAMETER 
FOR DEPOT LEVEL USE ONLY 
GAGE-4TH STAGE TURBINE AIR SEAL, FRONT OD . 
SNAP DIAMETER 
FOR DEPOT LEVEL USE ONLY 
GAGE-4TH STAGE TURBINE AIR SEAL, REAR OD .. 
SNAP DIAMETER 
FOR DEPOT LEVEL USE ONLY 
GAGE-ID, 5ТН STAGE COMPRESSOR SHROUD 
DIAMETER 15.738 - 15.742 IN. 
FOR DEPOT LEVEL USE ONLY 


Change 19 


USABLE 
ON 
CODE 


2-774.5 


T.O. 2J-F100-94 


INDEX 1 PWA 70817 INDEX 2 PWA 57872 


INDEX 3 PWA 57869 INDEX 4 PWA 57868 


INDEX 5 PWA 57912 INDEX 6 PWA 70392 


101601 


FIGURE 318C. GAGES-CONTINUED 


2-774.6 Change 24 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


GAGES-CONTINUED 

PWA 70817 GAGE-ID, 4TH STAGE COMPRESSOR SHROUD 
DIAMETER 15.852 - 15.856 IN. 
FOR DEPOT LEVEL USE ONLY 

PWA 57872 GAGE-3RD STAGE TURBINE DISK, REAR INNER.... 
SNAP DIAMETER 
FOR DEPOT LEVEL USE ONLY 

PWA 57869 GAGE-3RD STAGE TURBINE DISK, FRONT OUTER.. 
SNAP DIAMETER 
FOR DEPOT LEVEL USE ONLY 

PWA 57868 GAGE-3RD STAGE TURBINE DISK, FRONT INNER .. 
SNAP DIAMETER 
FOR DEPOT LEVEL USE ONLY 

PWA 57912 GAGE-INSPECTION, 7TH-13TH STAGE DRUM 
ROTOR BEARING JOURNAL 

PWA 70392 GAGE-INSPECTION, CROSS NOTCH, CONVEX 
SIDE, 4TH STAGE TURBINE BLADE 
FOR DEPOT LEVEL USE ONLY 


Change 24 2-775 


T.O. 2J-F100-94 


INDEX 1 PWA 54411 


INDEX 11 PWA 55669 


INDEX 12 PWA 70564 INDEX 13 PWA 70124 


47141 


FIGURE 319. GAGES-CONTINUED 


2-776 Change 19 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 54411 
PWA 54411-5 
MS16995-38 
MS16555-28 
90298A581 


PWA 54411-1 
MP340-H2-RC1 


PWA 54309 
DBS A1-31 


PWA 54309-1 
MP330-H2-RC1 


PWA 70557 


PWA 55669 
PWA 70564 


PWA 70124 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


GAGES-CONTINUED 
GAGE-STANDARD, PROBE, EDDY CURRENT 
INSPECTION, 3RD COMPRESSOR DISK 


. STANDARD 


P&WA PART МО. PWA 54411-6 
GAGE-STANDARD, TITANIUM ALLOY 


. SCREW-SHOULDER 


P&WA PART NO. PWA 54309-3 


. STANDARD 


P&WA PART NO. PWA 54309-2 
GAGE-TANGENT ANGLE, 6TH AND 7TH STAGE 
COMPRESSOR STATOR ASSY 
FOR DEPOT LEVEL USE ONLY 
GAGE-RCVV SPHERICAL BEARING TORQUING 
GAGE-TANGENT ANGLE, 8TH THRU 12TH STAGE .. 
COMPRESSOR STATOR ASSY 
FOR DEPOT LEVEL USE ONLY 
GAGE-VANE ANGLE, 12TH STAGE COMPRESSOR .. 
STATOR ASSY (REPAIR) 


Change 24 2-777 


T.O. 2J-F100-94 


2С 
| 
2А 
| 
2В 
INDEX 1 PWA 53350 INDEX 2 PWA 53352 
INDEX 6 PWA 53366 
INDEX 3 PWA 53365 
INDEX 7 PWA 53367 INDEX 8 PWA 53368 


INDEX 10 PWA 54545 


INDEX 9 PWA 71328 


FIGURE 320. GAGES-CONTINUED 


2-778 Change 21 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53350 


PWA 53350-2 
PWA 53350-4 
PWA 53350-5 
PWA 53352 


MS9390-200 
PWA 53352-2 


PWA 53352-1 
MP350-H2-RC1 


PWA 53365 
PWA 53365-1 
17873 


PWA 53366 
PWA 53367 
PWA 53368 
PWA 71328 


PWA 54545 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


GAGES-CONTINUED 

GAGE-DIAL BORE, 3RD STAGE TURBINE AIR 
SEALING RING, HONEYCOMB 
7.200 IN. DIA 

. RING-SET 

. GAGE ASSY 

. CONTAINER 

GAGE-FLUSH PIN AND WHEEL SET BLOCK, ЗВО... 
STAGE TURBINE AIR SEALING RING 


P&WA PART NO. PWA 53352-4 
GAGE-STRETCH, TIEROD, 1.540 


. CONTAINER 
P&WA PART NO. PWA 53365-2 
GAGE-STRETCH, TIEROD, 1.565 
GAGE-STRETCH, TIEROD, 2.305 
GAGE-STRETCH, TIEROD, 1.765 
GAGE-INDICATOR FLUSH PIN, 10TH-12TH STAGE .. 
COMPRESSOR STATOR SEGMENT 
GAGE-STANDARD, ULTRASONIC, 2ND STAGE 
TURBINE BLADE 
FOR DEPOT LEVEL USE ONLY 


USABLE 
ON 
CODE 


Change 22 


2-779 


T.O. 2J-F100-94 


INDEX 1 PWA 53369 


INDEX 31 PWA 54383 
(DEPOT) 


INDEX 32 PWA 54277 INDEX 33 PWA 55148 
(DEPOT) (DEPOT) а 


FIGURE 321. GAGES-CONTINUED 


2-780 


FIGURE 
& INDEX 
NUMBER 


< 


PART 
NUMBER 


PWA 53369 
PWA 53369-1 
17873 


PWA 53372 


PWA 53861 


MS16995-38 
MS16556-41 
62620 


PWA 53861-2 
MS16995-55 
MS15795-810 
LC-038-E1 


PWA 53861-17 
C81 


LR-48 


PWA 53861-8 
PWA 53861-5 
LC-038G-5 


MS16995-39 
MS16556-43 
MS9390-420 
MS51030-38 
MS16556-48 
MS16995-40 
PWA 53861-4 
PWA 53861-7 
PWA 53861-9 
PWA 53861-10 
PWA 53861-1 
MP380H3-RC1 


PWA 54383 


UPC510H2RC1 
PWA 54277 


UPC510H2RC1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


GAGES-CONTINUED 
GAGE-STRETCH, TIEROD 


. CONTAINER 
P&WA PART NO. PWA 53369-2 

GAGE-INSIDE DIA, 4TH STAGE TURBINE AIR SEAL,. 

DIA 5 

FOR DEPOT LEVEL USE ONLY 
GAGE-STRETCH, 2ND STAGE TURBINE BLADE 

FOR DEPOT LEVEL USE ONLY 

SUPERSEDES PWA 52715 


` BALL-TOOLING 
P&WA PART NO. PWA 53861-3 


P&WA PART NO. PWA 53861-20 
. HOLDER-INDICATOR 
. INDICATOR-DIAL 

P&WA PART NO. PWA 53861-16 
. LEVER-LIFTING 

P&WA PART NO. PWA 53861-18 


· PAD ASSY 
. STOP ASSY 


2 
2 
1 
1 
2 
2 
1 
1 
1 
1 
1 
1 


P&WA PART NO. PWA 53861-25 
GAGE-STANDARD, PROBE CALIBRATION, 2ND 
STAGE COMPRESSOR AIR SEAL, ANTI 
ROTATION SLOT 
FOR DEPOT LEVEL USE ONLV 
SUPERSEDES PWA 54277 
. CONTAINER 
P&WA PART NO. PWA 54383-2 
GAGE-STANDARD, PROBE CALIBRATION, 2ND 
STAGE COMPRESSOR AIR SEAL, ANTI 
ROTATION SLOT 
FOR DEPOT LEVEL USE ONLV 
SUPERSEDES PWA 54124 
SUPERSEDED BV PWA 54383 
. CONTAINER 
P&WA PART NO. PWA 54277-2 


— 


USABLE 
ON 
CODE 


Change 24 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-782 


PART 
NUMBER 


PWA 55148 


М535649-2384 
М535425-74 
М551975-32 
Х-5Т 


MS16995-29 

PWA 55148-2 
PWA 55148-4 
PWA 55148-1 
PWA 55148-8 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


GAGE-SETTING HI-SHEAR RIVET GUN AND 
POWER UNIT 
FOR DEPOT LEVEL USE ONLY 


0-5000 
P&WA PART NO. PWA 55148-3 


T.O. 2J-F100-94 


INDEX 1 PWA 55226 
INDEX 13 PWA 57856 


INDEX 10 PWA 54207 


INDEX 12 PWA 70547 
A | Д- пе 
TN—%| ин 
E Sam 
INDEX 11 PWA 55644 96785 


FIGURE 322. GAGES-CONTINUED 


(2-783 Blank)/2-784 Change 21 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55226 


PWA 55550 
MS51975-18 
PWA 55550-2 
6-05-61 


5-0520-1 
LH-102 


PWA 55550-4 
MP390H6-RC1 


PWA 54205 


PWA 54205-1 
UPC510H2-RC1 


PWA 54207 


PWA 54207-1 
UPC510H2-RC1 


PWA 55644 
CL-23-KA-8-LR 
PWA 55644-22 


MS51981-28 
PWA 55644-19 


BU-112 
AL-61 
PWA 55644-12 


MS35649-244 
PWA 55644-16 
PWA 55644-10 
MS16555-640 
MS24585-C60 
MS35649-284 
PWA 55644-6 
MS16555-607 
PWA 55644-14 


PWA 55644-2 
PWA 55644-3 
PWA 55644-5 
PWA 55644-24 
PWA 70547 


PWA 57856 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


GAGES-CONTINUED 
GAGE-NO. 4 BEARING ID AND REAR 
COMPRESSOR JOURNAL DIAMETER 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 57856 
GAGE-FORCE, UNIBALL BEARING INSTALLATION. .. 


| BUSHING-SHOULDERED 


P&W PART NO. PWA 55550-3 


. POST-GUIDE 


P&W PART NO. PWA 55550-1 


. CELL-HYDRAULIC LOAD 


P&W PART NO. PWA 55550-5 


. PLATE-BOTTOM 
. CONTAINER 


P&W PART NO. PWA 55550-8 
GAGE-STANDARD, PROBE CALIBRATION, 3RD 
STAGE COMP DISK-HUB BROACH AND 
SCALLOP AREA 
FOR DEPOT LEVEL USE ONLY 


. STANDARD-GAGE 


P&W PART NO. PWA 54205-2 
GAGE-STANDARD, PROBE CALIBRATION, 1ST 
STAGE COMP DISK AND HUB, BROACH AND 
SCALLOP AREAS 
FOR DEPOT LEVEL USE ONLY 


. GAGE STANDARD ASSY 


P&W PART NO. PWA 54207-2 
GAGE-UNIBALL RADIAL WEAR MEASURING (0.250 . 
BRG) 


. CABLE ASSY 


P&W PART NO. PWA 55644-23 


MAKE FROM A3Q, MFD BY 21938 


. BUSHING-SPLIT 


P&W PART NO. PWA 55644-18 


. POINT-FLAT 


P&W PART NO. PWA 55644-17 


. SCREW-FLAT HD 


0.112-40 X 0.25 IN. LONG 


GAGE-THICKNESS, PLASMA SPRAY 2ND STAGE ... 
FAN BLADE ROOT 
FOR DEPOT LEVEL USE ONLY 
GAGE-INSPECTION 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 55226 


USABLE 
ON 
CODE 


Change 27 


T.O. 2J-F100-94 


INDEX 1 PWA 55250 


= INDEX 11 PWA 55620 99—21 
INDEX 15 РМА 55684 


INDEX 24 РМА 55709 INDEX 34 PWA 55713 


101602 


FIGURE 323. GAGES-CONTINUED 


2-786 Change 24 


22222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55250 
F17872 
PWA 55570 
PT-119 


PWA 55570-4 
PWA 55570-2 
MS51957-28 
MS16555-25 
Y5-4-U 


PWA 55570-7 
PWA 55570-1 


MP350H2RC1 


PWA 55620 
MS16555-31 
PWA 55620-2 
PWA 55620-1 
MP996H1RC0 


PWA 55684 


PWA 55684-3 
MS15795-806 
PWA 55684-2 
PWA 55684-4 
PWA 55684-7 
C-9084-SS-014 


PWA 55684-5 
PWA 55684-1 
MP350-H2-RC2 


PWA 55709 


MS20033-4 
PWA 55709-4 
PWA 55709-3 
PWA 55709-2 
MS51975-3 
MS16995-53 
C81Q 


PWA 55709-10 
PWA 55709-1 
MP340-H3-RC2 


PWA 55713 


MS20033-4 
PWA 55713-4 
PWA 55713-3 
PWA 55713-2 
MS16995-53 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


GAGES-CONTINUED 
GAGE-RADIUS, 2ND STAGE TURBINE BLADE 
RETAINING PLATE 
. CONTAINER 
P&WA PART NO. PWA 55250-2 
GAGE-INSPECTION, 4TH STAGE TURBINE DISK .... 


` SCREW-SOCKET 
P&WA PART NO. PWA 55570-8 


. GAGE-CALIPER 
MAKE FROM 49P-172, MFD BY 21938 
. CONTAINER 
P&WA PART NO. PWA 55570-9 
GAGE-CHECKING, 1ST TURBINE DUCT SUPPORT .. 


` PIN-FLUSH 
` BODY-GAGE 


P&WA PART NO. PWA 55620-4 
GAGE-REAR COMPRESSOR VARIABLE VANE 
SYSTEM MEASUREMENT 


. FASTENER 
P&WA PART NO. PWA 55684-8 


. CONTAINER 
P&WA PART NO. PWA 55684-6 
GAGE-INDICATOR, REAR COMPRESSOR 
VARIABLE VANE ARM LOOSENESS CHECKING, 


P&WA PART NO. PWA 55709-9 
GAGE-INDICATOR, REAR COMPRESSOR 
VARIABLE VANE ARM LOOSENESS CHECKING, 


USABLE 
ON 
CODE 


Change 24 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-788 


PART 
NUMBER 


PWA 55713-10 
C81Q 


MS51975-3 


PWA 55713-1 
MP340-H3-RC2 


Change 24 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


. SPACER 
. INDICATOR-SCREW TYPE BACK 


P&WA PART NO. PWA 55713-6 


| CONTAINER 


P&WA PART МО. PWA 55713-9 


T.O. 2J-F100-94 


E ит INDEX 2 PWA 57040 
På | 


INDEX 12 PWA 54308 


INDEX 15 PWA 57355 


INDEX 26 PWA 57138 INDEX 48 PWA 55812 


101603 


FIGURE 324. GAGES-CONTINUED 


(2-788.1 Blank)/2-788.2 Change 24 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55714 


MS20033-4 
PWA 55714-5 
PWA 55714-4 
MS16995-53 
C81Q 


PWA 55714-11 
PWA 55714-3 
MS51975-3 
PWA 55714-2 
PWA 55714-1 
MP340H3-RC2 


PWA 57040 
MS16995-36 
MS16555-41 
MS16995-49 
B21 

PWA 57040-5 
PWA 57040-6 
PWA 57040-9 
AT-27 


PWA 57040-1 
MP340H-RC-SCU 


PWA 54308 
DBS A1-31 


PWA 54308-1 
MP330-H2-RC1 


PWA 57355 
MP 3042-1 


PWA 57116 
PWA 57116-3 


PWA 57116-6 
LC-018B-11 


DELETED 
52-553-001 
CL-5-BP-1 


PWA 57116-2 
PWA 57116-12 


PWA 57116-1 
MP350-H2-RC1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


GAGES-CONTINUED 
GAGE-INDICATOR, REAR COMPRESSOR 
VARIABLE VANE ARM LOOSENESS CHECKING, 


. INDICATOR-SCREW TYPE BACK 
P&WA PART NO. PWA 55714-8 
. SPACER 


P&WA PART NO. PWA 55714-10 
GAGE-STRETCH, HIGH PRESSURE TURBINE TIE ... 
ROD 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 57040-7 
. PLATE-STOP 


` BRACKET-MOUNTING 
P&WA PART NO. PWA 57040-8 


. BOX-STORAGE 
P&WA PART NO. PWA 57040-10 
GAGE-STANDARD, NICKEL BASE ALLOY 
FOR DEPOT LEVEL USE ONLY 
. SCREW-SHOULDER 
P&WA PART NO. PWA 54308-3 
. STANDARD 


P&WA PART NO. PWA 54308-2 
GAGE-GO/NO-GO, FAN INLET CASE SLOT 
. CONTAINER 

P&WA PART NO. PWA 57355-2 
GAGE-IGNITER SHIM THICKNESS 

SUPERSEDED BY PWA 56694 


P&WA PART NO. PWA 57116-11 
REPLACES LC-032C-12 AND MS9321-10 


. CALIPER-DIAL, INTERNAL 

P&WA PART NO. PWA 57116-8 
. PLUNGER-BALL 

P&WA PART NO. PWA 57116-9 


REPLACES PWA 57116-7 
. LOCATOR ASSY 
. CONTAINER 
P&WA PART NO. PWA 57116-10 


USABLE 
ON 
CODE 


Change 25 


T.O. 2J-F100-94 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


PWA 57138 
DE1-13-1-1-1 


MS16995-38 
LC-038G-3 


PWA 57138-11 
MS16555-33 
MS16995-55 
MS15795-810 
LC-045G05M 


MS51859-6 
PWA 57138-17 
MS16555-46 
MS51021-58 
PWA 57138-15 
MS16995-53 
PWA 57138-10 
MS16995-50 
PWA 57138-8 
MS16995-49 
PWA 57138-6 
62622 


PWA 57138-2 
MS16995-53 
PWA 57138-4 
MS16995-48 
MS16555-46 
PWA 57138-1 
PWA 57138-27 


PWA 55812 


PWA 55812-6 
PWA 55812-7 


PWA 55812-5 
PWA 55812-8 
MS16555-1 
3606T64 


PWA 55812-2 
DPP-1 


2-790 Change 24 


DESCRIPTION 


GAGE-2ND STAGE TURBINE BLADE STRETCH 


FOR DEPOT LEVEL USE ONLY 


. INDICATOR-MAXIMUM 


P&WA PART NO. PWA 57138-21 


. SCREW (AP) 
. SPRING-COMPRESSION 


P&WA PART NO. PWA 57138-12 


. FLUSH PIN ASSY 


` SPRING-COMPRESSION 


P&WA PART NO. PWA 57138-26 
SUPERSEDES LC-039FG3 


. SETSCREW 

. BLOCK-FLUSH PIN 
. SCREW (AP) 

. BLOCK ASSY 

. SCREW (AP) 

. BLOCK ASSY 

. SCREW (AP) 

. PIN-CARBIDE 

. BALL-TOOLING 


P&WA PART NO. PWA 57138-3 


MAKE FROM MDIT15X6X4, MFD BY 29697 
SUPERSEDES PWA 57138-22 
GAGE-FORCE, CONNECTOR RETENTION 
FOR DEPOT LEVEL USE ONLY 


SCREW-FILLISTER HD 


0.086-56 X 0.250 IN. LONG 


. RETAINER-PIN 
. RETAINER-PIN 


. CHAIN-BEAD, NO. 6 

P&WA PART МО. PWA 55812-4 
. RETAINER 
. GAGE-PUSH PULL 

P&WA PART МО. PWA 55812-1 


UNITS| USABLE 


PER 
ASSY 


а а ND Го - Ло а а ГО å — 


==: 
а OM -— 


ON 
CODE 


T.O. 2J-F100-94 


INDEX 7 PWA 54332 INDEX 8 PWA 54379 


11522 


FIGURE 325. GAGES-CONTINUED 


(2-791 Blank)/2-792 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 54112 


MP350H2RC1 


PWA 54113 


MP350H2RC1 


PWA 54118 


UPC510H2RC1 


PWA 54121 


MP350H2-RC1 


PWA 54298 


UPC510H2RC1 
PWA 54299 


UPC510H2RC1 
PWA 54332 


UPC510H2RC1 


PWA 54379 


MP350H3RC1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


GAGES-CONTINUED 
GAGE-STANDARD, PROBE CALIBRATION, 2ND 
STAGE COMPRESSOR DISK AND HUB WEB 
BOLT HOLES 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 54366 
. CONTAINER 
P&W PART NO. PWA 54112-2 
GAGE-STANDARD, PROBE CALIBRATION, 3RD 
STAGE COMPRESSOR DISK BOLT HOLES 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 54366 
. CONTAINER 
P&W PART NO. PWA 54113-2 
GAGE-STANDARD, PROBE CALIBRATION, 2ND 
STAGE TURBINE DISK AND HUB BOLT HOLES 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 54367 
. CONTAINER 
P&W PART NO. PWA 54118-2 
GAGE-STANDARD, PROBE CALIBRATION, 1ST 
STAGE TURBINE DISK INTEG ARM BOLT HOLES 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 54368 


P&W PART NO. PWA 54121-2 
GAGE-STANDARD, PROBE CALIBRATION, HOLE .... 
INSPECTION 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 54371 
. CONTAINER 
P&W PART NO. PWA 54298-2 
GAGE-STANDARD, PROBE CALIBRATION, 
TURBINE BASE AND DIFFUSER CASE HOLES 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 54372 
. CONTAINER 
P&W PART NO. PWA 54299-2 
GAGE-STANDARD, PROBE CALIBRATION, F100 
COMPRESSOR DISK BALANCE FLANGE HOLES 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 54373 
. CONTAINER 
P&W PART NO. PWA 54332-2 
GAGE-STANDARD, PROBE CALIBRATION, FAN AIR . 
SEALS 
FOR DEPOT LEVEL USE ONLY 
. CONTAINER 
P&W PART NO. PWA 54379-2 


Change 29 


USABLE 
ON 
CODE 


2-792.1 


T.O. 2J-F100-94 


INDEX 1 PWA 71506 INDEX 2 PWA 71507 


INDEX 3 PWA 71505 INDEX 4 PWA 71018 


INDEX 5 PWA 55894 ë INDEX 22 PWA 56766 


104913 


FIGURE 325A. GAGES-CONTINUED 


2-792.2 Change 26 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 71506 
PWA 71507 
PWA 71505 
PWA 71018 


PWA 55894 


PWA 55894-6 
4521-36-100-N 
CL-23-KA-10-LR 


PWA 55894-17 
PWA 55894-3 


MS16995-52 
PWA 55894-2 
MS16555-33 
PWA 55894-9 
PWA 55894-10 
MS16555-27 
PWA 55894-14 


PWA 55894-13 
PWA 55894-8 
PWA 55894-1 
MP3189H3RC3 


PWA 56766 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


GAGES-CONTINUED 

GAGE-FRONT TURBINE CASE (25.106 ОІАМЕТЕВ).. 
FOR DEPOT LEVEL USE ONLY 

GAGE-FRONT TURBINE CASE (25.868 ОІАМЕТЕВ).. 
FOR DEPOT LEVEL USE ONLY 

GAGE-FRONT TURBINE CASE (28.700 ОІАМЕТЕВ).. 
FOR DEPOT LEVEL USE ONLY 

GAGE-DIAL FLUSH PIN, 3RD STAGE 
COMPRESSOR STATOR 
FOR DEPOT LEVEL USE ONLY 

GAGE-FLUSH PIN, INSPECT HINGE ALIGNMENT.... 
FWD TO AFT 
FOR DEPOT LEVEL USE ONLY 


. SCREW-PAN HD 


0.086-56 X 0.25 IN. LONG, SST 


. CLIP-SPRING 


P&W PART NO. PWA 55894-7 


. CABLE ASSY 


P&W PART NO. PWA 55894-4 


. PIN-LOCATOR 
. SCREW-SWIVEL HD 


MAKE FROM CL-40-SHS, MFD BY 99862 


` KNOB-KNURLED 


MAKE FROM 27902, MFD BY 94882 


. BOX-STORAGE 
P&W PART NO. PWA 55894-16 
GAGE-10TH AND 12ТН STAGE COMPR DISK REAR . 
SNAP DIA 
FOR DEPOT LEVEL USE ONLY 


USABLE 
ON 
CODE 


Change 27 


2-793 


INDEX 21 PWA 55149 


INDEX 1 PWA 55106 


INDEX 22 2564742 


INDEX 23 PWA 57832 


77773 


FIGURE 326. GAGES-CONTINUED 


Change 16 


T.O. 2J-F100-94 


2-794 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55106 
PWA 55106-2 
PWA 55106-4 
PWA 55106-3 
PWA 55106-5 
NAS-607-1-2 
201 


PWA 55106-6 
PWA 55106-8 


PWA 55106-14 


PWA 55106-11 
5100-25 


PWA 55106-12 
PWA 55106-9 
PWA 55106-10 


PWA 55106-11 
23297 


23297 

PWA 55106-17 
PWA 55106-1 
PWA 55149 


2564742 
PWA 57832 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


GAGES-CONTINUED 
GAGE-RIVET GRIP LENGTH (REOP) 
FOR DEPOT LEVEL USE ONLY 


` PIN-DOWEL (AP) 


MAKE FROM NAS-607-1-3, MFD BY 80205 


. PIN (AP) 
. SPRING 


P&WA PART МО. PWA 55106-7 


` PIN-DOWEL (АР) 


MAKE FROM NAS-607-1-3, MFD BY 80205 


` SUPPORT-TRIGGER 
| SCREW (AP) 
MAKE FROM М$16995-25, MED BY 96906 


` FACE-DIAL 


P&WA PART NO. PWA 55106-13 


. FACE-DIAL 


P&WA PART NO. PWA 55106-19 


: GAGE HOUSING ASSY 


MAKE FROM 1242, MFD BV 04261 


. DISK-MASTER 


GAGE-INTERMEDIATE CASE FAIR ID CHECK 
(REOP) 
FOR DEPOT LEVEL USE ONLV 

GAGE-SHIMMING, RACK GUIDE 

GAGE-INSPECTION, HIGH COMPRESSOR BLADE .. 
TIP SHROUD RADIAL CLEARANCE 


USABLE 
ON 
CODE 


Change 16 


2-795 


T.O. 2J-F100-94 


INDEX 1 6897129 INDEX 2 514Т042-01 


INDEX 3 GS22488-1 INDEX 4 GS22482-1 


INDEX 5 PWA 70251 


6148 


FIGURE 327. GAGES-CONTINUED 


2-796 Change 25 


2222222502 


Т.О. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


GAGES-CONTINUED 
6897129 GAGE-INSPECTION 

FOR DEPOT LEVEL USE ONLY 
514T042-01 GAGE-FUNCTIONAL 

FOR DEPOT LEVEL USE ONLY 
GS22488-1 GAGE-GO/NO GO 

FOR DEPOT LEVEL USE ONLY 
GS22482-1 GAGE-HEIGHT 

FOR DEPOT LEVEL USE ONLY 
PWA 70251 SET-GAGE, FLUSH PIN, BOOST BYPASS VALVE .... 

CAVITY FACE DAMAGE 

FOR DEPOT LEVEL USE ONLY 
MS16555-6 
PWA 70251-2 
PWA 70251-3 
PWA 70251-1 . 
6589А14 . CONTAINER 

P&WA PART NO. PWA 70251-6 


Change 25 2-797 


T.O. 2J-F100-94 


INDEX 1 PWA 50484 


INDEX 9 PWA 51238 


INDEX 20 PWA 51782 


2-798 


INDEX 2 PWA 50559 


2 16 | 
| Fee |= 
— 


= 
© 
m 
> 
ші 
o 
> 
= 
> 
сл 
2 
= 
го 
na 


INDEX 21 PWA 52584 


13631 


FIGURE 328. GUIDES 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 50484 
PWA 50559 
NAS607-2-12 
MS51971-9410 
MS122042 
PWA 50559-3 
PWA 50559-2 
PWA 50559-1 
PWA 51238 


PWA 51721 
MS51971-1 
MS16555-343 
CL-25-EB 


60012 


PWA 51721-8 
PWA 51721-1 
MS24671-19 
PWA 51721-2 
PWA 51721-7 
PWA 51782 


PWA 52584 
MS16555-64 
PWA 52584-1 
PWA 52584-10 
PWA 52584-8 
PWA 52584-2 
PWA 52584-4 
PWA 52584-3 
PWA 52584-6 
PWA 52584-7 
PWA 52584-9 


. PIN-DOWEL 


`GUIDE-PIN, COMPRESSOR 4TH STAGE AND 


| EYEBOLT-THREADED 


'GUIDE-AUGMENTOR BALANCE NOZZLE 


. PROTECTOR 
` CONNECTOR 


` СОММЕСТОВ 
` CONNECTOR 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


GUIDES 
GUIDE-MAIN OIL PUMP GEARBOX ALIGN 
GUIDE-LOW TURBINE MODULE PULLER 


Ad а dd dd о = 


FRONT HUB 
GUIDE-TURBINE SHAFT WRENCH 


N N N — 


P&WA PART NO. PWA 51721-4 


> 


= NN © ~ № 


SEGMENTS TO DUCT FINGER SEALS 
GUIDE-LOW TURBINE MODULE 


аа а о Го å å = 0) — 


USABLE 
ON 
CODE 


2-799 


T.O. 2J-F100-94 


INDEX 1 PWA 56059 INDEX 4 PWA 56103 


INDEX 6 PWA 56699 INDEX 7 PWA 56726 


INDEX 8 PWA 57368 Sy INDEX 26 PWA 50133 


INDEX 36 PWA 52681 


101605 


FIGURE 329. GUIDES-CONTINUED 


2-800 Change 24 


222222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 56059 


PWA 56059-1 
PWA 56059-2 
PWA 56103 


PWA 56103-1 
PWA 56699 


PWA 56726 
PWA 57368 


PWA 57368-3 
PWA 57368-2 
PWA 57368-4 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
PWA 50133 


PWA 50133-1 
PWA 50133-2 
A8-1 


PWA 50133-4 
MS9105-03 
PWA 50133-5 
PWA 50133-6 
PWA 50133-7 
DELETED 
PWA 52681 


MS20613-6P5 
479 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


GUIDES-CONTINUED 
GUIDE-TUBE, AP7 BORESCOPE 
SUPERSEDED BY PWA 56103 
. ROD-INSTALLATION 
. TUBE-GUIDE 
GUIDE-TUBE, AP7 BORESCOPE 
SUPERSEDED BY PWA 56045 
SUPERSEDED BY PWA 56059 


GUIDE-REDUCTION GEARBOX CARBON SEAL 
SUPERSEDES PWA 57058 
GUIDE-SEAL, DEAERATOR IMPELLER GEARBOX ... 
INSTALL 
GUIDE-GEARBOX DRIVESHAFT TO BEARING 
RETAINING PLATE 
FOR DEPOT LEVEL USE ONLY 


GUIDE-TUBE, BORESCOPE 
SUPERSEDED BY PWA 56058 

. TUBE ASSY-UPPER 

. SCREW ASSY 


P&WA PART NO. PWA 50133-8 
. TUBE ASSY-LOWER 


GUIDE-AUGMENTOR SUPPORT ASSY TO 
AUGMENTOR COMBUSTION CHAMBER DUCT 


. HANDLE-PULL 
P&WA PART NO. PWA 52681-10 


ON 
CODE 


Change 24 


2-801 


T.O. 2J-F100-94 


16 
0 | = 
AA А à 
12 | | у 
—f 
B 
чав з 
15 зак 
| = —@ 
"РО S= 1 \ 
| | å : N: INDEX 17 PWA 57721 
— 3 
10 9 


INDEX 1 PWA 55671 


JOS 
5552555 


INDEX 37 PWA 54329 INDEX 38 PWA 56670 


88651 


FIGURE 330. GUIDES-CONTINUED 


2-802 Change 18 


== 


DUD 7 юш 


FIGURE 
8 INDEX 
NUMBER 


PART 
NUMBER 


PWA 55671 
CL-32-EB 
CL-20HK-2 
CL-146 


MS9321-11 
274 


MS16555-48 
MS16555-60 


CL-31KA10.OLR 


PWA 55671-3 
PWA 55671-13 
MS24671-13 
H-13-6 


PWA 55671-14 
PWA 55671-2 
PWA 55671-1 
PWA 57721 


MS16995-36 
PWA 57721-4 


CL-22-KA-7.5LR 


MS35308-307 
PWA 57721-5 


PWA 57721-3 
MS16997-78 
MS35308-302 
PWA 57721-2 
PWA 57721-1 
PWA 57726 


MS16996-12 
PWA 57726-1 
PWA 57726-2 
PWA 57167 


PWA 57167-3 
MS16995-38 
MS16555-53 
PWA 57167-1 
PWA 54329 


PWA 56670 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


GUIDES-CONTINUED 
GUIDE-DRILL, AUGMENTOR CONICAL DUCT 
EXTENSION 


P&WA PART NO. PWA 55671-6 


. KNOB-HAND 


P&WA PART NO. PWA 55671-7 


. WASHER-SPHERICAL 


P&WA PART NO. PWA 55671-8 


` CABLE ASSY 


P&WA PART NO. PWA 55671-5 


. PIN-LOCATOR 
. BUSHING-LINER 


` BUSHING-DRILL 


P&WA PART NO. PWA 55671-4 


'GUIDE-COMPRESSOR CASE, 10TH-12TH STAGE ... 


SEE FIG. 153 FOR NHA 


` CABLE ASSV 


P&WA PART NO. PWA 57721-8 


MAKE FROM MS17984C520, MFD BY 96906 


. SUPPORT-FRONT, ASSY 


. SUPPORT-REAR 
. SLIDE ASSY 
GUIDE-INTERMEDIATE CASE, 
INSTALLATION/REMOVAL 
FOR DEPOT LEVEL USE ONLY 


GUIDE-WELD BUILDUP DIFFUSER CASE TUBE 
BRACKET FLANGE (REOP) 
FOR DEPOT LEVEL USE ONLY 


. TEMPLATE 


GUIDE-ALIGNMENT, 2-3 SPACER, OIL DRAIN 
HOLES 
GUIDE-MAIN GEARBOX POWER TAKEOFF DRIVE... 
SHAFT CARBON SEAL INSTALL 
REPLACES PWA 50444 


USABLE 
ON 
CODE 


Change 23 


T.O. 2J-F100-94 


ë INDEX 1 PWA 55380 


110189 


FIGURE 331. HAND PUMPS 


2-804 Change 29 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 


NUMBER NUMBER DESCRIPTION ASSY CODE 


HAND PUMPS 
PWA 55380 HAND PUMP-HYDRAULIC 


SUPERSEDES PWA 3755 
H-927 


AH-604 
GP-105 . GAGE-HYDRAULIC 

P&W PART NO. PWA 55380-3 
GA-2 . ADAPTER-GAGE 

P&W PART NO. PWA 55380-2 
P-39 . PUMP ASSY 

P&W PART NO. PWA 55380-1 
P39K . KIT-REPAIR 

P&W PART NO. PWA 55380-5 


Change 29 2-805 


T.O. 2J-F100-94 


INDEX 1 PWA 52653 


13632 


FIGURE 332. HANDLES 


2-806 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


HANDLE 
PWA 52653 HANDLE-RETAINER, COMPRESSOR BLEED VALVE . 


PWA 52653-2 
PWA 52653-1 


2-807 


T.O. 2J-F100-94 


INDEX 1 PWA 50171 


13633 


FIGURE 333. HARNESS 


2-808 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


HARNESS 
PWA 50171 HARNESS-ELECTRICAL, ANTI-ICING VALVE TEST... 


2-809 


T.O. 2J-F100-94 


KU 


Fa 
Nay | і 
| е 
F 1) М | 


UY U | > 
| < 
2 2А 7 6 ТА > 
3 Ç 4 8 са 9 
INDEX 1 PWA 51765 INDEX 5 PWA 51932 


INDEX 10 PWA 52849 INDEX 11 PWA 52929 


INDEX 12 PWA 53917 INDEX 16 PWA 52454 


51143 


FIGURE 334. HEATERS 


2-810 Change 8 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 


NUMBER 


PWA 51765 
FT1000 


9329 
20415 


PWA 51765-1 
PWA 51932 
5648 

FT1000 


9329 
20415 


PWA 51932-1 
117-153 


PWA 52929 
PWA 53917 
PWA 53917-3 


PWA 53917-2 
2-4304 


PWA 52454 


DESCRIPTION ASSY 


HEATERS 
HEATER-TURBINE HUB 
SUPERSEDED BY PWA 56326 


P&WA PART NO. PWA 51765-2 


. ELEMENT-HEATER 
. СОММЕСТОВ 


P&WA PART NO. PWA 51765-3 


P&WA PART NO. PWA 51932-3 


. ELEMENT-HEATER 
. СОММЕСТОВ 


P&WA PART NO. PWA 51932-4 


. ADAPTER ASSEMBLY 


HEATER-AIR SEAL, 2ND STAGE COMPRESSOR .... 
P&WA PART NO. PWA 52849 # 

HEATER-COIL, INDUCTION, TUBE ASSY 

HEATER-BLANKET, BAND SEGMENT BONDING 


. SERVICE CORD-600 VOLT 25 AMP, SINGLE 


PHASE, 3 WIRE 10 GAGE 


. CONTROLLER-RO-SHORT BULB 
. HEAT BLANKET-4320 WATTS, 240 VOLTS 


P&WA PART NO. PWA 53917-1 
HEATER-NO. 4 BEARING FRONT HEATSHIELD 
REAR FLANGE 
SUPERSEDED BY PWA 56325 


CODE 


Change 8 


2-811 


T.O. 2J-F100-94 


INDEX 23 PWA 57032 


INDEX 1 PWA 57005 


INDEX 25 PWA 51294 
INDEX 27 PWA 51824 


INDEX 24 PWA 51248 


INDEX 26 PWA 51777 


106507 


FIGURE 335. HEATERS-CONTINUED 


Change 27 


2-812 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57005 


MS51957-45 
20429 


MS35649-204 
PWA 57005-9 
PWA 57005-8 
MS16995-35 
PWA 57005-19 
PWA 57005-17 
MS24671-21 
PWA 57005-16 
PWA 57005-6 
170188-2 


MS25082-66 
BTA-4 


MS35649-2254 
PWA 57005-12 
PWA 57005-21 


PWA 57005-13 
PWA 57005-20 


PWA 57005-2 


PWA 57005-1 
PWA 57032 


PWA 51248 


PWA 51294 
PWA 51777 
PWA 51824 


. ELEMENT-TUBULAR 
. THERMOCOUPLE 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


HEATERS-CONTINUED 
HEATER-1ST STAGE TURBINE DISK RETAINING .... 
PLATE SNAP DIAMETER 
SUPERSEDES PWA 52374 
SUPERSEDED BY PWA 57403 


= № 


= о ба = = = = со 


P&W PART МО. PWA 57005-7 


0.190-24 X 5.120 IN. LONG 


. HANDLE-PLASTIC LAMINATE 
. SCREW-PAN HD 


0.250-20 X 0.500 IN. LONG 


. BLOCK-WELDED CONSTRUCTION 
. INSULATOR ASSY 


HEATER-1ST STAGE TURBINE DISK NO. 4 
BEARING AIR SEAL FLANGE 
SUPERSEDES PWA 52407 
FOR 220 ENGINE DEPOT ONLY, 4KG 
SUPERSEDED BY PWA 57406 
HEATER-TURBINE EXHAUST CASE NO. 5 CARBON . 
SEAL SNAP 
SUPERSEDED BY PWA 56322 
HEATER-NO. 2 BEARING HOUSING REAR FLANGE . 
SUPERSEDED BY PWA 56324 
HEATER-TURBINE REAR HUB 
SUPERSEDED BY PWA 56322 
HEATER-NO. 3 BEARING SEAL SUPPORT FLANGE, . 
INTERMEDIATE CASE 
SUPERSEDED BY PWA 56324 


Change 27 2-813 


T.O. 2J-F100-94 


INDEX 1 PWA 57113 INDEX 2 PWA 57128 


INDEX 3 PWA 57403 


INDEX 5 PWA 57405 INDEX 6 PWA 57410 


FIGURE 336. HEATERS-CONTINUED 


2-814 Change 6 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


HEATERS-CONTINUED 
PWA 57113 HEATER-2ND STAGE TURBINE DISK, FRONT & 
REAR OUTER SNAP DIAMETER 
SUPERSEDED BY PWA 57410 
PWA 57128 HEATER-5TH STAGE COMPRESSOR DISK 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 57407 
PWA 57403 HEATER-1ST STAGE TURBINE DISK RETAINER .... 
PLATE SNAP DIAMETER 
SUPERSEDES PWA 57005 
SUPERSEDES PWA 52374 
PWA 57404 HEATER-1ST STAGE TURBINE DISK AIR SEAL 
SNAP DIAMETER 
SUPERSEDES PWA 57007 
PWA 57405 HEATER-1ST STAGE TURBINE DISK, REAR 
SUPERSEDES PWA 57026 
PWA 57410 HEATER-2ND STAGE TURBINE DISK FRONT/REAR . 
OUTER SNAP DIAMETER 
SUPERSEDES PWA 57113 


Change 6 2-815 


T.O. 2J-F100-94 


ре INDEX 48 PWA 56724 104914 


FIGURE 337. HEATERS-CONTINUED 


2-816 Change 26 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


HEATERS-CONTINUED 
PWA 52744 HEATER-13TH STAGE SPACER, FRONT INNER 
FLANGE 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 57398 # 
170188-2 . TERMOCOUPLE 
P&WA PART МО. PWA 52774-11 


PWA 52744-22 

MS25082-C6 : 

PWA 52744-13 . SCREW-MACHINE, SLOTTED РАМ HEAD 
0.138-32 X 0.375 IN LONG 


O1 + о 
Qu 


PWA 52744-24 
PWA 52744-5 
MS51957-65 
MS16555-629 
PWA 52744-9 
PWA 52744-14 
MS51957-47 
20429 


' ' 
— © © ~“ O> 


' 
= 
— 

= № = љ со со — = 


MS35649-204 
MS15795-842 
MS51957-67 
PWA 52744-2 
PWA 52744-6 
MS35338-138 
MS51957-66 
PWA 52744-17 : 
PWA 52744-16 . HANDLE ASSEMBLY 
PWA 52744-1 . INSULATOR ASSEMBLY 
PWA 52756 HEATER-NO. 3 BEARING SEAL SUPPORT AND 
INTERMEDIATE CASE INNER FLANGE 
SUPERSEDED BY PWA 57399 # 
20415 . CONNECTOR 
P&WA PART NO. PWA 52756-19 
PWA 52756-18 . CORD-ELECTRIC 
15233 . CABLE FITTING 
P&WA PART NO. PWA 52756-17 


= = о + + ~ = + + D со 


MS35649-284 
MS15795-807 
MS51957-43 . 
4CS3/4 . BOX-OUTLET 
P&WA PART NO. PWA 52756-16 
MS35489-49 
170188-1 . THERMOCOUPLE 
P&WA PART NO. PWA 52756-1 
MS25082-C6 
BTA-4 


MS51957-84 
MS15795-810 
PWA 52756-25 
PWA 52756-22 
MS16995-47 
PWA 52756-3 
MS16995-52 


Change 5 2-817 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-818 


PART 
NUMBER 


PWA 52756-26 
PWA 52756-13 


CIR3021-240V 
PWA 52756-15 


PWA 52756-14 
PWA 56724 


Change 26 


UNITS 
PER 
DESCRIPTION ASSY 


. PLATE ASSY 
. WIRE-ELECTRICAL 


NO. 10 GAGE 


. HEATER-CARTRIDGE 


P&WA PART NO. PWA 52756-10 


. INSULATOR 
. BODY 


HEATER-FRONT COMPRESSOR, REAR HUB BORE . 
REPLACES PWA 51261 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


31 
32 


(2-819 Blank)/2-820 


SI 


41 
INDEX 24 PWA 52890 


FIGURE 338. HEATERS-CONTINUED 


13638 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52848 


170188 


MS25082-C6 
BTA-4 


PWA 52848-12 


PWA 52848-24 
20415 


2540 


PWA 52848-4 
15233 


MS35649-284 
MS51957-28 
4CS3/4 


MS35649-2254 
PWA 52848-17 


PWA 52848-8 
PWA 52848-15 
MS35649-204 
MS51975-1 
PWA 52848-14 
PWA 52848-19 
J2J69 


PWA 52848-13 
PWA 52890 


170188-2 


MS25082-C6 
BTA-4 


PWA 52890-23 


PWA 52890-22 
PWA 52890-9 


MS51957-45 
20429 


MS35649-204 
MS35338-138 
MS15795-842 
MS51957-67 

PWA 52890-6 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


HEATERS-CONTINUED 
HEATER-NO. 2 BEARING SUPPORT, 
TOWERSHAFT ROLLER BEARING O.R. OPENING 
SUPERSEDES PWA 13320 
FOR 229 ENGINE 
SUPERSEDED BY PWA 57400 # 


. THERMOCOUPLE 


P&WA PART МО. PWA 52848-9 


` ADAPTER 


P&WA PART NO. PWA 52848-22 


. SCREW-MACHINE, SLOTTED PAN HEAD 


0.138-32 X 0.250 IN. LONG 


` CONNECTOR 


P&WA PART NO. PWA 52848-5 


. COVER-BOX 


P&WA PART МО. PWA 52848-25 


. CORD-ELECTRICAL 
. CABLE FITTING 


P&WA PART МО. PWA 52848-3 


` SCREW-CAP, SOCKET HEAD 


0.250-20 X 1.500 IN. LONG 


. HANDLE ASSEMBLY 


. TUBING-TEFLON 
. HEATER-CARTRIDGE 


P&WA PART NO. PWA 52848-1 


. STAND ASSEMBLY 


HEATER-NO. 4 BEARING FRONT SEAL ASSY, 
INNER FLANGE 
SUPERSEDED BY PWA 57401 + 


. TERMOCOUPLE 


P&WA PART NO. PWA 52890-4 


P&WA PART NO. PWA 52890-20 


. SCREW-MACHINE, PAN HEAD, SLOTTED 


0.138-32 X 0.375 IN. LONG 


. LEAD WIRE, COPPER 
NO. 10 GAGE 


ON 
CODE 


Change 5 


2-821 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-822 


PART 
NUMBER 


PWA 52890-8 
PWA 52890-18 
MS35649-264 
PWA 52890-17 
PWA 52890-12 
PWA 52890-1 


DESCRIPTION 


| ELEMENT-HEATING, TUBULAR 
. INSULATED ASSEMBLY 


UNITS 
PER 
ASSY 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 43 PWA 56325 INDEX 44 PWA 56727 


INDEX 45 PWA 56737 


106508 


FIGURE 339. HEATERS-CONTINUED 


(2-823 Blank)/2-824 Change 27 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57007 


MS35649-204 
MS16995-35 
PWA 57007-20 
PWA 57007-8 
MS51951-45 
20429 


PWA 57007-7 
PWA 57007-19 


PWA 57007-9 
MS35649-2254 
PWA 57007-10 
170188-2 


BTA-4 


MS25082-C6 
MS24671-21 
PWA 57007-16 
PWA 57007-18 
PWA 57007-17 
PWA 57007-1 
PWA 57026 


MS35649-204 
PWA 57026-2 
MS9320-10 
MS51957-45 
20429 


PWA 57026-6 
PWA 57026-7 
MS35649-2254 
MS9320-9 
PWA 57026-19 
PWA 57026-9 
PWA 57026-8 
170188-2 


BTA-4 


MS25082-C6 
MS24671-20 
PWA 57026-12 
MS16995-35 
PWA 57026-17 
PWA 57026-10 
PWA 57026-1 
PWA 56325 


PWA 56727 


PWA 56737 


DESCRIPTION 


HEATERS-CONTINUED 
HEATER-1ST STAGE TURBINE DISK AIR SEAL 
SNAP DIAMETER 
SUPERSEDED BY PWA 57404 


í ELEMENT-TUBULAR 
. LEAD-WIRE NO. 10 AWG MICATEMP 


P&W PART NO. PWA 57007-6 


. CABINET ASSY 
. ROD-THREADED 


0.190-24 X 5.120 IN. LONG 


` BRACKET 
` THERMOCOUPLE 


P&W PART NO. PWA 57007-12 


. RETAINER 
. INSULATOR ASSY 


HEATER-1ST STAGE TURBINE DISK, REAR 
SUPERSEDED BY PWA 57405 


. INLET-FLANGE 


P&W PART NO. PWA 57026-4 


. CABINET ASSY 
- LEAD-WIRE NO. 10 AWG MICATEMP 


HEATER-NO. 2 BEARING SUPPORT FLANGE/NO. 4 . 


BEARING FRONT HEATSHIELD REAR FLANGE 
SUPERSEDES PWA 52454 


HEATER-4TH STAGE TURBINE DISK AND BLADE ... 


ASSY 


HEATER-3RD STAGE TURBINE DISK AND BLADE ... 


ASSY 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


= 


= — о 0) — 


8 
1 
8 
2 
1 


= Бос бек 


- << = — о 0) — 


USABLE 
ON 
CODE 


Change 27 


T.O. 2J-F100-94 


INDEX 4 PWA 56322 


INDEX 5 PWA 56324 INDEX 7 PWA 57353 


13640 


FIGURE 340. HEATERS-CONTINUED 


2-826 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


HEATERS-CONTINUED 
PWA 57151 HEATER-HIGH PRESS TURBINE HUB ASSY ID 
SUPERSEDED BY PWA 57495 
PWA 50700 HEATER-NO. 2 BEARING SUPPORT 
SUPERSEDED BY PWA 57393 
PWA 51261 HEATER-REAR HUB ID BORE INLET FAN MODULE.. 
REPLACED BY PWA 56724 
PWA 56322 HEATER-NO. 5 SEAL, LPT HUB/TURBINE EXHAUST . 
CASE 
SUPERSEDES PWA 51248 
SUPERSEDES PWA 51777 
PWA 56324 HEATER-NO. 2 BEARING SUPPORT, RR 
FLANGE/NO. 3 BRG SEAL SUPPORT/DIFF CASE 
INNER FLANGE 
SUPERSEDES PWA 51294 
SUPERSEDES PWA 51824 
SUPERSEDES PWA 52464 
PWA 57221 HEATER-8TH STAGE COMPRESSOR DISK, 
TIEROD HOLES 
FOR DEPOT LEVEL USE ONLY 
PWA 57353 HEATER-2ND STAGE TURB, DISK 8 HUB ASSY TO.. 
1ST STAGE TURB DISK 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 52382 


Change 26 2-827 


T.O. 2J-F100-94 


INDEX 2 PWA 51263 
(DEPOT) 


INDEX 1 PWA 51240 
DEPOT) 


Q 


Оре 


$ 
$ 
8 


2 Q 
<=) 


INDEX 4 PWA 52433 


INDEX З PWA 52382 


INDEX 6 PWA 52665 


INDEX 5 PWA 52434 


Р$227ВХ1 


HEATERS-CONTINUED 


FIGURE 341. 


2-828 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


HEATER-CONTINUED 
PWA 51240 HEATER-REAR COMPRESSOR DISKS AND REAR .. 
HUB 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 57394 # 
PWA 51263 HEATER-FRONT COMPRESSOR, FRONT AND 
REAR HUB FLANGES 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 57396 # 
PWA 52382 HEATER-2ND STAGE TURBINE DISK & HUB ASSY .. 
TO 1ST STAGE TURBINE DISK 
PWA 52433 HEATER-NO. 2 BEARING SUPPORT 
SUPERSEDED BY PWA 56325 
PWA 52434 HEATER-NO. 2 BEARING SEAL ASSY 
SUPERSEDED BY PWA 56323 
PWA 52665 HEATER-GEARBOX DRIVE, BEVEL GEAR SHAFT ... 
SUPERSEDED BY PWA 56326 


Change 5 2-829 


T.O. 2J-F100-94 


INDEX 2 PWA 52407 


INDEX 1 PWA 52374 


INDEX 4 PWA 57394 


INDEX 3 PWA 52464 


INDEX 6 PWA 57402 


INDEX 5 PWA 57398 


$ 


37070 


FIGURE 342. HEATERS-CONTINUED 


Change 5 


2-830 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


HEATERS-CONTINUED 
PWA 52374 HEATER-1ST STAGE TURBINE DISK RETURN 
PLATE SNAP DIAMETER 
SUPERSEDED BY PWA 57403 
PWA 52407 HEATER-1ST STAGE TURBINE DISK FLANGE 
SUPERSEDED BY PWA 57032 
FOR 220 ENGINE 
SUPERSEDED BY PWA 57406 
FOR 100 AND 200 ENGINES 
PWA 52464 HEATER-DIFFUSER CASE INNER REAR ЕГАМСЕ ... 
SUPERSEDED BY PWA 56324 
PWA 57394 HEATER-REAR COMPRESSOR DISKS AND REAR .. 
HUB 
SUPERSEDES PWA 51240 
PWA 57398 HEATER-13TH STG SPACER FRONT INNER 
FLANGE 
SUPERSEDES PWA 52744 
PWA 57402 HEATER-12TH STG STATOR CASE ID 


Change 7 2-831 


T.O. 2J-F100-94 


Change 14 


2-832 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


HEATERS-CONTINUED 
PWA 56323 HEATER-FAN INLET CASE/NO. 2 BRG SUPPORT ... 
INNER FLANGE 
SUPERSEDED BY PWA 52859 
SUPERSEDED BY PWA 56582 
SUPERSEDES PWA 52434 
U/W PWA 52672 OR PWA 61685 
PWA 52859 HEATER-FAN INLET CASE/NO. 1 BRG 
SUPERSEDES PWA 56323 
PWA 57406 HEATER-1ST STG TURBINE DISK, NO. 4 BRG AIR .. 
SEAL 
SUPERSEDES PWA 52407 
SUPERSEDES PWA 57032 
PWA 57407 HEATER-5TH STG COMPRESSOR DISK 
SUPERSEDES PWA 57128 
PWA 57495 HEATER-HIGH PRESSURE TURBINE HUB ID, REAR. 
PWA 56582 HEATER-FAN INLET CASE, NO. 2 BRG SUPPORT 
INNER FLANGE 
SUPERSEDES PWA 56323 


Change 14 2-833 


T.O. 2J-F100-94 


INDEX 1 PWA 56326 


PS227EX1 


FIGURE 344. HEATERS-CONTINUED 


2-834 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 56326 


MS16995-48 
PWA 56326-1 
MS16995-26 
20429 


91745A542 


PWA 56326-12 
MS16995-26 
MS51960-67 
MS16995-42 
PWA 56326-33 
PWA 56326-20 
PWA 56326-22 
MS35649-284 
PWA 56326-18 
PWA 56326-6 
BTA-4 


170188-2 


MS25082-06 
MS51957-26 
PWA 56326-23 
PWA 56326-29 
MS35649-204 
PWA 56326-30 
PWA 56326-34 
PWA 56326-29 
PWA 56326-17 
PWA 56326-40 
PWA 56326-28 
PWA 56326-13 


DESCRIPTION 


HEATERS-CONTINUED 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 


ASSY CODE 


HEATER-MANIFOLD, TURBINE HUB/GBX DRIVE .... 


BEVEL GEAR 
SUPERSEDES PWA 51765 
SUPERSEDES PWA 52665 


` INLET-FLANGE 


P&WA PART МО. PWA 56326-2 


. SCREW-THUMB 


P&WA PART NO. PWA 56326-7 


` INSULATOR 
` INSULATOR-RETAINER 


. PLATE ASSY 
` CONSTRUCTION-WELDED 


P&WA PART NO. PWA 56326-5 


. TERMOCOUPLE 


P&WA PART NO. PWA 56326-4 


` HOUSING 
` SHIELD-HEATER 


— DD + 


N = — G 0) 0) — 0) 0) CD — № 


№ 


2 
6 
1 
1 
3 
1 
3 
1 
4 
4 
1 
1 


Change 9 


ON 


2-835 


T.O. 2J-F100-94 


INDEX 2 PWA 57396 


INDEX 1 PWA 57661 


INDEX 4 PWA 57400 


INDEX 3 PWA 57401 


INDEX 6 PWA 57393 


INDEX 5 PWA 57399 


FIGURE 345. HEATERS-CONTINUED 


Change 4 


2-836 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 


NUMBER NUMBER DESCRIPTION ASSY CODE 


HEATERS-CONTINUED 
PWA 57661 HEATER-FRONT COMPRESSOR, REAR BORE 
PWA 57396 HEATER-FRONT COMPRESSOR, FRONT AND 
REAR HUB FLANGES 
SUPERSEDES PWA 51263 
PWA 57401 HEATER-NO. 4 BEARING FRONT SEAL ASSY 
INNER FLANGE 
SUPERSEDES PWA 52890 
PWA 57400 HEATER-NO. 2 BEARING SUPPORT TOWERSHAFT . 
ROLLER BEARING 
SUPERSEDES PWA 52848 
PWA 57399 HEATER-NO. 3 BEARING SEAL SUPPORT AND 
INTERMEDIATE CASE INNER FLANGE 
SUPERSEDES PWA 52756 
PWA 57393 HEATER-NO. 2 BEARING SUPPORT 
SUPERSEDES PWA 50700 


Change 15 2-837 


T.O. 2J-F100-94 


INDEX 2 PWA 57805 


INDEX 1 PWA 57720 


INDEX 4 PWA 57885 


INDEX 3 PWA 57825 


93297 


INDEX 6 PWA 57886 


INDEX 5 PWA 57862 


FIGURE 346. HEATERS-CONTINUED 


Change 20 


2-838 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


HEATERS-CONTINUED 
PWA 57720 HEATER-10TH-12TH STAGE COMPR CASE 
PWA 57805 HEATER-FAN CASE, SHROUD INSTALLATION 
SUPERSEDED BY PWA 57825 
PWA 57825 HEATER-FAN CASE, SHROUD INSTALLATION, 
VARIOUS 
SUPERSEDES PWA 57805 
PWA 57885 HEATER-NO. 4 ВАС FRONT SEAL ASSY, INNER .... 
FLANGE 
SUPERSEDES PWA 57401 
PWA 57862 HEATER-NO. 4 BEARING FRONT AIR SEAL RING ... 
OUTER DIAMETER 
PWA 57886 HEATER-LOW PRESSURE TURBINE HUB/TURBINE . 
EXHAUST CASE, NO. 5 SEAL 


Change 27 2-839 


T.O. 2J-F100-94 


INDEX 1 PWA 57683 


13643 


FIGURE 347. HEATERS-CONTINUED 


2-840 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57683 


CL-4-BLP-R-.5-S- 
C 

PWA 57683-40 
MS35649-2254 
MS9321-10 
MS16995-51 
PWA 57683-39 
MS91957-61 
MS9321-09 
PWA 57683-37 
MS51957-45 
20418 


MS35649-264 
PWA 57683-18 
MS35649-204 
MS51957-64 
MS9321-09 
MS51957-59 
PWA 57683-19 


PWA 57683-42 
PWA 57683-42-1 
MS35649-284 
MS35649-204 
PWA 57683-12 
PWA 57683-13 


MS35649-204 
MS9321-09 
MS51957-74 
PWA 57683-4 
PWA 57683-15 


SS-1528-218-0 


PWA 57683-11 
MS35649-204 
MS9321-09 
MS51957-74 
PWA 57683-4 
PWA 57683-9 


PWA 57683-2 


PWA 57683-14 
PWA 57683-1 
MS35649-204 
MS9321-09 
4435 


LC-032E-9-SS 


DESCRIPTION 


HEATERS-CONTINUED 
HEATER-DRUM ROTOR, 2ND STAGE REAR A/S .... 
ASSY 
. PIN-BALL LOCK 
P&WA PART NO PWA 57683-45 
. GUIDE ASSY 


` FLANGE INLET 


P&WA PART NO. PWA 57683-41 


. WIRE-LEAD 


MAKE FROM #10 AWG MICATEMP 


. JUNCTION BOX ASSY 
.. CABINET ASSY 


. INSULATOR 


MAKE FROM TORLON#4203, MFD BY 14114 


. TUBULAR ELEMENT 


MADE BY INCOLOY, MFD BY 79221 


. BRACKET-HANDLE 
. REFLECTOR ASSEMBLY 


P&WA PART NO. PWA 57683-47 


. SPRING 


P&WA PART NO. PWA 57683-48 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 


ASSY CODE 


== „~ ~ + + со — + — 0) 0) — 0) 0) О — 


NN ++ — ~ 


№ + + + + + 


о Оз 02 02 © O1 


Сһапде 3 


ON 


2-841 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-842 


PART 
NUMBER 


PWA 57683-49 
BTA-2 


MS25082-C19 
MS9361-15 
PWA 57683-24 
170188-4 

PWA 57683-36 
PWA 57683-35 


PWA 57683-34 
PWA 57683-8 


Change 3 


UNITS 
PER 
DESCRIPTION ASSY 


. IHERMOCOUPLE 
P&WA PART NO. PWA 57683-21 
. INSULATOR 
MAKE FROM ТОАЕОМ# 4203, MFD BY 14114 
. INSULATOR 
MAKE FROM ТОАЕОМ# 4203, MFD BY 14114 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


6 
9 | 
INDEX 1 514T047-01 д INDEX 2 PWA 70411 


40527 


FIGURE 348. HEAT SINKS 


(2-843 Blank)/2-844 Change 6 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 


NUMBER NUMBER DESCRIPTION ASSY CODE 


HEAT SINKS 
514T047-01 HEAT SINK-TIG WELD 
FOR DEPOT LEVEL USE ONLY 
PWA 70411 HEAT SINK-CIVV, TRUNNION SLOT REPAIR 
FOR DEPOT LEVEL USE ONLY 
MS35307-318 
MS9321-10 
CL-1420-SKS 
PWA 70411-1 


Change 6 2-845 


T.O. 2J-F100-94 


INDEX 1 PWA 50307 INDEX 6 PWA 50406 


INDEX 7 PWA 50433 INDEX 8 PWA 50436 


є INDEX 13 PWA 50454 ІМОЕХ 16 РІМА 50465 


FIGURE 349. HOLDERS 


2-846 Change 20 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 50307 


NAS1352CLL6 
PWA 50307-2 
PWA 50307-5 
PWA 50307-4 
PWA 50406 


PWA 50433 
PWA 50436 


MS9105-88 
PWA 50436-3 
PWA 50436-4 
PWA 50436-1 
PWA 50436-5 
PWA 50454 


MS16555-46 
PWA 50454-2 
PWA 50465 


PWA 50465-3 
PWA 50465-2 
PWA 50465-1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


HOLDERS 
HOLDER-NO. 1 BEARING INNER RACE NUT 
COUNTERFORCE 
SUPERSEDED BY PWA 57649 
SUPERSEDED BY PWA 57650 
FOR FUTURE PROCUREMENT 


FOR DEPOT LEVEL USE ONLY 
HOLDER-POWER TAKEOFF DRIVESHAFT 
HOLDER-POWER TAKEOFF DRIVESHAFT 

FOR DEPOT LEVEL USE ONLY 

SUPERSEDED BY PWA 57049 


. CONTAINER 

HOLDER-MAIN GEARBOX TOWERSHAFT SEALING . 
SLEEVE 
FOR DEPOT LEVEL USE ONLY 


. HOLDER ASSY 
HOLDER-GEARBOX, TOWERSHAFT GEAR 
FOR DEPOT LEVEL USE ONLY 
. SCREW-HEX HD 


USABLE 
ON 
CODE 


Change 20 


2-847 


T.O. 2J-F100-94 


e 


INDEX 1 PWA 70302 


INDEX 2 PWA 54382 


INDEX 4 PWA 50348 


INDEX 3 PWA 57438 


INDEX 6 PWA 71307 


= 


INDEX 5 PWA 70894 


77783 


FIGURE 350. HOLDERS-CONTINUED 


Change 16 


2-848 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


HOLDERS-CONTINUED 
PWA 70302 HOLDER-TOOL 
FOR DEPOT LEVEL USE ONLY 
PWA 54382 HOLDER-PROBE 
FOR DEPOT LEVEL USE ONLY 
PWA 57438 HOLDER-FAN DRIVE TURBINE COUPLING NUT .... 
ADAPTER 
SUPERSEDES PWA 52672 
SUPERSEDED BY PWA 57650 
PWA 50348 HOLDER-TURBINE SHAFT COUPLING 
FOR DEPOT LEVEL USE ONLY 
PWA 70894 HOLDER-TEST STRIP, 2ND STAGE COMPRESSOR . 
VANE 
FOR DEPOT LEVEL USE ONLY 
PWA 71307 HOLDER-BASKET, DISK AND HUB COMPRESSOR, . 
6TH STAGE, ASSY OF 
FOR DEPOT LEVEL USE ONLY 


Change 16 2-849 


T.O. 2J-F100-94 


INDEX 1 PWA 50478 6 


INDEX 22 PWA 50528 INDEX 28 PWA 50665 


FIGURE 351. HOLDERS-CONTINUED 
(SHEET 1 OF 2) 


2-850 Change 25 


T.O. 2J-F100-94 


INDEX 38 PWA 71044 INDEX 39 PWA 71646 


103651 


FIGURE 351. HOLDERS-CONTINUED 
(SHEET 2 OF 2) 


Change 25 2-850.1/(2-850.2 Blank) 


22222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 50478 
NAS607-2-4 
NAS607-7-10 
PWA 50478-1 
PWA 50482 


PWA 50482-2 


PWA 50482-1 
PWA 50522 


PWA 50522-4 
PWA 50522-6 
PWA 50522-3 
PWA 50522-2 
PWA 50522-5 
PWA 50522-1 
PWA 50525 


MS16995-62 

PWA 50525-4 
PWA 50525-5 
MS35190-253 
PWA 50525-1 
PWA 50525-7 


PWA 50528 


PWA 50528-5 
PWA 50528-2 
PWA 50528-3 


PWA 50528-4 
PWA 50528-1 
F-17875 


PWA 50665 


PWA 50665-8 
AN960C6L 
CL-21-KA-2.0 


PWA 50665-2 
PWA 50665-3 
MS16556-41 
PWA 50665-4 
MS16995-23 
PWA 50665-1 
PWA 71044 


PWA 71646 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


HOLDERS-CONTINUED 
HOLDER-MAIN OIL PUMP 


MAKE FROM MS90726-5, MFD BY 96906 


. HOLDER ASSY 


HOLDER-MAIN GEARBOX FUEL PUMP 
DRIVESHAFT, BACKLASH 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 57051 
FOR 220/200A 


. PIN-DOWEL 


`HOLDER-MAIN GEARBOX, IDLER STUB SHAFT, .... 


BACKLASH 
FOR DEPOT LEVEL USE ONLY 


REPLACES PWA 50525-2 
HOLDER-MAIN GEARBOX OIL PUMP DRIVE GEAR, . 
BACKLASH 
FOR DEPOT LEVEL USE ONLY 


. SCREW-SET 
. LOCATOR 


P&WA PART NO. PWA 50528-6 
HOLDER-MAIN GEARBOX IGNITION ALTERNATOR .. 
DRIVESHAFT 
FOR DEPOT LEVEL USE ONLY 


. SCREW-MACHINE 


. CABLE ASSY 


P&WA PART МО. PWA 50665-7 


. PIN-DOWEL 
. ADAPTER 


HOLDER-TEST STRIP, ЗВО STAGE COMPRESSOR.. 
STATOR 
FOR DEPOT LEVEL USE ONLY 

HOLDER-ALMEN TEST STRIP INTERMEDIATE 
CASE 


USABLE 
ON 
CODE 


Change 25 


T.O. 2J-F100-94 


INDEX 6 PWA 51208 
19 
| 16 —® 24—11 
x INDEX 10 PWA 51960 
Е 
17 
18 
INDEX 15 PWA 52672 
INDEX 20 PWA 52839 


93358 


FIGURE 352. HOLDERS-CONTINUED 


2-852 Change 20 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 50695 
PWA 50695-3 
MS16995-36 
PWA 50695-2 
PWA 51051 


MS16995-37 
PWA 51051-2 
PWA 51051-1 
PWA 51208 
AN3C-4 

PWA 51208-2 
PWA 51208-1 
PWA 51960 


MS16995-37 
PWA 51960-2 
CL-36-SHS-N 


PWA 51960-1 
PWA 51960-5 
PWA 52672 


AN505C-5-4 
PWA 52672-5 
MS21316-61 
PWA 52672-1 
PWA 52839 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


HOLDERS-CONTINUED 
HOLDER-NO. 2 BEARING HOUSING 


`HOLDER-FAN DRIVE TURBINE SHAFT REAR 


BALANCE NUT, TORQUE 


`HOLDER-NO. 5 BEARING OUTER RACE 


RETAINING NUT WRENCH COUNTERFORCE 


P&WA PART NO. PWA 51960-4 


. HOLDER ASSY 


SUPERSEDED BY PWA 51960-5 


. HOLDER ASSY 


SUPERSEDES PWA 51960-1 
HOLDER-WRENCH, FAN DRIVE TURBINE 
COUPLING NUT 

SUPERSEDED BY PWA 57649 
SUPERSEDED BY PWA 57650 
FOR FUTURE PROCUREMENT 
SUPERSEDED BY PWA 57438 
FOR FUTURE PROCUREMENT 


`HOLDER-LAP, GEARBOX DEAERATOR IMPELLER .. 
SHAFT 


USABLE 
ON 
CODE 


Change 20 


2-853 


T.O. 2J-F100-94 


2-854 


INDEX 1 PWA 52875 


INDEX 2 PWA 53646 


INDEX 13 PWA 61693 


WA 


20 
INDEX 17 PWA 17019 
INDEX 23 PWA 55594 


98759 


FIGURE 353. HOLDERS-CONTINUED 


Change 23 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52875 


PWA 52875-5 


PWA 52875-3 
PWA 53646 


PWA 53646-6 


PWA 53646-2 
AN3C-7A 
PWA 53646-4 


PWA 53646-5 


PWA 53646-1 
PWA 57051 


MS9356-12 
MS51023-115 
PWA 57051-4 
PWA 57051-5 
PWA 57051-6 
MS35307-307 
MS9321-12 
PWA 57051-8 
PWA 57051-1 
PWA 61693 
MS16995-9 
PWA 61693-2 
PWA 61693-1 
PWA 17019 


MS16996-12 
B21 


PWA 17019-1 
PWA 17019-200 
PWA 17019-5 


MP340H-1RC1 
PWA 55594 
CL-42-KA-5.0-9- 
LR 


PWA 55594-2 
PWA 55594-1 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


HOLDERS-CONTINUED 
HOLDER-FLAME SPRAY, 1ST STAGE TURBINE 
BLADE TUBE 
FOR DEPOT LEVEL USE ONLY 
. SCREW-HEX HD 
MAKE FROM 92198А242, MFD BY 6K495 


HOLDER-LUG, INTERMEDIATE CASE DUCT 
FOR DEPOT LEVEL USE ONLY 

. SCREW-SOCKET HD CAP 
10-24 X 0.375 IN. LONG, STEEL 


NO. 10 STD, STEEL 
. PIN-DOWEL 
0.25 DIA X 0.5 IN. LONG, STEEL 
. BRACKET ASSY 
HOLDER-BEVEL GEARSHAFT DRIVE FUEL PUMP .. 
END 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 50522 


` HOLDER ASSY 
HOLDER-DIAL INDICATOR 
FOR DEPOT LEVEL USE ONLY 


ы FOAM-POLYURETHANE 
4.250 X 6.250 X 1.000 IN. THICK 


P&WA PART NO. PWA 17019-4 
HOLDER-COMPRESSION, NO. 4 BEARING FRONT .. 
CARBON SEAL 
. CABLE ASSY 
P&WA PART NO. PWA 55594-3 
. NUT-KNURLED 
. HOLDER 


ON 
CODE 


Change 25 


T.O. 2J-F100-94 


INDEX 3 PWA 57707 


INDEX 1 PWA 70864 
INDEX 2 PWA 70863 


INDEX 5 PWA 70845 


INDEX 4 PWA 70844 


INDEX 7 PWA 71293 


INDEX 6 PWA 70846 


75716 


FIGURE 353A. HOLDERS-CONTINUED 


Change 15 


2-856 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


HOLDERS-CONTINUED 

PWA 70864 HOLDER-TEST PIECE, 6ТН STAGE COMPRESSOR . 
BLADE ROOT 
FOR DEPOT LEVEL USE ONLY 

PWA 70863 HOLDER-TEST PIECE, 7ТН STAGE COMPRESSOR . 
BLADE ROOT 
FOR DEPOT LEVEL USE ONLY 

PWA 57707 HOLDER-DRY ICE/LN2, 8TH STAGE DISK AND HUB . 
FOR DEPOT LEVEL USE ONLY 

PWA 70844 HOLDER-TEST PIECE, 1ST STAGE FAN BLADE 
FOR DEPOT LEVEL USE ONLY 

PWA 70845 HOLDER-TEST PIECE, 2ND STAGE FAN BLADE 
FOR DEPOT LEVEL USE ONLY 

PWA 70846 HOLDER-TEST PIECE, 3RD STAGE FAN BLADE 
FOR DEPOT LEVEL USE ONLY 

PWA 71293 HOLDER-BASKET, DISK DRUM ROTOR FRONT 
COMPRESSOR, ASSY OF 
FOR DEPOT LEVEL USE ONLY 


Change 15 2-856.1 


T.O. 2J-F100-94 


INDEX 1 PWA 71114 INDEX 2 PWA 71117 


INDEX 3 PWA 71062 INDEX 4 PWA 71073 


INDEX 5 PWA 71103 INDEX 6 PWA 57860 


88694 


FIGURE 353B. HOLDERS-CONTINUED 


2-856.2 Change 18 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


HOLDERS-CONTINUED 

PWA 71114 HOLDER-TEST PIECE, DISK AND HUB, 
COMPRESSOR, 6TH STAGE, ASSY OF 
FOR DEPOT LEVEL USE ONLY 

PWA 71117 HOLDER-TEST STRIP, DISK AND HUB, 
COMPRESSOR, 6TH STAGE, ASSY OF 
FOR DEPOT LEVEL USE ONLY 

PWA 71062 HOLDER-TEST STRIP, 1ST STAGE COMPRESSOR . 
AIRSEAL ASSY, FRONT 
FOR DEPOT LEVEL USE ONLY 

PWA 71073 HOLDER-TEST STRIP, 2ND STAGE COMPRESSOR . 
AIRSEAL 
FOR DEPOT LEVEL USE ONLY 

PWA 71103 HOLDER-TEST STRIP, CASE, FAN INLET 
FOR DEPOT LEVEL USE ONLY 

PWA 57860 HOLDER-NO. 5 BEARING SEAL 


Change 18 2-856.3 


T.O. 2J-F100-94 


INDEX 2 PWA 71060 


X 


INDEX 1 PWA 71408 


0294 \ 
W. LL АХ 
WV АТАР, 
ЈУДА КУЛА OZ 
ССМ Жағар 


Zz 


96786 


INDEX 4 PWA 71529 


INDEX 3 PWA 56685 
INDEX 5 PWA 70802 
FIGURE 353C. HOLDERS-CONTINUED 


Change 21 


v 


2-856.4 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


HOLDERS-CONTINUED 

PWA 71408 HOLDER-BASKET, 4ТН/5ТН DRUM ROTOR 
FOR DEPOT LEVEL USE ONLY 

PWA 71060 HOLDER-SHOTPEEN TEST PIECE, 4TH AND 5TH ... 
STAGE DRUM ROTOR 
FOR DEPOT LEVEL USE ONLY 

PWA 56685 HOLDER-IGNITION ALTERNATOR DRIVE SHAFT .... 
FOR DEPOT LEVEL USE ONLY 

PWA 71529 HOLDER-TEST STRIP, 1ST STAGE TURBINE 
BLADE RETAINING PLATE 
FOR DEPOT LEVEL USE ONLY 

PWA 70802 HOLDER-MACHINING, COMPRESSOR STATOR 
SEGMENT, 10TH-12TH STAGE ASSY OF 


Change 23 2-856.5 


T.O. 2J-F100-94 


INDEX 1 PWA 2388 


13646 


FIGURE 354. HOOKS 


2-856.6 Change 19 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


HOOK 
PWA 2388 HOOK-SAFETY 

2200 LB CAPACITY 
PWA 2388-3 
PWA 2388-2 


2-857 


T.O. 2J-F100-94 


INDEX 2 PWA 50918 


INDEX 16 PWA 51427 INDEX 21 PWA 56680 


93120 


FIGURE 355. HOUSINGS 


2-858 Change 25 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


DELETED 
PWA 50918 


PWA 51348 


PWA 56333 


MS51972-5 
MS9321-14 
MS16998-100 
PWA 56333-7 
MS35650-304 
MS9321-09 
М59783-18 
М59321-09 
М59783-18 
М59321-09 
Р\\/А 56333-1 
PWA 51427 


М535650-304 
М59320-09 
MS16996-15 
PWA 51427-5 
PWA 56680 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


HOUSINGS 


HOUSING-BEARING, REAR COMPRESSOR ROTOR . 
AND STATOR FRONT BALANCE FIXTURE 
FOR DEPOT LEVEL USE ONLY 
HOUSING-BALANCE AND СОМСЕМТВІСІТУ 
CHECKING 
FOR DEPOT LEVEL USE ONLY 
HOUSING-INLET FAN MODULE, SIMULATING 
SUPERSEDES PWA 51427 
SUPERSEDED BY PWA 56680 


'HOUSING-INLET FAN MODULE, SIMULATING 


SUPERSEDED BV PWA 56333 


HOUSING-FAN INLET, SIMULATED 
SUPERSEDES PWA 56333 


Change 25 2-859 


T.O. 2J-F100-94 


INDEX 1 PWA 70307 


13648 


FIGURE 356. INSERTS 


2-860 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PWA 70307 
FOR DEPOT LEVEL USE ONLY 


2-861 


T.O. 2J-F100-94 


INDEX 1 GS21678-1 INDEX 2 GS22415-1 


DY 5) 


INDEX 3 GS22420-1 INDEX 4 2564567 


INDEX 5 2564568 
INDEX 6 2564569 


INDEX 7 2564111 INDEX 8 PWA 56570 


88426 


FIGURE 357. INSTALLERS 


2-862 Change 18 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


INSTALLERS 

GS21678-1 INSTALLER-FACE SEAL 
FOR DEPOT LEVEL USE ONLY 

GS22415-1 INSTALLER-RETAINING RING 
FOR DEPOT LEVEL USE ONLY 

GS22420-1 INSTALLER-SEAL 
FOR DEPOT LEVEL USE ONLY 

2564567 INSTALLER-PREFORMED РКС, PB BELLOWS 
HOUSING 
FOR DEPOT LEVEL USE ONLY 

2564568 INSTALLER-PREFORMED PKG, PF1AW/PF3AR 
BELLOWS 
FOR DEPOT LEVEL USE ONLY 

2564569 INSTALLER-PREFORMED PKG, BELLOWS COVER .. 
FOR DEPOT LEVEL USE ONLY 

2564111 INSTALLER-PACKING AND SEAL PRESSURE 
RESET PISTON 
FOR DEPOT LEVEL USE ONLY 

PWA 56570 INSTALLER-AUGMENTOR, SEAL HINGE PIN 
SUPERSEDES PWA 51762 


Change 18 2-863 


T.O. 2J-F100-94 


INDEX 2 PWA56114 


FIGURE 358. INTERFACES 


2-864 


12649 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER 1234567 DESCRIPTION ASSY CODE 


INTERFACE 
PWA 56113 INTERFACE ASSY, DIAGNOSTIC SYSTEM 1 
(ORGANIZATIONAL) 
REPLACES PWA 56088 
PWA 56114 INTERFACE ASSY, DIAGNOSTIC SYSTEM 1 
(INTERMEDIATE) 
REPLACES PWA 56096 


2-865 


T.O. 2J-F100-94 


INDEX 7 PWA 53353 


INDEX 11 PWA 55712 


13649 


FIGURE 359. INDICATORS 


2-866 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 51723 


PWA 51723-2 
NSCH-329 


AN515-4-4 
PWA 51723-4 
PWA 51723-1 
PWA 53353 


PWA 53353-2 
CL-13-KA-4.0-L 


PWA 53353-3 
PWA 55712 


PT-5646 


CP-2199 
PWA 55712-13 


PWA 55712-12 


MS16555-4 
PWA 55712-8 
PWA 55712-9 
PWA 55712-10 
PWA 55712-1 
PWA 55712-11 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


INDICATORS 
INDICATOR-TURBINE SHAFT RETAINING NUT, 
ANGLE OF TURN 


. PROTRACTOR 


INDICATOR-TURN AND LOCK AP4 BORESCOPE 
PLUG 


. IHUMBSCREW 
. CABLE ASSY 


P&WA PART NO. PWA 53353-1 


. INDICATOR ASSY 


INDICATOR-GEARBOX DRIVESHAFT COUPLING 
RUNOUT 


. INDICATOR-POINT 


P&WA PART NO. PWA 55712-15 
SUPERSEDES PT-1 
P&WA PART NO. PWA 55712-6 


. INDICATOR 


P&WA PART NO. PWA 55712-14 
SUPERSEDES LT-10 
P&WA PART NO. PWA 55712-5 


. CLAMP-SWIVEL 


P&WA PART NO. PWA 55712-4 


SUPERSEDES CP-2503 
P&WA PART NO. PWA 55712-2 


` KNOB-KNURLED 
` KNOB-KNURLED 


USABLE 
ON 
CODE 


Change 14 


2-867 


T.O. 2J-F100-94 


el 0000 


со 
OG 


INDEX 1 PWA 54272 
(DEPOT) 


13 PWA 54274 


(DEPOT) 


INDEX 


13650 


INSTRUMENT SYSTEMS 


FIGURE 360. 


2-868 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


NDT-25PWA-1 


4098 

4107 

4473 

1018 

4321 

4052 

3145 

4187 

4475 

PWA 34630 
PWA 54272-10 
PWA 54274 


2857 
2859 
PWA 54274-3 


1663 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


INSTRUMENT SYSTEM 
INSTRUMENT SYSTEM-EDDY CURRENT 
INSPECTION, PROGRAMMABLE 
FOR DEPOT LEVEL USE ONLY 
P&WA PART NO. PWA 54272 


. EDDYSCOPE-NOT-25L 


P&WA PART МО. PWA 54272-1 


. MONITOR-VIDEO 9 


P&WA PART NO. PWA 54272-2 


. RAILS-ATTACHING 


P&WA PART NO. PWA 54272-3 


. CABLES-POWER, AC 


P&WA PART МО. PWA 54272-4 


- ADAPTER-PROBE 


P&WA PART МО. PWA 54272-5 


. BOARD-EXTENDER 


P&WA PART МО. PWA 54272-6 


. RECORDER-R16, WITH CABLE AND CASE 


P&WA PART NO. PWA 54272-7 


. CABLE-DISPLAY MONITOR 


P&WA PART NO. PWA 54272-8 


. CONNECTOR-COMPUTOR 


P&WA PART NO. PWA 54272-9 


. SWITCH-FOOT 


P&WA PART NO. PWA 54272-11 


. MANUAL-PARTS WITH SCHEMATICS, 


COMMERCIAL OPERATING, MAINTENANCE 
INSTRUMENT SYSTEM-HOLE INSPECTION, 

ROTATING EDDY CURRENT 

FOR DEPOT LEVEL USE ONLY 


. MAIN ОМП-ВЕСНИ ІІ 


P&WA PART NO. PWA 54274-1 


. SCANNER-RC 


P&WA PART NO. PWA 54274-2 


. MANUAL-PARTS WITH SCHEMATICS, 


COMMERCIAL OPERATING, MAINTENANCE 


P&WA PART NO. PWA 54274-4 


2-869 


T.O. 2J-F100-94 


че 
е 


INDEX 1 РМА 500051 


110272 


FIGURE 360A. INSULATORS 


2-870 Change 29 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER CAGE DESCRIPTION ASSY CODE 


INSULATORS 
PWA 500051 52661 | INSULATOR-BLANKET, HEATER 


Change 29 2-870.1 


T.O. 2J-F100-94 


INDEX 1 PWA 24667 


13651 


FIGURE 361. JACKS 


2-870.2 Change 29 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER CAGE [1234567 DESCRIPTION ASSY CODE 


361 JACKS 
- 1 PWA 24667 #| 52661 | JACK-MAJOR COMPONENT ASSY AND DISASSY .. 11G PEFFF 
FROM FLOOR LEVEL 


2-871 


T.O. 2J-F1 00-94 


I 
eds у= å 


ў 
ДИ = 


INDEX 1 PWA 53522 


INDEX 3 PWA 53542 


= A 


ШШ 


INDEX 12 PWA 70350 
INDEX 13 PWA 70354 
INDEX 14 PWA 70355 
INDEX 15 PWA 70352 
INDEX 16 PWA 70353 
INDEX 17 PWA 70356 


2-872 Change 23 


L 2D 
K 


— 2С 


La 


А 
Sa 


INDEX 2 PWA 53524 


ШЕП 


INDEX 4 PWA 70338 
INDEX 5 PWA 70342 
INDEX 6 PWA 70343 
INDEX 7 PWA 70339 
INDEX 8 PWA 70340 
INDEX 9 PWA 70341 
INDEX 10 PWA 70344 
INDEX 11 PWA 70351 


FIGURE 362. JAWS 


98761 


222222 


222222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53522 
PWA 53524 
MS16995-67 
PWA 53524-2 
SE30X1/2X.062 
PWA 53524-1 
PWA 53524-5 
PWA 53542 
MS16995-67 
PWA 53542-2 
SE30X1/2X.062 
PWA 53542-1 


PWA 53542-5 
PWA 70338 


PWA 70342 


PWA 70343 


PWA 70339 
PWA 70340 
PWA 70341 
PWA 70344 
PWA 70351 
PWA 70350 


PWA 70354 


PWA 70355 


PWA 70352 
PWA 70353 


PWA 70356 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


JAWS 
JAWS-SIZING, 4TH AND 5ТН STAGE 
COMPRESSOR STATOR SHROUD, BRAZE RINGS 
JAWS-SIZING, 7TH STAGE COMPRESSOR 
STATOR ASSY, BRAZE AND CONSTRAIN RINGS 


JAWS-SIZING, 8TH STAGE COMPRESSOR 
STATOR ASSY, BRAZE AND CONSTRAIN RINGS 


(OD) 
FOR DEPOT LEVEL USE ONLY 
JAW SET-10TH STAGE COMPRESSOR AIRSEAL .... 
(OD) 
FOR DEPOT LEVEL USE ONLY 
JAW SET-11TH STAGE COMPRESSOR AIRSEAL .... 
(OD) 
FOR DEPOT LEVEL USE ONLY 
JAW SET-7TH STAGE STATOR FRONT (OD) 
FOR DEPOT LEVEL USE ONLY 
JAW SET-8TH STAGE STATOR FRONT (OD) 
FOR DEPOT LEVEL USE ONLY 
JAW SET-3RD STAGE STATOR FRONT (OD) 
FOR DEPOT LEVEL USE ONLY 
JAW SET-12TH STAGE STATOR FRONT (OD) 
FOR DEPOT LEVEL USE ONLY 
JAW SET-7TH STAGE STATOR REAR (ID) 
FOR DEPOT LEVEL USE ONLY 
JAW SET-6TH STAGE COMPRESSOR AIRSEAL (ID) . 
FOR DEPOT LEVEL USE ONLY 
JAW SET-10TH STAGE COMPRESSOR AIRSEAL .... 
(ID) 
FOR DEPOT LEVEL USE ONLY 
JAW SET-11TH STAGE COMPRESSOR AIRSEAL .... 
(ID) 
FOR DEPOT LEVEL USE ONLY 
JAW SET-8TH STAGE STATOR REAR (ID) 
FOR DEPOT LEVEL USE ONLY 
JAW SET-9TH STAGE STATOR REAR (ID) 
FOR DEPOT LEVEL USE ONLY 
JAW SET-12TH STAGE STATOR REAR (ID) 
FOR DEPOT LEVEL USE ONLY 


Change 23 2-873 


T.O. 2J-F100-94 


ë | INDEX 1 PWA 53661 | 
SC” 
¿ë M INDEX 2 PWA 53558 l- i 
PSN 


а й 
INDEX З PWA 53575 


FIGURE 363. JAWS-CONTINUED 


2-874 Change 23 


98762 


222222 D III DT 


222222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53661 


MS16995-63 
PWA 53661-2 
SE28LENGTHX1/ 
2X.094 

PWA 53661-1 
PWA 53661-5 
PWA 53558 


MS16995-67 
PWA 53558-2 
SE28X1/2X.062 


PWA 53558-1 
PWA 53558-5 
PWA 53575 


MS16995-66 
PWA 53575-2 
SE27LENGTHX1/ 
2X.062 

PWA 53575-1 
PWA 53575-5 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


JAWS-CONTINUED 
JAWS-SIZING, 12TH STAGE COMPRESSOR 
STATOR ASSY, CONSTRAIN RINGS 


. SPRING 


P&WA PART NO. PWA 53661-4 


` BOX ASSY 


JAWS-SIZING, ЭТН STAGE COMPRESSOR 
STATOR ASSY, BRAZE AND CONSTRAIN RINGS 


` BOX ASSY 


JAWS-SIZING, 10TH STAGE COMPRESSOR 
STATOR ASSY, BRAZE AND CONSTRAIN RINGS 


Change 23 2-875 


98763 


2-876 | Change 23 


777799 777799 


222222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53591 


MS16995-66 
PWA 53591-2 
SE27X1/2ODX.06 
2 

PWA 53591-1 
PWA 53591-5 
PWA 53607 


MS16995-66 
PWA 53607-2 
SE26X1/2X.062 


PWA 53607-1 
PWA 53607-5 
PWA 53505 


MS16995-66 
PWA 53505-2 
SE30X1/2ODX.06 
2 

PWA 53505-1 
PWA 53505-5 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


JAWS-CONTINUED 
JAWS-SIZING, 11TH STAGE COMPRESSOR 
STATOR ASSY, BRAZE AND CONSTRAIN RINGS 


. SPRING 


P&WA PART NO. PWA 53591-4 


` BOX ASSY 


JAWS-SIZING, 12TH STAGE COMPRESSOR 
STATOR ASSY, BRAZE AND CONSTRAIN RINGS 


` BOX ASSY 
JAWS-SIZING, 6TH STAGE COMPRESSOR 
STATOR ASSY, BRAZE AND CONSTRAIN RINGS 


Change 23 2-877 


T.O. 2J-F100-94 


INDEX 11 PWA 53471 — e e eëlëlé.lFluoeelee 136 


FIGURE 365. JAWS-CONTINUED 


2-878 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53461 


MS16995-52 
PWA 53461-2 
SE 20 


PWA 53461-1 
MP380-H3-RC1 
PWA 53466 
MS16995-52 


PWA 53466-3 
SE 18 


PWA 53466-1 
MP380-H3-RC1 
PWA 53471 
MS16995-51 


PWA 53471-2 
SE 20 


PWA 53471-1 
MP380-H3-RC1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


JAWS-CONTINUED 
JAWS-SIZING, NO. 3 AND NO. 4 BEARING AIR 
SEALING-RING, BRAZE RINGS 


` SPRING 


0.375 OD X 0.062 IN. DIA 
P&WA PART NO. PWA 53461-4 


P&WA PART NO. PWA 53461-5 
JAWS-SIZING, NO. 3 AND NO. 4 BEARING AIR 
SEALING-RING, BRAZE RINGS 


0.375 OD X 0.062 IN. DIA 
P&WA PART NO. PWA 53466-4 


P&WA PART NO. PWA 53466-5 
JAWS-SIZING, NO. 4 BEARING AIR SEALING, 
BRAZE RING 


` SPRING 


0.375 OD X 0.062 IN. DIA 
P&WA PART NO. PWA 53471-4 


P&WA PART NO. PWA 53471-5 


USABLE 
ON 
CODE 


Change 23 


2-879 


T.O. 2J-F100-94 


INDEX 1 PWA 53503 


FIGURE 366. JAWS-CONTINUED 


2-880 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53503 


MS16995-66 
PWA 53503-2 
SE 22 


PWA 53503-1 
PWA 53503-5 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 
JAWS-CONTINUED 


JAWS-SIZING, 4TH AND 5TH STAGE 
COMPRESSOR STATOR SHROUD, BRAZING 
RINGS 
FOR DEPOT LEVEL USE ONLY 


0.500 OD X 0.062 IN. DIA 
P&WA PART NO. PWA 53503-4 


Change 23 2-881 


T.O. 2J-F100-94 


| 
36 
ў INDEX 21 PWA 55754 cl INDEX 28 PWA 55796 


FIGURE 367. JIGS 


101606 


2-882 Change 24 


эл? 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 70169 


PWA 70169-9 


PWA 70169-10 
PWA 70169-11 
MS16555-33 
MS16555-29 
PWA 70169-5 
PWA 70169-4 
PWA 70169-8 
MS16555-28 
MS16555-46 
PWA 70169-1 
MP-350-H2-RC1 


PWA 55753 


PWA 55753-4 


AN515C-5-4 
PWA 55753-6 
PWA 55753-3 
PWA 55753-2 
PWA 55753-1 
PWA 55754 


PWA 55754-4 
AN515C-5-4 

PWA 55754-5 
PWA 55754-3 
PWA 55754-2 
PWA 55754-1 
PWA 55796 


PWA 55796-3 


PWA 55796-4 


PWA 55796-2 
PWA 55796-8 


PWA 55796-5 
PWA 55796-6 
PWA 55796-7 
PWA 55796-1 


DESCRIPTION 


JIGS 

JIG-DRILL, ADAPTER TUBE LUG AUG SPRAY 
MANIFOLD 
FOR DEPOT LEVEL USE ONLY 


| CONTAINER 


P&WA PART NO. PWA 70169-12 
JIG-SEAL, AUGMENTOR, DIVERGENT NOZZLE 
SEGMENT 
FOR DEPOT LEVEL USE ONLY 


. SCREW-FLAT HD 


0.086-56 THD X 0.188, SST 


`JIG-SEAL, AUGMENTOR BALANCE BEAM NOZZLE .. 


SEGMENT 
FOR DEPOT LEVEL USE ONLY 


` CLIP-SPRING 
` PIN-DOWEL 


JIG-SEAL, AUGMENTOR, CONVERGENT NOZZLE ... 
SEGMENT 
FOR DEPOT LEVEL USE ONLY 
. SCREW-FLAT HD SOCKET 
0.086-56 THD X 0.18 IN. LONG, SST 
. PIN-DOWEL 
0.938 DIA X 0.18 IN. LONG, SST 


` SCREW-BUTTON HD 


5-40 X 0.125 IN. LONG, SST 


. CLIP-SPRING 
. CLIP-SPRING 
. CLIP-SPRING 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


> 


A а а До å å ok а ini 


USABLE 
ON 
CODE 


Change 24 


2-883 


T.O. 2J-F100-94 


INDEX 13 PWA 50080 


INDEX 1 PWA 53892 


INDEX 24 PWA 54435 


INDEX 14 PWA 54289 


23358 


FIGURE 368. KITS 


Change 1 


2-884 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53892 
CL23-KA-48LR 
AN4C-6A 

PWA 53892-2 
PWA 53892-11 
PWA 53892-14 
HW-4 

HW-2 

PWA 53892-4 
PWA 53892-3 
TS-30 
UPC540-H3-RC1 
PWA 50080 
PWA 54289 
PWA 54285 


PWA 54287 


PWA 54282 


PWA 54283 
PWA 54226 
PWA 54284 


PWA 54286 
PWA 54225 
PWA 54288 
PWA 54435 


PWA 54432 
PWA 54431 
PWA 54433 
PWA 54436 
AL1616-0504 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


KITS 
KIT-ADAPTER, BACK UP CONTROL, COUPLING .... 
RIGGING 
. CABLE ASSY 
P&WA PART NO. PWA 53892-13 


P&WA PART NO. PWA 53892-10 
. BOLT-HEX 


` SCREWDRIVER-TORQUE 
P&WA PART NO. PWA 53892-6 


P&WA PART NO. PWA 53892-1 

KIT-ADAPTER, TEST STAND KMU-453/E 

KIT-EDDY CURRENT INSPECTION TOWERSHAFT .. 
BEVEL GEAR 
FOR DEPOT LEVEL USE ONLY 

. PROBE-EDDY CURRENT INSPECTION 
TOWERSHAFT BEVEL GEAR, AREA D GEAR 
TOOTH 

. LOCKNUT-GEAR POSITIONER 
MAKE FROM 500AF, MFD BY 18873 

. STANDARD-GAGE, PROBE CALIBRATION 
TOWERSHAFT BEVEL GEAR 
MAKE FROM 5025444, MFD BY 9E180 

. PROBE-EDDY CURRENT TOWERSHAFT BEVEL ... 
GEAR AREA A 

. CONNECTOR-UNIVERSAL EDDY CURRENT 
INSPECTION 

. PROBE-EDDY CURRENT TOWERSHAFT BEVEL ... 
GEAR AREA B 

. POSITIONER-GEAR TOWERSHAFT BEVEL GEAR .. 

. CABLE ASSY-D SERIES 2-PIN CONNECTOR 

. CONTAINER-STORAGE 

KIT-ULTRASONIC INSPECTION, 3RD 
COMPRESSOR DISK 
FOR DEPOT LEVEL USE ONLY 


| CONTAINER 
P&WA PART NO. PWA 54436-1 


USABLE 
ON 
CODE 


Change 13 


2-885 


T.O. 2J-F100-94 


INDEX 1 AHT50079-1 13658 


FIGURE 369. KITS-CONTINUED 


2-886 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER CAGE DESCRIPTION ASSY CODE 


KITS 
AHT50079-1 #| 52661 | KIT-ADAPTER, AIRCRAFT ENGINE KMU-454/E 
P&WA PART NO. PWA 50079 


2-887 


T.O. 2J-F100-94 


À STI 
LAS уў ЈЕ 
MA 


Ja å 
mø 


AN, AQE 
ія 
27 


= INDEX 5 PWA 56120 


FIGURE 370. KITS-CONTINUED 


2-888 


PS240BX2 


== 


2222 DV 


22222 2 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


T150083 


PWA 56075 


DO48602 


PWA 50218 
PWA 56120 
PWA 56120-2 
MS16555-20 
MS35691-23 
SS-10021-0 


PWA 56120-2-3 
PWA 56120-2-2 
PWA 56120-2-1 
PWA 56120-1 
MS16555-20 
MS35691-23 
SS-10021-0 


PWA 56120-1 
PWA 56120-1 
PWA 56120-1- 
1400F 


3 
2 
1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


KITS 
KIT-MAINTENANCE, TRIMMER CONTROL 
P&WA PART NO. PWA 50083 
SUPERSEDES PWA 50077 
KIT-MAINTENANCE, AIRCRAFT ENGINE FLEXIBLE .. 
BOROSCOPE 
SUPERSEDES MA50132 
P&WA PART NO. PWA 50132 
SUPERSEDES PWA 52042 
KIT-MAINTENANCE, AIRCRAFT ENGINE KMU-449/E . 
P&WA PART NO. PWA 50319 
KIT ASSY-BACKUP CONTROL ENGINE TESTING.... 
KIT-ADAPTER, RIGID BORESCOPE 


. ADAPTER ASSY-AP3 


.. SCREW-CAPTIVE PANEL 


P&WA PART NO. PWA 56120-2-4 


.. PLATE-OUTER 
.. PLATE-INNER 


P&WA PART NO. PWA 56120-1-4 


.. PLATE-OUTER 
.. PLATE-INNER 


· CONTAINER 


P&WA PART NO. PWA 56120-3 


USABLE 
ON 
CODE 


Change 24 


2-889 


T.O. 2J-F100-94 


2, 3, 4, 5, 6, 7, 8, 9, 10, 11, 12 = 
| ср 


INDEX 1 PWA 52924 


16 


22 —/Q 
21 O 
19 | 
17 | 18 
x / 
Q 
INDEX 15 PWA 55192 INDEX 20 PWA 55193 


INDEX 14 PWA 55190 INDEX 23 PWA 55195 
25 
27 | 
| 
26 
INDEX 24 PWA 55197 INDEX 28 PWA 55198 


98764 


FIGURE 371. KITS-CONTINUED 


2-890 Change 23 


ол 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52924 


PWA 52924-2 
PWA 52924-3 
PWA 52924-4 
PWA 52924-5 
PWA 52924-6 
PWA 52924-7 
PWA 52924-8 
PWA 52924-10 
PWA 52924-11 
PWA 52924-12 
PWA 52924-13 
PWA 52924-9 
PWA 55190 
PWA 55192 
27901 


PWA 55192-5 
PWA 55192-6 
PWA 55192-2 
PWA 55193 
MS9390-170 
PWA 55193-1 
PWA 55195 
PWA 55197 
PWA 55197-2 
MS51021-131 
PWA 55197-4 
PWA 55198 
PWA 55198-1 
MS51021-131 
PWA 55198-2 
6755A12 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


KITS-CONTINUED 
KIT-ELECTRODE, WELDER, ORBITAL 
FOR DEPOT LEVEL USE ONLY 


. ELECTRODE 
. ELECTRODE 
. ELECTRODE 
. ELECTRODE 
. ELECTRODE 
. ELECTRODE 
. ELECTRODE 
. ELECTRODE 
. ELECTRODE 
. ELECTRODE 
. ELECTRODE 
. CONTAINER 


KIT-FTIT PROBE AND TIP REMOVAL 


. COLLET-ASSY, FTIT PROBE TIP REMOVAL 
.. KNOB-KNURLED 


P&WA PART NO. PWA 55192-3 


| GUIDE-FTIT PROBE ПР REMOVAL 
. DRILL ASSY-FTIT PROBE TIP REMOVAL 
.. HANDLE-DRILL 


.. DRILL HANDLE ASSY 
. BOX-UTILITY 


P&WA PART NO. PWA 55190-9 


USABLE 
ON 
CODE 


Change 23 


2-891 


T.O. 2J-F100-94 


INDEX 1 РМА 56017 


13660 


FIGURE 372. KITS-CONTINUED 


2-892 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER CAGE DESCRIPTION ASSY CODE 


KITS-CONTINUED 
PWA 56017 #| 52661 | KIT-ADAPTER, TEST STAND 


Change 1 2-892.1 


T.O. 2J-F100-94 


INDEX 2 PWA 54036 INDEX 13 PWA 54037 


INDEX 1 PWA 54031 


23350 


FIGURE 372A. KITS-CONTINUED 


2-892.2 Change 1 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


KITS-CONTINUED 
PWA 54031 KIT-EDDY CURRENT INSPECTION 1-2 SPACER .... 
INSTALLED 
FOR DEPOT LEVEL USE ONLY 
PWA 54036 . SET-EDDY CURRENT INSPECTION 1-2 SPACER ... 
INSTALLED 
PWA 54032 .. HOLDER-PROBE 
PWA 54050 .. GAGE STANDARD 
PWA 54034 .. DEBRIS REMOVER 
94431 .. ADAPTER-DIFFERENTIAL/REFLECTION 
P&WA PART NO. PWA 54036-8 
PWA 54023 .. CABLE ASSY 
PWA 54028 .. PROBE-SHORT TIP 
PWA 54035 .. PROBE-LONG TIP 
PWA 54021 .. ADAPTER-INSTALLATION 
PWA 54022 .. PROBE POSITIONER 
AL2020-1305 .. CONTAINER 
P&WA PART NO. PWA 54036-1 
PWA 54037 . SET-ENGINE ВОТАТОВ 
PWA 54027 .. ENGINE ВОТАТОВ 
2249-К-60 .. CABLE ASSY-BNG 
P&WA PART NO. PWA 54037-3 
PWA 54035 .. PROBE-LONG TIP 
PWA 54026 .. ROTATOR CONTROLLER 
PWA 54027-5 .. DRIVE WHEEL ASSY 
AL2624-1205 .. CONTAINER 
P&WA PART NO. PWA 54037-1 


Change 1 2-893 


T.O. 2J-F100-94 


зона == 


EP à 


INDEX 1 PWA 55129 


13661 


FIGURE 373. KNIVES 


2-894 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


KNIFE 
PWA 55129 KNIFE-SERRATED, REMOVE BAND SEGMENT 
FROM REAR FAN DUCT 


2-895 


T.O. 2J-F100-94 


INDEX 12 PWA 52331 
36 — 


INDEX 23 PWA 52332 INDEX 34 PWA 52333 


INDEX 45 PWA 514T034-01 INDEX 46 PWA 514T025-01 


ps243x2 


FIGURE 374. LAPS 


2-896 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


PWA 51429 


PWA 51429-4 
PWA 51429-2 
PWA 51429-1 
MS51859-10 
PWA 51429-5 
PWA 51429-6 
PWA 51429-7 
PWA 51429-8 
PWA 51429-9 
PWA 51429-10 
MP350-H2-RC1 
PWA 52331 


PWA 52331-8 
PWA 52331-2 
PWA 52331-1 
PWA 52331-3 
PWA 52331-4 
PWA 52331-5 
PWA 52331-6 
PWA 52331-7 
PWA 52331-9 
PWA 52331-10 
MP340-H2-RC1 


PWA 52332 


PWA 52332-8 
PWA 52332-2 
PWA 52332-1 
PWA 52332-3 
PWA 52332-4 
PWA 52332-5 
PWA 52332-6 
PWA 52332-7 
PWA 52332-9 
PWA 52332-10 
MP340-H2-RC1 


PWA 52333 


PWA 52333-8 
PWA 52333-2 
PWA 52333-1 
PWA 52333-3 
PWA 52333-4 
PWA 52333-5 
PWA 52333-6 


DESCRIPTION 


LAPS 

LAP-CONICAL FITTING REPAIR KIT 
1.1875-12UNJF 
FOR DEPOT LEVEL USE ONLY 


. INTERNAL CUTTER ASSEMBLY 
. BLUING GAGE 

. LAPPING TOOL 

. EXTERNAL CUTTER ASSEMBLY 
. BLUING GAGE 

. LAPPING TOOL 


0.4375-20UNJF 
FOR DEPOT LEVEL USE ONLY 


. SLEEVE 


. INTERNAL CUTTER ASSEMBLY 
. BLUING GAGE 

. LAPPING TOOL 

. EXTERNAL CUTTER ASSEMBLY 
. BLUING GAGE 

- LAPPING TOOL 


P&WA PART МО. PWA 52331-11 
LAP-CONICAL FITTING REPAIR KIT 
0.5625-18UNJF 
FOR DEPOT LEVEL USE ONLY 


. INTERNAL CUTTER ASSEMBLY 
. BLUING GAGE 

. LAPPING TOOL 

. EXTERNAL CUTTER ASSEMBLY 
. BLUING TOOL 

. LAPPING TOOL 


P&WA PART МО. PWA 52332-11 
LAP-CONICAL FITTING REPAIR KIT 
0.750-16UNJF 
FOR DEPOT LEVEL USE ONLY 


` BLUING GAGE 
` LAPPING TOOL 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 


ASSY CODE 


Oi са а Гаа = 


Gad ша ET Er „Жыз ak EN (еа Шш 


= 


Change 6 


ON 


2-897 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-898 


PART 
NUMBER 


PWA 52333-7 
PWA 52333-9 
PWA 52333-10 
MP340-H2-RC1 


514T034-01 


514T035-01 


UNITS 
PER 


DESCRIPTION ASSY 


. EXTERNAL CUTTER ASSEMBLY 
. BLUING GAGE 
- LAPPING TOOL 


P&WA PART NO. PWA 52333-11 
LAP-SUPPORT 
FOR DEPOT LEVEL USE ONLY 


FOR DEPOT LEVEL USE ONLY 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 13 PWA 52335 


INDEX 37 PWA 53324 


INDEX 25 PWA 52336 


INDEX 39 PWA 51153 


13662 


FIGURE 375. LAPS-CONTINUED 


(2-899 Blank)/2-900 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52334 


PWA 52334-8 
PWA 52334-2 
PWA 52334-1 
PWA 52334-4 
PWA 52334-3 
PWA 52334-5 
PWA 52334-6 
PWA 52334-7 
PWA 52334-9 
PWA 52334-10 
MP350H2-RC1 


PWA 52335 


PWA 52335-8 
PWA 52335-2 
PWA 52335-1 
PWA 52335-3 
PWA 52335-4 
PWA 52335-5 
PWA 52335-6 
PWA 52335-7 
PWA 52335-9 
PWA 52335-10 
MP350H2-RC1 


PWA 52336 


PWA 52336-8 
PWA 52336-2 
PWA 52336-1 
PWA 52336-4 
PWA 52336-3 
PWA 52336-5 
PWA 52336-6 
PWA 52336-7 
PWA 52336-9 
PWA 52336-10 
MP350H2-RC1 


PWA 53324 


DELETED 
PWA 51153 


PWA 51153-4 
PWA 51153-2 
PWA 51153-1 
PWA 51153-3 


DESCRIPTION 


LAPS-CONTINUED 
LAP-CONICAL FITTING REPAIR KIT 

0.812-16UNJF 

FOR DEPOT LEVEL USE ONLY 


. CUTTER ASSY 
. GAGE-BLUING 
. TOOL-LAPPING 
. CUTTER ASSY 
. GAGE-BLUING 
. TOOL-LAPPING 


P&W PART NO. PWA 52334-11 
LAP-CONICAL FITTING REPAIR KIT 
0.875-14UNJF 
FOR DEPOT LEVEL USE ONLY 


. SLEEVE 


. INTERNAL CUTTER ASSY 
. GAGE-BLUING 

. TOOL-LAPPING 

. EXTERNAL CUTTER ASSY 
. TOOL-LAPPING 

. GAGE-BLUING 


P&W PART NO. PWA 52335-11 
LAP-CONICAL FITTING REPAIR KIT 
1.0625-12UNJF 
FOR DEPOT LEVEL USE ONLY 


. GAGE-BLUING 
. TOOL-LAPPING 
. CUTTER ASSY 
. GAGE-BLUING 
. TOOL-LAPPING 


P&W PART NO. PWA 52336-11 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
ASSY CODE 


м реа кан a о аа та а аа а аа а До ни = 


а а а Ма аа а Др ko — 


LAP-PLATE, ELBOW AUGMENTOR FUEL SUPPLY ... 


Change 27 


2-901 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-902 


PART 
NUMBER 


PWA 51153-5 
PWA 51153-6 
PWA 51153-7 
PWA 51153-8 
PWA 51153-9 
PWA 51153-10 
MP340H2-RC1 


DESCRIPTION 


. INTERNAL CUTTER ASSEMBLY 
. BLUING GAGE 

. LAPPING TOOL 

. EXTERNAL CUTTER ASSEMBLY 
. BLUING GAGE 

. LAPPING TOOL 


P&WA PART NO. PWA 51153-11 


UNITS 
PER 
ASSY 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 1 PWA 52784 
(DEPOT) 


13663 


FIGURE 376. LIGHTS 


(2-903 Blank)/2-904 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


PWA 52784 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


LIGHTS 

LIGHT-ASSY, FRONT COMPRESSOR TURBINE 
SHAFT 
FOR DEPOT LEVEL USE ONLY 


2-905 


T.O. 2J-F100-94 


INDEX 1 PWA 52380 


INDEX 2 PWA 52971 


INDEX 4 PWA 54204 


(2 INDEX 5 PWA 54216 INDEX 6 PWA 56568 96870 


FIGURE 377. LOCATORS 


2-906 Change 21 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52380 
PWA 52971 


PWA 52972 
PWA 54204 


PWA 54204-1 
MP340-H2-RC1 


PWA 54216 
PWA 54216-1 
MP340-H2-RC1 


PWA 56568 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


LOCATORS 
LOCATOR-1ST STAGE TURBINE DISK 
LOCATOR-CENTER, REAR COMPRESSOR DRIVE ... 
SHAFT GRINDING, FRONT 
LOCATOR-CENTER, REAR COMPRESSOR DRIVE ... 
SHAFT GRINDING, REAR 
LOCATOR-GAGE STANDARD, ЗАО FAN DISK 
FOR DEPOT LEVEL USE ONLY 


. LOCATOR ASSY 


P&WA PART NO. PWA 54204-3 
LOCATOR-GAGE STANDARD, 1ST STAGE FAN 
DISK 
FOR DEPOT LEVEL USE ONLY 


. LOCATOR ASSY 


P&WA PART NO. PWA 54216-2 
LOCATOR-CENTER (REAR), REAR COMPRESSOR .. 
DRIVESHAFT GRINDING 
FOR DEPOT LEVEL USE ONLY 


Change 26 2-907 


T.O. 2J-F100-94 


INDEX 1 PWA 55111 |=’ INDEX5PWA54751 


[= INDEX 6 PWA 54752 


101607 


FIGURE 378. MANDRELS 


2-908 Change 25 


2222 


Т.О. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 


NUMBER NUMBER DESCRIPTION ASSY CODE 


MANDRELS 

PWA 55111 MANDREL-BLIND BOLT ASSY, OUTER FAIRING 
BRACKETS (REOP) 
FOR DEPOT LEVEL USE ONLY 

NAS607-1-3 

PWA 55111-2 

PWA 55111-1 а 

PWA 54751 MANDREL-POLISHING, FORWARD RADIUS DRIVE .. 
SHAFT 

PWA 54752 MANDREL-POLISHING, AFT CHAMFER DRIVE 
SHAFT 


Change 25 2-909 


T.O. 2J-F100-94 


INDEX 1 PWA 55263 INDEX 6 PWA 55264 


INDEX 7 PWA 55267 INDEX 14 PWA 55268 


INDEX 15 PWA 55270 INDEX 16 PWA 55272 


INDEX 17 PWA 70688 97559 


FIGURE 379. MASKS 


2-910 Change 22 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55263 
MS35690-410 
MS9321-10 
CL-00-SB 


MS16555-46 
PWA 55264 
PWA 55267 


MS16995-25 
482-US1B#2 


90279D240 
PWA 55267-3 
MS122080 
PWA 55267-1 
PWA 55268 
PWA 55270 
PWA 55272 


PWA 70688 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


MASKS 
MASK-COMPRESSOR STATOR EXIT VANES 


MASK-12TH STAGE COMPRESSOR STATOR 
ABRADABLE VANES 


. HANDLE-DOOR PULL 


P&WA PART NO. PWA 55267-5 


. SCREW-ROUND HD MACHINE 


P&WA PART NO. PWA 55267-4 


. SEGMENT-SLIDING 


`MASK-1 2TH STAGE COMPRESSOR STATOR OD .... 


MASK-12TH STAGE COMPRESSOR STATOR ID 
PLAIN END 

MASK-10TH TO 13TH COMPRESSOR CASE REAR .. 
FLANGE 

MASK-PROTECTIVE, 11TH AND 12TH 
COMPRESSOR STATOR SEGMENT 
FOR DEPOT LEVEL USE ONLY 


USABLE 
ON 
CODE 


Change 22 


2-911 


T.O. 2J-F100-94 


INDEX 1 PWA 55273 INDEX 8 PWA 55541 


INDEX 11 PWA 55583 INDEX 12 PWA 55593 


INDEX 15 PWA 57215 INDEX 24 PWA 57342 


FIGURE 380. MASKS-CONTINUED 


2-912 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55273 


MS35649-103 
MS9321-09 
PWA 55273-4 
MS9390-300 
4029 


PWA 55273-1 
PWA 55541 


PWA 55541-2 
PWA 55541-1 
PWA 55583 


PWA 55593 


PWA 55593-3 
PWA 55593-5 
PWA 57215 


PWA 57215-5 
MS16995-36 
PWA 57215-6 
91792D829 


PWA 57215-3 
MS16995-36 
PWA 57215-4 
PWA 57215-1 
PWA 57342 


PWA 57342-1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


MASKS-CONTINUED 
MASK-10TH TO 13TH COMPRESSOR CASE ID 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 55273-2 


. MASK 


MASK-ID Al BOSS BORE 
FOR DEPOT LEVEL USE ONLY 


`MASK-FLAME SPRAY COMPRESSOR STATOR 


ARM BEARING 

FOR DEPOT LEVEL USE ONLY 
MASK-FLAME SPRAY, COMPRESSOR STATOR 

ARM BEARING, LEFT 

FOR DEPOT LEVEL USE ONLY 


MASK-SHOTPEEN-FRONT/REAR 8TH STAGE 
COMPRESSOR DISK 
FOR DEPOT LEVEL USE ONLY 


. SCREW-PAN HEAD (АР) 


P&WA PART NO. PWA 57215-7 


. COVER-OUTER 
. SCREW (AP) 

. RING-SPACER 
. COVER-INNER 


MASK-SHOTPEEN, COMPRESSOR BLADE LOCK ... 
RETAINER-INNER 


Change 19 


USABLE 
ON 
CODE 


2-912.1 


T.O. 2J-F100-94 


mm 


INDEX 1 PWA 71059 INDEX 2 PWA 71286 


INDEX 3 PWA 71287 INDEX 4 PWA 71306 


INDEX 5 PWA 71104 INDEX 6 PWA 71038 


90113 


FIGURE 380A. MASKS-CONTINUED 


2-912.2 Change 19 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


MASKS-CONTINUED 

PWA 71059 MASK-SHOTPEEN INNER, 4TH AND 5TH STAGE .... 
DRUM ROTOR 
FOR DEPOT LEVEL USE ONLY 

PWA 71286 MASK-SHOTPEEN INNER, 4TH AND 5TH STAGE .... 
DRUM ROTOR 
FOR DEPOT LEVEL USE ONLY 

PWA 71287 MASK-SHOTPEEN, DISK DRUM ROTOR FRONT 
COMPRESSOR, ASSY OF 
FOR DEPOT LEVEL USE ONLY 

PWA 71306 MASK-COVER ASSY, DISK AND HUB 
COMPRESSOR, 6TH STAGE ASSY 
FOR DEPOT LEVEL USE ONLY 

PWA 71104 MASK-SHOTPEEN, CASE, FAN INLET 
FOR DEPOT LEVEL USE ONLY 

PWA 71038 MASK-COVER ASSY, DISK DRUM ROTOR, FRONT .. 
COMPRESSOR, ASSY OF 
FOR DEPOT LEVEL USE ONLY 


Change 20 2-913 


T.O. 2J-F100-94 


—10 
9 
| 
11 


INDEX 1 PWA 55691 INDEX 8 PWA 55693 


INDEX 12 PWA 70470 INDEX 13 PWA 70473 


INDEX 14 PWA 70474 


FIGURE 381. MASKS-CONTINUED 


2-914 Change 7 


22225252 DV 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55691 
PWA 55691-2 
PWA 55691-7 
PWA 55691-3 
PWA 55691-4 
PWA 55691-5 
PWA 55691-1 
MP340-H3-RC2 
PWA 55693 
PWA 55693-2 
PWA 55693-3 
PWA 55693-1 
MP340-H3-RC2 


PWA 70470 
PWA 70473 


PWA 70474 


PWA 70471 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


MASKS-CONTINUED 
MASK-FLAME SPRAY, ARM COMPRESSOR 
STATOR LINKAGE 


` MASK SEGMENT 
` CONTAINER 


P&WA PART NO. PWA 55691-6 
MASK-FLAME SPRAY, COUPLING COMPRESSOR... 
STATOR LINKAGE 


. SCREW-FLAT HD MACHINE 


0.190-24 X 0.312 IN. LONG 


` SEGMENT-MASK 
` CONTAINER 


P&WA PART NO. PWA 55693-4 
MASK-SHOTPEEN, 5TH STAGE DISK 
MASK-SHOTPEEN, 8TH, 11TH AND 13TH STAGE.... 
DISK 

MASK-SHOTPEEN, DISK, 8TH STAGE 
COMPRESSOR 

MASK-SHOTPEEN, 5TH STAGE COMPRESSOR 
DISK 
FOR DEPOT LEVEL USE ONLY 


Change 21 


USABLE 
ON 
CODE 


2-914.1 


T.O. 2J-F100-94 


INDEX 1 PWA 70460 INDEX 2 PWA 70461 


|= !NDEX7PWA71364 "СЕРЕ фа 


FIGURE 381А. MASKS-CONTINUED 


2-914.2 Change 18 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 


NUMBER NUMBER DESCRIPTION ASSY CODE 


MASKS-CONTINUED 

PWA 70460 MASK-SHOTPEEN, 2ND STAGE COMPRESSOR .... 
DISK AND HUB 
FOR DEPOT LEVEL USE ONLY 

PWA 70461 MASK-SHOTPEEN, 2ND STAGE COMPRESSOR .... 
DISK AND HUB 
FOR DEPOT LEVEL USE ONLY 

PWA 70462 MASK-SHOTPEEN, 2ND STAGE COMPRESSOR .... 
DISK AND HUB 
FOR DEPOT LEVEL USE ONLY 

PWA 70465 MASK-SHOTPEEN, ЗВО STAGE COMPRESSOR .... 
DISK 
FOR DEPOT LEVEL USE ONLY 

PWA 70466 MASK-SHOTPEEN, ЗВО STAGE COMPRESSOR .... 
DISK 
FOR DEPOT LEVEL USE ONLY 

PWA 70467 MASK-SHOTPEEN, ЗВО STAGE COMPRESSOR .... 
DISK 
FOR DEPOT LEVEL USE ONLY 

PWA 71364 MASK-GRIT BLAST AND PLASMA UPPER, NO. 4 
SEAL SUPPORT CHEVRON SEAL 
FOR DEPOT LEVEL USE ONLY 

PWA 71366 MASK-GRIT BLAST AND PLASMA LOWER, NO. 4 ... 
SEAL SUPPORT CHEVRON SEAL 
FOR DEPOT LEVEL USE ONLY 


Change 18 2-915 


T.O. 2J-F100-94 


INDEX 1 PWA 70451 INDEX 2 PWA 70452 


INDEX 3 PWA 70453 INDEX 4 PWA 70454 


INDEX 5 PWA 70455 INDEX 6 PWA 70456 


51202 


FIGURE 381B. MASKS-CONTINUED 


2-916 Change 8 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


MASKS-CONTINUED 

PWA 70451 MASK-SHOTPEEN, 1ST STAGE COMPRESSOR 
DISK AND HUB 
FOR DEPOT LEVEL USE ONLY 

PWA 70452 MASK-SHOTPEEN, 1ST STAGE COMPRESSOR 
DISK AND HUB 
FOR DEPOT LEVEL USE ONLY 

PWA 70453 MASK-SHOTPEEN, 1ST STAGE COMPRESSOR 
DISK AND HUB 
FOR DEPOT LEVEL USE ONLY 

PWA 70454 MASK-SHOTPEEN, 1ST STAGE COMPRESSOR 
DISK AND HUB 
FOR DEPOT LEVEL USE ONLY 

PWA 70455 MASK-SHOTPEEN, 1ST STAGE COMPRESSOR 
DISK AND HUB 
FOR DEPOT LEVEL USE ONLY 

PWA 70456 MASK-SHOTPEEN, 1ST STAGE COMPRESSOR 
DISK AND HUB 
FOR DEPOT LEVEL USE ONLY 


Change 10 2-916.1 


T.O. 2J-F100-94 


INDEX 1 PWA 70457 INDEX 2 PWA 70458 


INDEX 3 PWA 70786 INDEX 4 PWA 70787 


— 


KA 


LD 

DSSS = 

INDEX 5 PWA 70865 NE == 

INDEX 6 PWA 70866 ЧЕ CD 


INDEX 7 PWA 71841 


103652 


FIGURE 381C. MASKS-CONTINUED 


2-916.2 Change 25 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


MASKS-CONTINUED 

PWA 70457 MASK-SHOTPEEN, 1ST STAGE COMPRESSOR 
DISK AND HUB 
FOR DEPOT LEVEL USE ONLY 

PWA 70458 MASK-SHOTPEEN, 1ST STAGE COMPRESSOR 
DISK AND HUB 
FOR DEPOT LEVEL USE ONLY 

PWA 70786 MASK-SHOTPEEN, 2ND STAGE COMPRESSOR 
DISK 
FOR DEPOT LEVEL USE ONLY 

PWA 70787 MASK-SHOTPEEN, 3RD STAGE COMPRESSOR 
DISK 
FOR DEPOT LEVEL USE ONLY 

PWA 70865 MASK-ASSY, SHOTPEEN, BLADE ROOT 
COMPRESSOR ROTOR 
FOR DEPOT LEVEL USE ONLY 

PWA 70866 MASK-ASSY, SHOTPEEN, BLADE ROOT 
COMPRESSOR ROTOR 6TH STAGE 
FOR DEPOT LEVEL USE ONLY 

PWA 71841 MASK-PLUG SET SHOTPEEN INTERMEDIATE 
CASE F100-229 


Change 25 2-916.3 


T.O. 2J-F100-94 


> © 


INDEX 1 PWA 70841 INDEX 2 PWA 70842 
INDEX 3 PWA 70843 INDEX 4 PWA 71035 


INDEX 5 PWA 71037 INDEX 6 PWA 57381 76801 


FIGURE 381D. MASKS-CONTINUED 


2-916.4 Change 15 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


MASKS-CONTINUED 

PWA 70841 MASK ASSY-SHOTPEEN, BLADE ROOT 
COMPRESSOR ROTOR 1ST STAGE 
FOR DEPOT LEVEL USE ONLY 

PWA 70842 MASK ASSY-SHOTPEEN, BLADE ROOT 
COMPRESSOR ROTOR 2ND STAGE 
FOR DEPOT LEVEL USE ONLY 

PWA 70843 MASK ASSY-SHOTPEEN, BLADE ROOT 
COMPRESSOR ROTOR 3RD STAGE 
FOR DEPOT LEVEL USE ONLY 

PWA 71035 MASK-PLUG, DISK DRUM ROTOR, FRONT 
COMPRESSOR, ASSY OF 
FOR DEPOT LEVEL USE ONLY 

PWA 71037 MASK-PLUG, DISK DRUM ROTOR, FRONT 
COMPRESSOR, ASSY OF 
FOR DEPOT LEVEL USE ONLY 

PWA 57381 MASK ASSY-SHOTPEEN, 1ST STAGE TURBINE .... 
DISK 


Change 15 2-916.5 


T.O. 2J-F100-94 


INDEX 1 PWA 71118 INDEX 2 PWA 71304 


о 


INDEX 4 PWA 71120 


INDEX 5 Р\МА 71063 INDEX 6 PWA 71064 


INDEX 7 Р\МА 71609 93264 


FIGURE 381E. MASKS-CONTINUED 


2-916.6 Change 20 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


MASKS-CONTINUED 

PWA 71118 MASK-ASSY, SHOTPEEN, DISK AND HUB 
COMPRESSOR, 6TH STAGE, ASSY OF 
FOR DEPOT LEVEL USE ONLY 

PWA 71304 MASK-PLUG, DISK AND HUB COMPRESSOR, 6TH .. 
STAGE, SUBASSY OF 
FOR DEPOT LEVEL USE ONLY 

PWA 71305 MASK-PLUG, DISK AND HUB COMPRESSOR, 6TH .. 
STAGE, SUBASSY OF 
FOR DEPOT LEVEL USE ONLY 

PWA 71120 MASK-ASSY, SHOTPEEN, DISK AND HUB 
COMPRESSOR, 6TH STAGE, ASSY OF 
FOR DEPOT LEVEL USE ONLY 

PWA 71063 MASK-SHOTPEEN, 1ST STAGE COMPRESSOR 
AIRSEAL ASSY, FRONT 

PWA 71064 MASK-SHOTPEEN, 1ST STAGE COMPRESSOR 
AIRSEAL ASSY, FRONT 

PWA 71609 MASK-GRITBLAST, 2ND STAGE STATOR 
COMPRESSOR ASSY 
FOR DEPOT LEVEL USE ONLY 


Change 20 2-916.6.1 


T.O. 2J-F100-94 


INDEX 1 PWA 71065 INDEX 2 PWA 71066 


INDEX 3 PWA 71074 INDEX 4 PWA 71075 


INDEX 5 PWA 71105 == IE INDEX 6 PWA 71097 


88632 


FIGURE 381F. MASKS-CONTINUED 


2-916.6.2 Change 18 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 71065 
PWA 71066 
PWA 71074 
PWA 71075 
PWA 71105 


PWA 71097 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


MASKS-CONTINUED 

MASK-SHOTPEEN,1ST STAGE COMPRESSOR 
AIRSEAL ASSY, FRONT 

MASK-SHOTPEEN, 1ST STAGE COMPRESSOR 
AIRSEAL ASSY, FRONT 

MASK-SHOTPEEN, 2ND STAGE COMPRESSOR 
AIRSEAL 

MASK-SHOTPEEN, 2ND STAGE COMPRESSOR 
AIRSEAL 

MASK-SHOTPEEN, CASE, FAN INLET 
FOR DEPOT LEVEL USE ONLY 

MASK-SHOTPEEN OUTER, 4TH AND 5TH STAGE ... 
DRUM ROTOR 
FOR DEPOT LEVEL USE ONLY 


Change 21 2-916.6.3 


T.O. 2J-F100-94 


INDEX 2 PWA 71596 


INDEX 3 PWA 71610 INDEX 4 PWA 55590 


101608 


FIGURE 381G. MASKS-CONTINUED 


2-916.6.4 Change 24 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 71594 


PWA 71596 


PWA 71610 


PWA 55590 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


MASKS-CONTINUED 
MASK-GRITBLAST, 2ND STAGE STATOR 

COMPRESSOR ASSY 

FOR DEPOT LEVEL USE ONLY 
MASK-GRITBLAST, 1ST STAGE STATOR 

COMPRESSOR ASSY 

FOR DEPOT LEVEL USE ONLY 
MASK-GRITBLAST, 1ST STAGE STATOR 

COMPRESSOR ASSY 

FOR DEPOT LEVEL USE ONLY 
MASK-FLAME SPRAY, COMPRESSOR STATOR 

ARMS 

FOR DEPOT LEVEL USE ONLY 


Change 24 2-916.7 


T.O. 2J-F100-94 


INDEX 1 PWA 50166 INDEX 2 PWA 50167 


аў 


INDEX 3 PWA 50168 INDEX 4 PWA 50169 


INDEX 5 PWA 50382 INDEX 8 PWA 51361 


51204 


FIGURE 382. MASTERS 


2-916.8 Change 16 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 50166 


PWA 50167 


PWA 50168 


PWA 50169 


PWA 50382 


PWA 50382-1 


MP350HR-RC1 


PWA 51361 


PWA 51361-3 
UPC540-H6-RC2 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


MASTERS 
MASTER-1ST STAGE TURBINE STATOR VANE, AIR . 
FLOW 
FOR DEPOT LEVEL USE ONLY 
MASTER-2ND STAGE TURBINE STATOR VANE, 
AIR FLOW 
FOR DEPOT LEVEL USE ONLY 
MASTER-1ST STAGE TURBINE ROTOR BLADE, AIR 
FLOW 
FOR DEPOT LEVEL USE ONLY 
MASTER-2ND STAGE TURBINE ROTOR BLADE, .... 
AIR FLOW 
FOR DEPOT LEVEL USE ONLY 
MASTER-SETTING, FRONT COMPRESSOR 
HYDRAULIC CHUCK 
FOR DEPOT LEVEL USE ONLY 


. BOX ASSEMBLY 
P&WA PART NO. PWA 50382-2 
MASTER-SETTING, REAR COMPRESSOR REAR 
HUB HYDRAULIC CHUCK 
FOR DEPOT LEVEL USE ONLY 


. BOX-STORAGE 
P&WA PART NO. PWA 51361-2 


2-917 


T.O. 2J-F100-94 


INDEX PWA 70132 INDEX 3 PWA 70154 


INDEX 5 PWA 70203 INDEX 6 PWA 70206 
INDEX 7 514T052-01 INDEX 8 PWA 70375 
INDEX 9 PWA 70376 


PS251AX4 (48X2) 


FIGURE 383. MASTERS-CONTINUED 


2-918 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


MASTERS-CONTINUED 
PWA 70132 MASTER-SET, AFD TUBE RING 
FOR DEPOT LEVEL USE ONLY 
PWA 70132-1 . MASTER-SET 
Х-7 . CONTAINER 
P&WA PART NO. PWA 70132-2 
PWA 70154 MASTER-SETTING, 2 AND 3 BEARING SEAL 
SUPPORT ASSY, PIN REPLACMENT, REPAIR 
FOR DEPOT LEVEL USE ONLY 
PWA 70154-1 
UPC-540-H4RC1 
P&WA PART NO. PWA 70154-2 
PWA 70203 MASTER-SET, COMPRESSOR STATOR LINKAGE ... 
ARM BEARING, REPAIR, QBR-QBY 
FOR DEPOT LEVEL USE ONLY 
PWA 70206 MASTER-SETTING, COMPRESSOR STATOR 
LINKAGE ARM BEARING, REPAIR 
FOR DEPOT LEVEL USE ONLY 
514T052-01 MASTER-TEST STAND CALIBRATION 
FOR DEPOT LEVEL USE ONLY 
PWA 70375 MASTER-SET 
FOR DEPOT LEVEL USE ONLY 
PWA 70376 MASTER-SET 
FOR DEPOT LEVEL USE ONLY 


Change 22 2-918.1 


T.O. 2J-F100-94 


INDEX 1 PWA 71510 INDEX 2 PWA 71508 


INDEX 3 PWA 71509 INDEX 4 PWA 71419 
INDEX 5 PWA 71420 
INDEX 6 PWA 71421 
INDEX 7 PWA 71422 
INDEX 8 PWA 71423 
INDEX 9 PWA 71424 


INDEX 10 PWA 56769 INDEX 13 PWA 56756 
INDEX 11 PWA 56762 
4 INDEX 12 PWA 56755 ë 


FIGURE 383A. MASTERS-CONTINUED 


104915 


2-918.2 Change 26 


2222222222052 


Т.О. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


MASTERS-CONTINUED 

PWA 71510 MASTER-GAGE, FRONT TURBINE CASE (25.868 .... 
DIAMETER) 
FOR DEPOT LEVEL USE ONLY 

PWA 71508 MASTER-GAGE, FRONT TURBINE CASE (26.700 .... 
DIAMETER) 
FOR DEPOT LEVEL USE ONLY 

PWA 71509 MASTER-GAGE, FRONT TURBINE CASE (25.106 .... 
DIAMETER) 
FOR DEPOT LEVEL USE ONLY 

PWA 71419 MASTER-SET, 9TH THRU 12TH STAGE 
COMPRESSOR AIR SEAL 
FOR DEPOT LEVEL USE ONLY 

PWA 71420 MASTER-SET, 4TH STAGE COMPRESSOR AIR 
SEAL 
FOR DEPOT LEVEL USE ONLY 

PWA 71421 MASTER-SET, 4TH, 6TH OR 7TH STAGE 
COMPRESSOR AIR SEAL 
FOR DEPOT LEVEL USE ONLY 

PWA 71422 MASTER-SET, 5ТН OR 6TH STAGE COMPRESSOR . 
AIR SEAL 
FOR DEPOT LEVEL USE ONLY 

PWA 71423 MASTER-SET, 5ТН STAGE COMPRESSOR AIR 
SEAL 
FOR DEPOT LEVEL USE ONLY 

PWA 71424 MASTER-SET, 7ТН OR 8TH STAGE COMPRESSOR . 
AIR SEAL 
FOR DEPOT LEVEL USE ONLY 

PWA 56769 MASTER-GAGE, 10TH AND 12TH STG CPRSR DISK. 
SNAP DIA 
FOR DEPOT LEVEL USE ONLY 

PWA 56762 MASTER-GAGE, 10TH AND 12TH STG CPRSR 
DISK, SNAP DIA 
FOR DEPOT LEVEL USE ONLY 

PWA 56755 MASTER-GAGE, 8TH STG CPRSR DISK FRONT 
AND REAR SNAP DIA 
FOR DEPOT LEVEL USE ONLY 

PWA 56756 MASTER-GAGE, 8TH STG CPRSR DISK REAR SNAP 
FOR DEPOT LEVEL USE ONLY 


Change 26 2-919 


T.O. 2J-F100-94 


INDEX 1 PWA 56528 


INDEX 2 PWA 70188 


INDEX 50 PWA 52987 


INDEX 51 PWA 52989 
INDEX 52 PWA 52991 


103653 


FIGURE 384. MASTERS-CONTINUED 


2-920 Change 25 


эл??? 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 56528 


PWA 70188 


B3W 
AD-87 
CL-8-SS 


MS9321-11 
PWA 70188-34 
MS16555-40 
PWA 70188-35 
AL-502 


MS16995-40 
PWA 70188-36 
PWA 70188-40 
91781A742 


PWA 70188-49 
PWA 70188-38 
PT-565 


PWA 70188-32 
MS16995-38 
PWA 70188-28 
MS16555-41 
PWA 70188-31 
448-4 


PWA 70188-25 
CL-2-SHS-5 


MS16995-39 
PWA 70188-33 
MS24671-8 
PWA 70188-21 
MS16555-48 
MS16995-52 
MS16995-50 
PWA 70188-11 
PWA 70188-46 
PWA 70188-18 
PWA 70188-24 
CL-18-SHS-8 


PWA 70188-4 
P-16-6 
MS16996-42 
PWA 70188-3 
48115 


PWA 70188-42 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


MASTERS-CONTINUED 
MASTER-3RD STAGE COMPRESSOR DISK 18.024 -. 
18.026 OD REAR 
FOR DEPOT LEVEL USE ONLY 
MASTER-4TH STAGE TURBINE BLADE CHECKING .. 
FIXTURE, SETTING 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 52731 
SUPERSEDES PWA 52732 


. INDICATOR-DIAL 


P&WA PART NO 


. BUSHING-COLLET 


P&WA PART NO 


. SCREW-SHOULDER 


P&WA PART NO. 


` POINT-INDICATOR 


P&WA PART NO. 


P&WA PART NO. 


. LOCATOR 


` POINT-INDICATOR 


P&WA PART NO. 


` HOUSING-DIAL 
` BALL-TOOLING 
P&WA PART NO. 


` SCREW-SWIVEL HD 


P&WA PART NO. 


` SCREW-SWIVEL HD 


P&WA PART NO. PWA 70188-2 


. PIN-LOCATING 


. INSERT-THREADED 


P&WA PART NO. PWA 70188-48 


. MASTER-BLADE 


Change 25 


USABLE 
ON 
CODE 


77779717 


T.O. 2J-F100-94 


FIGURE 
8 INDEX 
NUMBER 


2-920.2 


PART 
NUMBER 


PWA 70188-14 
MS16555-53 
902914192 
PWA 70188-1 
PWA 70188-41 
PWA 52950 


PWA 52987 
PWA 52989 


PWA 52991 


Сһапде 25 


UNITS 
PER 
DESCRIPTION ASSY 


P&WA PART NO. PWA 70188-43 


. PLATE-BASE 
. BOX-STORAGE 


MASTER-TEST STAND, HYDRAULIC TORQUE 
WRENCH CALIBRATION 

MASTER-1ST STAGE TURBINE VANE CLUSTER .... 
CLASSIFICATION 
FOR DEPOT LEVEL USE ONLY 

MASTER-2ND STAGE TURBINE VANE CLUSTER .... 
CLASSIFICATION 
FOR DEPOT LEVEL USE ONLY 

MASTER-3RD STAGE TURBINE VANE CLUSTER .... 
CLASSIFICATION 
FOR DEPOT LEVEL USE ONLY 


USABLE 
ON 
CODE 


2222 


2222 


поло 


2222 


222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52993 


PWA 53498 


PWA 53498-2 
PWA 53498-3 
PWA 53498-4 
PWA 53498-1 
MP340H2RC1 


UPC510-H2-RC1 


PWA 53516 


PWA 53516-2 
PWA 53516-3 
PWA 53516-4 
PWA 53516-1 
MP350-H2-RC-1 


UPC520-H2-RC1 


PWA 53534 


PWA 53534-2 
PWA 53534-3 
PWA 53534-4 
PWA 53534-1 
MP350-H2-RC-1 


UPC520-H2-RC1 


PWA 53552 


PWA 53552-2 
PWA 53552-3 
PWA 53552-4 
PWA 53552-1 
MP350-H2-RC-1 


UPC520-H2-RC1 
PWA 53569 
PWA 53569-2 
PWA 53569-3 
PWA 53569-1 
MP340H2RC1 


UPC510-H2-RC1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


MASTERS-CONTINUED 
MASTER-4TH STAGE TURBINE VANE CLUSTER .... 
CLASSIFICATION 
FOR DEPOT LEVEL USE ONLY 
MASTER-SETTING, 6ТН STAGE COMPRESSOR 
STATOR VANE ANGLE 
FOR DEPOT LEVEL USE ONLY 


. SCREW-SOCKET 


j CONTAINER 


P&WA PART NO. PWA 53498-5 


P&WA PART NO. PWA 53498-5 
MASTER-SETTING, 7TH STAGE COMPRESSOR 
STATOR VANE ANGLE 
FOR DEPOT LEVEL USE ONLY 


. SCREW-SOCKET 


P&WA PART NO. PWA 53516-5 
MASTER-SETTING, 8ТН STAGE COMPRESSOR 
STATOR VANE ANGLE 
FOR DEPOT LEVEL USE ONLY 


. SCREW-SOCKET 


P&WA PART NO. PWA 53534-5 
MASTER-SETTING, 9TH STAGE COMPRESSOR 
STATOR VANE ANGLE 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 53747 


P&WA PART NO. PWA 53552-5 
MASTER-SETTING, 10TH STAGE COMPRESSOR.... 
STATOR VANE ANGLE 
FOR DEPOT LEVEL USE ONLY 


. SCREW-SOCKET 


| СОМТАМЕН 
P&WA PART МО. PWA 53569-4 


P&WA PART NO. PWA 53569-4 


USABLE 
ON 
CODE 


Change 23 


22222022252 2220222222 


2222222502 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53585 


PWA 53585-2 
PWA 53585-3 
PWA 53585-4 
PWA 53585-1 
MP350H2-RC1 
UPC520H2-RC1 


PWA 53601 


PWA 53601-2 
PWA 53601-3 
PWA 53601-4 
PWA 53601-1 
MP340H2-RC1 
UPC520H2-RC1 


PWA 53617 


PWA 53617-2 
PWA 53617-3 
PWA 53617-4 
PWA 53617-1 
MP340H2-RC1 
UPC510H2-RC1 


PWA 53126 


PWA 70559 


PWA 70562 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


MASTERS-CONTINUED 

MASTER-SETTING, 11TH STAGE COMPRESSOR.... 
STATOR VANE ANGLE 
FOR DEPOT LEVEL USE ONLY 


. SCREW-SOCKET HD CAP 


10-24 X 0.5 IN. LONG, STEEL 


P&WA PART NO. PWA 53585-5 
MASTER-SETTING, 12TH STAGE COMPRESSOR.... 
STATOR VANE ANGLE 
FOR DEPOT LEVEL USE ONLY 


. SCREW-SOCKET HD CAP 


10-24 X 0.5 IN. LONG, STEEL 


P&WA PART NO. PWA 53601-5 
MASTER-SETTING, COMPRESSOR STATOR EXIT ... 
VANE ANGLE 
FOR DEPOT LEVEL USE ONLY 
. SCREW-SOCKET HD CAP 
10-24 X 0.5 IN. LONG, STEEL 


P&WA PART NO. PWA 53617-5 
MASTER-1ST STAGE TURBINE ROTOR BLADE, AIR. 
FLOW 
FOR DEPOT LEVEL USE ONLY 
MASTER-SET, 6TH STAGE COMPRESSOR 
STATOR ASSY 
FOR DEPOT LEVEL USE ONLY 
MASTER-SET, 7TH STAGE COMPRESSOR 
STATOR ASSY 
FOR DEPOT LEVEL USE ONLY 


Change 23 


USABLE 
ON 
CODE 


2-924.1 


T.O. 2J-F100-94 


INDEX 1 PWA 70566 INDEX 3 PWA 70572 
INDEX 2 PWA 70569 INDEX 4 PWA 70575 
INDEX 5 PWA 70578 


INDEX 6 PWA 70723 INDEX 16 PWA 56542 
INDEX 7 PWA 70726 
INDEX 8 PWA 70729 
INDEX 9 PWA 70732 
INDEX 10 PWA 70735 
INDEX 11 PWA 70738 
INDEX 12 PWA 70741 
INDEX 13 PWA 70760 
INDEX 14 PWA 70717 
INDEX 15 PWA 70720 


INDEX 17 PWA 56543 INDEX 18 PWA 56547 


58536 


FIGURE 386A. MASTERS-CONTINUED 


2-924.2 Change 10 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


MASTERS-CONTINUED 

PWA 70566 MASTER-SET, 8TH STAGE COMPRESSOR 
STATOR ASSY 
FOR DEPOT LEVEL USE ONLY 

PWA 70569 MASTER-SET, 9TH STAGE COMPRESSOR 
STATOR ASSY 
FOR DEPOT LEVEL USE ONLY 

PWA 70572 MASTER-SET, 10TH STAGE COMPRESSOR 
STATOR ASSY 
FOR DEPOT LEVEL USE ONLY 

PWA 70575 МАЗТЕВ-ЗЕТ, 11ТН STAGE COMPRESSOR 
STATOR ASSY 
FOR DEPOT LEVEL USE ONLY 

PWA 70578 MASTER-SET, 12TH STAGE COMPRESSOR 
STATOR ASSY 
FOR DEPOT LEVEL USE ONLY 

PWA 70723 MASTER-INDICATOR GAGE, 6TH STAGE 
COMPRESSOR STATOR 
FOR DEPOT LEVEL USE ONLY 

PWA 70726 MASTER-INDICATOR GAGE, 7TH STAGE 
COMPRESSOR STATOR 
FOR DEPOT LEVEL USE ONLY 

PWA 70729 MASTER-INDICATOR GAGE, 8TH STAGE 
COMPRESSOR STATOR 
FOR DEPOT LEVEL USE ONLY 

PWA 70732 MASTER-INDICATOR GAGE, 9TH STAGE 
COMPRESSOR STATOR 
FOR DEPOT LEVEL USE ONLY 

PWA 70735 MASTER-INDICATOR GAGE, 10TH STAGE 
COMPRESSOR STATOR 
FOR DEPOT LEVEL USE ONLY 

PWA 70738 MASTER-INDICATOR GAGE, 11TH STAGE 
COMPRESSOR STATOR 
FOR DEPOT LEVEL USE ONLY 

PWA 70741 MASTER-INDICATOR GAGE, 12TH STAGE 
COMPRESSOR STATOR (FRONT) 
FOR DEPOT LEVEL USE ONLY 

PWA 70760 MASTER-INDICATOR GAGE, 12TH STAGE 
COMPRESSOR STATOR (REAR) 
FOR DEPOT LEVEL USE ONLY 

PWA 70717 MASTER-INDICATOR GAGE 4TH STAGE 
COMPRESSOR STATOR 
FOR DEPOT LEVEL USE ONLY 

PWA 70720 MASTER-INDICATOR GAGE 5TH STAGE 
COMPRESSOR STATOR 
FOR DEPOT LEVEL USE ONLY 

PWA 56542 MASTER-1ST STAGE HPT DISK 15.551-15.555 0... 
AND 9.324-9.328 ID FRONT 
FOR DEPOT LEVEL USE ONLY 

PWA 56543 MASTER-1ST STAGE НРТ DISK 14.047-14.051 ID ... 
AND 15.820-15.834 OD FRONT 
FOR DEPOT LEVEL USE ONLY 

PWA 56547 MASTER-1ST STAGE HPT DISK 10.987-10.997 OD .. 
AND 16.017-16.021 ID REAR 
FOR DEPOT LEVEL USE ONLY 


Change 13 2-924.3 


T.O. 2J-F100-94 


==" == 


INDEX 1 PWA 56552 INDEX 2 PWA 56553 


INDEX 3 PWA 57778 INDEX 4 PWA 71265 


INDEX 5 PWA 71267 INDEX 6 PWA 71270 


FIGURE 386B. MASTERS-CONTINUED 


2-924.4 Change 16 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


MASTERS-CONTINUED 

PWA 56552 MASTER-2ND STAGE HPT DISK 
15.957-15.961 ID FRONT 
FOR DEPOT LEVEL USE ONLY 

PWA 56553 MASTER-2ND STAGE HPT DISK 
11.238-11.243 OD AND 17.580-17.584 OD FRONT 
FOR DEPOT LEVEL USE ONLY 

PWA 57778 MASTER-SET, 2ND STAGE FAN DRIVE 
FOR DEPOT LEVEL USE ONLY 

PWA 71265 MASTER-INDICATOR GAGE, 1ST STAGE 
COMPRESSOR STATOR ASSY 
FOR DEPOT LEVEL USE ONLY 

PWA 71267 MASTER-INDICATOR GAGE, 1ST STAGE 
COMPRESSOR STATOR ASSY 
FOR DEPOT LEVEL USE ONLY 

PWA 71270 MASTER-INDICATOR GAGE, 2ND STAGE 
COMPRESSOR STATOR ASSY 
FOR DEPOT LEVEL USE ONLY 


Change 18 2-924.5 


T.O. 2J-F100-94 


INDEX 1 PWA 71272 INDEX 2 PWA 57867 


INDEX 3 PWA 57875 INDEX 4 PWA 70829 


INDEX 5 PWA 70831 INDEX 6 PWA 71426 


98767 


FIGURE 386C. MASTERS-CONTINUED 


2-924.6 Change 23 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


MASTERS-CONTINUED 

PWA 71272 MASTER-INDICATOR GAGE, 2ND STAGE 
COMPRESSOR STATOR ASSY 
FOR DEPOT LEVEL USE ONLY 

PWA 57867 MASTER-GAGE, 3RD STAGE TURBINE DISK, 
FRONT 
FOR DEPOT LEVEL USE ONLY 

PWA 57875 МАЗТЕВ-САСЕ, 4TH STAGE TURBINE DISK, 
FRONT 
FOR DEPOT LEVEL USE ONLY 

PWA 70829 MASTER-SET, 5TH STAGE COMPRESSOR 
SHROUD 
15.848 - 15.852 IN. DIAMETER 
FOR DEPOT LEVEL USE ONLY 

PWA 70831 MASTER-SET, 5TH STAGE COMPRESSOR 
SHROUD 
15.960 - 15.964 IN. DIAMETER 
FOR DEPOT LEVEL USE ONLY 

PWA 71426 MASTER-SET, 9TH THRU 12TH STAGE 
COMPRESSOR AIR SEAL 
FOR DEPOT LEVEL USE ONLY 


Change 23 2-924.7 


T.O. 2J-F100-94 


INDEX 1 PWA 70827 INDEX 2 PWA 57871 
INDEX 5 PWA 70818 
INDEX 6 PWA 70820 


INDEX 3 PWA 57889 INDEX 4 PWA 57891 


INDEX 8 PWA 71177 


INDEX 7 PWA 71410 


INDEX 10 PWA 71525 


INDEX 9 PWA 71171 


93121 


FIGURE 386D. MASTERS-CONTINUED 


2-924.8 Change 20 


=== 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


MASTERS-CONTINUED 

PWA 70827 MASTER-SET, 5TH STAGE COMPRESSOR 
SHROUD 
FOR DEPOT LEVEL USE ONLY 

PWA 57871 MASTER-GAGE, 3RD STAGE TURBINE DISK, REAR . 
FOR DEPOT LEVEL USE ONLY 

PWA 57889 MASTER-GAGE, 4TH STAGE TURBINE AIR SEAL, ... 
FRONT SNAP DIAMETER 
FOR DEPOT LEVEL USE ONLY 

PWA 57891 MASTER-GAGE, 4TH STAGE TURBINE AIR SEAL, ... 
REAR SNAP DIAMETER 
FOR DEPOT LEVEL USE ONLY 

PWA 70818 MASTER-SET, 4TH STAGE COMPRESSOR 
SHROUD 
15.852 - 15.856 IN. DIAMETER 
FOR DEPOT LEVEL USE ONLY 

PWA 70820 MASTER-SET, 4TH STAGE COMPRESSOR 
SHROUD 
15.968 - 15.972 IN. DIAMETER 
FOR DEPOT LEVEL USE ONLY 

PWA 71410 MASTER-INDICATOR GAGE, COMPRESSOR 
STATOR SUPPORT OD 
22.6800 IN. DIA 
FOR DEPOT LEVEL USE ONLY 

PWA 71177 MASTER-INDICATOR GAGE, COMPRESSOR 
STATOR SUPPORT 
22.853 IN. DIA 
FOR DEPOT LEVEL USE ONLY 

PWA 71171 MASTER-SET, COMPRESSOR STATOR SUPPORT... 
FOR DEPOT LEVEL USE ONLY 

PWA 71525 MASTER-SET, 1ST STAGE TURBINE BLADE 
RETAINING PLATE 
FOR DEPOT LEVEL USE ONLY 


Change 20 2-925 


T.O. 2J-F100-94 


INDEX 1 PWA 53347 


13670 


FIGURE 387. NOZZLES 


2-926 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


PWA 53347 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


NOZZLE 

NOZZLE-ELECTROCHEMICAL GRINDING, 3RD 
STAGE TURBINE AIR SEALING RING, 
HONEYCOMB 


2-927 


T.O. 2J-F100-94 


INDEX 1 PWA 52956 


INDEX 3 PWA 12632 


13671 


FIGURE 388. NUTS 


2-928 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52956 


70067 
CL-84-SBH 


PWA 12632 


PWA 12632-2 
PWA 12632-1 


F17875 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


NUTS 
NUT-RETAINING, INLET FAN MODULE PULLER 
SUPERSEDES PWA 12632 
USE ONLY WITH PWA 50519 


. HANDLE-SPEED BALL 


P&WA PART NO. PWA 52956-1 


. HANDLE-SPEED BALL 


P&WA PART NO. PWA 52956-1 
NUT-COMPRESSOR ROTOR CLAMPING ROD 
SUPERSEDED BY PWA 52956 
USE ONLY WITH PWA 50519 


. NUT-HEXAGON,STEEL 


0.750-10 THD. 


. WRENCH-SOCKET,DOUBLE HEXAGON 


1.250 


. CONTAINER 


P&WA PART NO. PWA 12632-4 


2-929 


T.O. 2J-F100-94 


INDEX 1 РС-2200 


13672 


FIGURE 389. OVENS 


2-930 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


OVENS 
PC-2200 OVEN-ULTRAVIOLET ERASER 


2-931 


T.O. 2J-F100-94 


INDEX 1 PWA 70449 


47124 


FIGURE 389A. PEDESTALS 


2-932 Change 7 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


PWA 70449 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


PEDESTALS 
PEDESTAL-AUTOMATED SHOTPEEN 

INSTALLATION 

FOR DEPOT LEVEL USE ONLY 


Change 25 2-932.1 


T.O. 2J-F100-94 


B 


INDEX 1 PWA 14383 INDEX 2 PWA 50403 
йй 
Ке — 
INDEX 3 PWA 50611 INDEX 4 PWA 50876 
8 
Т 6 


EE KT 


INDEX 5 PWA 51174 


(2 INDEX 9 PWA 51250 


INDEX 10 PWA 57701 


FIGURE 390. PINS 


2-932.2 Change 20 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 14383 


PWA 50403 


PWA 50403-1 
F-17871 


PWA 50611 
F-17871 


PWA 50876 


PWA 51174 


CL-23-KA-6LR 


NAS1756N24 
PWA 51174-5 
PWA 51250 
PWA 51250-1 
PWA 51250-2 
PWA 57701 


CL-3-C 
NAS-1756-24 
PWA 57701-2 
CL-3-F 


PWA 57701-1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PINS 

PIN-ALIGNING, DIFFUSER CASE ASSY TO 
COMPRESSOR 6TH STAGE VANE AND SHROUD 
ASSY 

PIN-MAIN GEARBOX BEARING FLANGES, GUIDE ... 
FOR DEPOT LEVEL USE ONLY 


. PIN-GUIDE 
. CONTAINER 


P&WA PART NO. PWA 50403-2 
PIN-ALIGNING 


. CONTAINER 


P&WA PART NO. PWA 50611-2 
PIN-ALIGNING, POWER TAKEOFF SHAFT BALL 
BEARING LINER PACKAGE 
FOR DEPOT LEVEL USE ONLY 
PIN-FUEL CONTROL, REAR COMPRESSOR 
VARIABLE VANE FEEDBACK PULLEY 
SUPERSEDED BY PWA 55954 


. CABLE ASSY 


P&WA PART NO. PWA 51174-4 


. STREAMER 


PIN-ALIGNING, FRONT COMPRESSOR DISKS 

. PIN-ALIGNING 

. CONTAINER 

PIN-RIGGING SET, AUGMENTOR NOZZLE 
SYNCHRONIZING 


P&WA PART NO. PWA 57701-4 


. STREAMER 
. TAG-IDENT 
. FERRULE-CABLE 


P&WA PART NO. PWA 57701-5 


. PIN-BALL LOCK 


MAKE FROM MS17984C420, MFD BY 96906 


USABLE 
ON 
CODE 


Change 25 


2-933 


T.O. 2J-F100-94 


INDEX 2 PWA 51645 


INDEX 1 PWA 51395 


.— 0 
е со 


INDEX 7 PWA 52353 


INDEX 10 PWA 52419 


INDEX 17 PWA 52688 
13674 


FIGURE 391. PINS-CONTINUED 


2-934 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 51395 


PWA 51645 
NAS607-2-6 
PWA 51645-9 
PWA 51645-8 
PWA 51645-1 
MP340H2-RC1 


UPC510-H2-RC1 


PWA 52353 
PWA 52353-1 
PWA 52353-2 
PWA 52419 
PWA 52419-2 
CL22-KA-12R 


PWA 52419-4 
PWA 52419-6 
PWA 52419-5 
PWA 52419-1 
PWA 52688 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


PINS-CONTINUED 

PIN-ALIGNING, STARTER GEARBOX FRONT 
HOUSING 

PIN-HOLDING, DIFFUSER CASE FAIRING ASSY 


. PIN-DOWEL 


P&WA PART NO. PWA 51645-7 
PIN-ALIGNING, GENERATOR STATOR 


. PIN-ALIGNING 
. CONTAINER 


PIN-RIGGING 


. SCREW-MACHINE 
. CABLE ASSY 


P&WA PART NO. PWA 52419-3 


`PIN-GUIDE, 13TH STAGE DISK AND BLADE ASSY... 


ON 
CODE 


Change 16 


2-935 


T.O. 2J-F100-94 


INDEX 1 PWA 52933 INDEX 2 PWA 52947 
(DEPOT) (DEPOT) 


INDEX 3 PWA 55457 INDEX 6 PWA 57137 


INDEX 11 PWA 57083 INDEX 12 PWA 55954 


13676 


FIGURE 392. PINS-CONTINUED 


2-936 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52933 


PWA 52947 
PWA 55457 
PWA 55457-2 
PWA 55457-1 
PWA 57137 
CL-43-KA-12-3 
NAS1756-24 
PWA 57137-2 
PWA 57137-1 
PWA 57083 


PWA 55954 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


PINS-CONTINUED 
PIN-ALIGNING, 12TH THRU 8TH STAGE 
COMPRESSOR DISKS 
FOR DEPOT LEVEL USE ONLY 
PIN-ALIGNING, 7TH STAGE COMPRESSOR DISK.... 
FOR DEPOT LEVEL USE ONLY 
PIN-COUNTERTORQUE AUGMENTOR NOZZLE 


`PIN-RIGGING, REAR COMPRESSOR VARIABLE 


VANES FEEDBACK, DIGITAL ELECTRONIG 
ENGINE CONTROL 


. CABLE ASSY 


P&WA PART NO. PWA 57137-3 


. STREAMER ASSY 


`PIN-RIGGING, REAR COMPRESSOR VARIABLE 


VANES SYNCHRONIZATION ARM 
PIN-HOLDER, UCF/RCVV FEEDBACK RIGGING 
SUPERSEDES PWA 51174 


ON 
CODE 


Change 24 


2-937 


T.O. 2J-F100-94 


INDEX 1 PWA 70155 
(DEPOT) 


13677 


FIGURE 393. PINS-CONTINUED 


2-938 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


PWA 70155 


PWA 70155-1 
PWA 70155-2 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


PINS-CONTINUED 

PIN-ALIGNMENT, NO. 2 AND NO. 3 BEARING 
SEAL-SUPPORT ASSY, PIN REPLACEMENT 
(REPAIR) 
FOR DEPOT LEVEL USE ONLY 

. PIN-ALIGNMENT 

. TUBE-STORAGE 


Change 29 2-939 


T.O. 2J-F100-94 


INDEX 1 PWA 50414 


€ INDEX 7 PWA 50624 


INDEX 3 PWA 50468 


INDEX 8 PWA 50632 INDEX 9 PWA 70463 


FIGURE 394. PLATES 


2-940 Change 20 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 


22222 


22222 


22222 


NUMBER 


PWA 50414 


PWA 50449 


CL-3-CX5.5 
MS24671-20 
PWA 50449-2 


PWA 50449-1 
PWA 50468 


PWA 50468-2 
CL-21-KA-3 
PWA 50468-1 
PWA 50624 
PWA 50624-2 
CL-21-KA-3 
PWA 50624-1 
PWA 50632 
PWA 50632-2 
CL-21-KA-3 


PWA 50632-1 
PWA 70463 


DESCRIPTION ASSY 


PLATES 

PLATE-SPLIT, IGNITION ALTERNATOR DRIVE 
SHAFT BALL BEARING 
FOR DEPOT LEVEL USE ONLY 

PLATE-SPLIT, OIL PUMP IDLER ЗНАЕТ ROLLER .... 
AND BALL BEARING 
FOR DEPOT LEVEL USE ONLY 


. CABLE ASSY-NYLON 


P&WA PART МО. PWA 50449-6 


. PLATE-SPLIT 


PLATE-SPLIT, GEARBOX TOWERSHAFT GEAR 
ROLLER BEARING, INNER RACE 
FOR DEPOT LEVEL USE ONLY 


. SCREW-MACHINE, ROUND HD 
. CABLE ASSY-NYLON 


P&WA PART МО. PWA 50468-3 


'PLATE-MAIN GEARBOX TOWERSHAFT GEAR, 


BALL BEARING 
FOR DEPOT LEVEL USE ONLV 


. SCREW-MACHINE, ROUND HD 


5-40 X 0.3750 IN. LONG, STEEL 


. CABLE ASSY-NYLON 


P&WA PART NO. PWA 50624-3 


'PLATE-MAIN GEARBOX IDLER STUB SHAFT, 


ROLLER BEARING AND GEAR 
FOR DEPOT LEVEL USE ONLY 


. SCREW-ROUND HD 


5-40 X 0.3750 IN. LONG, STEEL 
. CABLE ASSY-NYLON 
P&WA PART NO. PWA 50632-3 
. PLATE-SPLIT 
PLATE-ADAPTER, 2ND STAGE COMPRESSOR 
DISK AND HUB 
FOR DEPOT LEVEL USE ONLV 


CODE 


Change 20 


2-941 


T.O. 2J-F100-94 


INDEX 12 GS22402-1 


INDEX 1 PWA 57027 


INDEX 13 PWA 70477 INDEX 14 PWA 70469 


FIGURE 395. PLATES-CONTINUED 
(SHEET 1 OF 2) 


2-942 Change 25 


T.O. 2J-F100-94 


46 — | 


INDEX 15 PWA 70281 103655 


FIGURE 395. PLATES-CONTINUED 
(SHEET 2 OF 2) 


Change 25 2-942.1 


эл??? 


Т.О. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-942.2 


PART 
NUMBER 


PWA 57027 


MS51957-30 
LE-O20B-1 


PWA 57027-4 
MS16555-51 
PWA 57027-2 
AR-400 


RCH-121 


MS35691-19 
PWA 57027-5 
PWA 57027-1 
GS22402-1 


PWA 70477 
PWA 70469 
PWA 70281 


MS16995-47 
CL-21-KA-10 


PWA 70281-29 
PWA 70281-30 
3014T660 


TW-7 


PWA 70281-9 
HL-48-16 


LS-1 

S-32-8 
SF-32-8 
HL-48-8 

PWA 70281-22 
H-32-12 
90291A622 


MS16995-80 
PWA 70281-11 
MS16995-50 
CL-6-BLPR-3.50- 
5С 
М516555-46 
PWA 70281-18 
М516555-52 
М516555-28 
PWA 70281-24 
PWA 70281-27 
PWA 70281-6 


Сһапде 25 


UNITS| USABLE 
PER 
DESCRIPTION ASSY 


PLATES 

PLATE-CLAMPING, HUB TO 1ST STAGE ТИВВІМЕ... 
DISK 
FOR DEPOT LEVEL USE ONLY 


` SPRING-EXTENSION 


P&WA PART МО. PWA 57027-11 


. SCREW-KNURLED HD 


P&WA PART МО. PWA 57027-8 


- CYLINDER-HYDRAULIC 


P&WA PART NO. PWA 57027-7 


` BASE ASSY 


PLATE-PROTECTOR 
FOR DEPOT LEVEL USE ONLY 
PLATE-ADAPTER, 11TH AND 13TH STAGE DISKS ... 
PLATE-ADAPTER, 5TH STAGE DISK 
PLATE-DRILL, FRONT FLANGE TURBINE EXHAUST . 
CASE, REPAIR 
FOR DEPOT LEVEL USE ONLY 


` CABLE ASSY 


P&WA PART NO. PWA 70281-31 


P&WA PART МО. 


. PIN-DIAMOND 
. BUSHING-LINER 


P&WA PART МО. 


. SCREW-LOCK 


P&WA PART NO. 


. BUSHING-REAMER 


P&WA PART NO. 


. BUSHING-DRILL 


P&WA PART NO. 
P&WA PART NO 


. BUSHING-DRILL 


MAKE FROM H-32-12, MFD BY 99862 


. BUSHING-DRILL 


P&WA PART NO. PWA 70281-7 


. SCREW-HEX SOCKET SET 


P&WA PART NO. PWA 70281-20 


ON 
CODE 


22222222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 70281-16 
PWA 70281-15 


MS16995-81 
PWA 70281-4 
MS16995-82 
PWA 70281-3 
PWA 70281-1 


DESCRIPTION 


. RING-LIFTING 
. PIN-DOWEL 
MAKE FROM MS16555-88, MFD BY 96906 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
ASSY CODE 


Change 25 


2-943 


T.O. 2J-F100-94 


INDEX 1 PWA 51647 


INDEX 2 PWA 51663 


INDEX 4 PWA 51714 


«е INDEX 18 PWA 52560 
INDEX 5 PWA 52385 


96787 


FIGURE 396. PLATES-CONTINUED 


2-944 Change 21 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 51647 


PWA 51663 
PWA 51677 


PWA 51677-3 


PWA 51677-5 


MS24671-15 
PWA 51677-2 
PWA 51677-6 
PWA 51714 


MS35425-37 
PWA 51714-6 
MS16555-606 
PWA 51714-3 
PWA 51714-1 
PWA 52385 


MS51971-8 
41107 


PWA 52385-3 
MS16995-35 
MS15795-842 
PWA 52385-2 
10906 


MS24671-8 
PWA 52385-12 
PWA 52385-7 
MS51030-51 
TLH16#B31316- 
07 

PWA 52385-1 
PWA 52560 


MS16555-10 

MS15795-841 
PWA 52560-1 
PWA 52560-3 
PWA 52560-6 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PLATES-CONTINUED 
PLATE-7TH THRU 13TH STAGE COMPRESSOR 
DISK AND AIR SEAL 
FOR DEPOT LEVEL USE ONLY 
PLATE-CLAMPING, NO. 2 HUB 
FOR DEPOT LEVEL USE ONLY 
PLATE-BALANCING, SINGLE PLANE VERTICAL 
FOR DEPOT LEVEL USE ONLY 


. SCREW-SOCKET SET 


SET CONSISTS OF A MATCHED SET OF 4 
MAKE FROM 91251A594, MFD BY 39428 


. SCREW-SOCKET SET 


SET CONSISTS OF A WEIGHT MATCHED SET 
OF 4 
MAKE FROM MS16995-72, MFD BY 96906 


PLATE-TORQUE SEQUENCE, TURBINE TIEBOLT .... 
RETAINER NUT 
SUPERSEDES PWA 52350 
REPLACED BY PWA 56710 


`PLATE-TORQUE, REAR COMPRESSOR DRIVE 


TURBINE TIEBOLTS 


` WASHER-SPHERICAL 


P&WA PART NO. PWA 52385-8 


` PLUNGER-BALL 
P&WA PART NO. PWA 52385-5 


TURN 
FOR DEPOT LEVEL USE ONLY 


USABLE 
ON 
CODE 


Change 23 


2-945 


T.O. 2J-F100-94 


INDEX 3 PWA 52564 INDEX 4 PWA 52566 


INDEX 6 PWA 53847 


INDEX 5 PWA 52742 


96788 


FIGURE 397. PLATES-CONTINUED 


2-946 Change 21 


2222 


22222 DDD 


22222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52562 


PWA 52562-1 
PWA 52562-4 
MS16996-12 
PWA 52562-3 
PWA 52563 


PWA 52564 
MS16996-31 
PWA 52564-1 
PWA 52566 
MS16995-38 
PWA 52566-3 
PWA 52566-1 
PWA 52742 
PWA 52742-3 
PWA 52742-2 
MS16556-29 
PWA 52742-5 
PWA 53847 
CL-1-F 
CL-1-C-10 


PWA 53847-1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PLATES-CONTINUED 
PLATE-12TH STAGE TIEROD NUT ANGLE OF TURN. 
FOR DEPOT LEVEL USE ONLY 


PLATE-10TH STAGE TIEROD NUT ANGLE OF TURN. 
FOR DEPOT LEVEL USE ONLY 

PLATE-8TH STAGE TIEROD NUT ANGLE OF TURN.. 
FOR DEPOT LEVEL USE ONLY 


`PLATE-6TH STAGE TIEROD NUT ANGLE OF TURN.. 


FOR DEPOT LEVEL USE ONLY 


PLATE-RETAINING, REAR COMPRESSOR 13TH 
STAGE SPACER 
FOR DEPOT LEVEL USE ONLY 

. SCREW-HEX HD CAP 
10-24 X 0.6250 IN. LONG, STEEL 


'PLATE-DISASSV, PTO SHAFT BEARING LOWER .... 


INNER RACE HALF 
FOR DEPOT LEVEL USE ONLV 


P&WA PART NO. PWA 53847-2 


USABLE 
ON 
CODE 


Change 21 


2-947 


T.O. 2J-F100-94 


INDEX 1 PWA 55062 INDEX 2 PWA 55064 


QTA 5 @—7 8 


INDEX 3 PWA 55066 INDEX 6 PWA 55067 


INDEX 9 PWA 55069 INDEX 10 PWA 55071 


INDEX 12 PWA 71113 


77779 


FIGURE 398. PLATES-CONTINUED 


2-948 Change 16 


дә III 


FIGURE 
& INDEX 
NUMBER 


ооо о лае ON 
> > 


- со 
е» 


РАНТ 
NUMBER 


PWA 55062 


PWA 55062-2 
PWA 55064 


PWA 55064-2 
PWA 55066 


PWA 55066-3 
PWA 55066-1 
PWA 55066-2 
PWA 55067 

PWA 55067-3 
PWA 55067-1 
PWA 55067-2 
PWA 55069 


PWA 55069-2 
PWA 55071 


PWA 55071-2 
PWA 71113 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PLATES-CONTINUED 
PLATE-HEAT TREAT, BASE, NO. 3 AND NO. 4 
BEARING AIR SEALING RING 


. BOX ASSY 


PLATE-HEAT TREAT, DISK, NO. 3 AND NO. 4 
BEARING AIR SEALING RING 


`PLATE-HEAT TREAT, BASE, 6TH STAGE 


COMPRESSOR STATOR 


. EYE-LIFTING 


PLATE-HEAT TREAT, DISK, 6TH STAGE 


. EYE-LIFTING 


PLATE-HEAT TREAT, BASE, 4TH-12TH STAGE 
COMPRESSOR STATOR, INNER AIR SEALING 
RING 


. BOX ASSY 


PLATE-HEAT TREAT, DISK, 4TH AND 5TH STAGE ... 
COMPRESSOR STATOR 


PLATE-TEST, DISK AND HUB COMPRESSOR, 6TH .. 
STAGE, ASSY OF 
FOR DEPOT LEVEL USE ONLY 


USABLE 
ON 
CODE 


Change 23 


2-949 


T.O. 2J-F100-94 


INDEX 1 PWA 55072 INDEX 4 PWA 55073 


11 
INDEX 7 PWA 55082 INDEX 10 PWA 55083 


INDEX 13 PWA 55084 INDEX 16 PWA 55085 


13682 


FIGURE 399. PLATES-CONTINUED 


2-950 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55072 


PWA 55072-3 
PWA 55072-1 
PWA 55072-2 
PWA 55073 


PWA 55073-3 
PWA 55073-1 
PWA 55073-2 
PWA 55082 


PWA 55082-3 
PWA 55082-1 
PWA 55082-2 
PWA 55083 


PWA 55083-3 
PWA 55083-1 
PWA 55083-2 
PWA 55084 


PWA 55084-3 
PWA 55084-1 
PWA 55084-2 
PWA 55085 


PWA 55085-3 
PWA 55085-1 
PWA 55085-2 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PLATES-CONTINUED 
PLATE-HEAT TREAT, BASE, 7TH STAGE 
COMPRESSOR STATOR 


. EYE-LIFTING 


. BOX ASSY 


PLATE-HEAT TREAT, DISK, 7TH STAGE 
COMPRESSOR STATOR 


`PLATE-HEAT TREAT, BASE, 8TH STAGE 


COMPRESSOR STATOR 


. EYE-LIFTING 


PLATE-HEAT TREAT, DISK, 8TH STAGE 
COMPRESSOR STATOR 


. EYE-LIFTING 


PLATE-HEAT TREAT, BASE, 9TH STAGE 
COMPRESSOR STATOR 


. EYE-LIFTING 


. BOX ASSY 


PLATE-HEAT TREAT, DISK, 9TH STAGE 
COMPRESSOR STATOR 


. EYE-LIFTING 


USABLE 
ON 
CODE 


Change 23 


2-951 


T.O. 2J-F100-94 


14 
INDEX 13 PWA 55092 INDEX 16 PWA 55093 


13683 


FIGURE 400. PLATES-CONTINUED 


2-952 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55086 


PWA 55086-3 
PWA 55086-1 
PWA 55086-2 
PWA 55087 


PWA 55087-3 
PWA 55087-1 
PWA 55087-2 
PWA 55090 


PWA 55090-3 
PWA 55090-1 
PWA 55090-2 
PWA 55091 


PWA 55091-3 
PWA 55091-1 
PWA 55091-2 
PWA 55092 


PWA 55092-3 
PWA 55092-1 
PWA 55092-2 
PWA 55093 


PWA 55093-3 
PWA 55093-1 
PWA 55093-2 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PLATES-CONTINUED 
PLATE-HEAT TREAT, BASE, 10TH STAGE 
COMPRESSOR STATOR 


. EYE-LIFTING 


. BOX ASSY 


PLATE-HEAT TREAT, DISK, 10TH STAGE 
COMPRESSOR STATOR 


`PLATE-HEAT TREAT, BASE, 12TH STAGE 


COMPRESSOR STATOR 


. EYE-LIFTING 


PLATE-HEAT TREAT, DISK, 12TH STAGE 
COMPRESSOR STATOR 


. EYE-LIFTING 


PLATE-HEAT TREAT, BASE, 11TH STAGE 
COMPRESSOR STATOR 


. EYE-LIFTING 


. BOX ASSY 


PLATE-HEAT TREAT, DISK, 11TH STAGE 
COMPRESSOR STATOR 


. EYE-LIFTING 


USABLE 
ON 
CODE 


Change 23 


2-953 


T.O. 2J-F100-94 


INDEX 7 PWA 55150 СЕ INDEX 14 PWA 55239 


INDEX 15 PWA 57028 INDEX 31 PWA 56508 


98768 


FIGURE 401. PLATES-CONTINUED 


2-954 Change 23 


DDD 


DDD 


222222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55094 


PWA 55094-3 
PWA 55094-1 
PWA 55094-2 
PWA 55095 


PWA 55095-3 
PWA 55095-1 
PWA 55095-2 
PWA 55150 


PWA 55150-4 
PWA 55150-5 
PWA 55150-6 
60036 


PWA 55150-2 
PWA 55150-1 
PWA 55239 


MS35650-304 
PWA 55239-4 


AN3C10A 
MS9321-09 
PWA 55239-1 
PWA 57028 


PWA 57028-17 
AR-400 


NO. 547 
RCH-121 


MS16555-29 
27903 


PWA 57028-9 
PWA 57028-6 
MS16555-60 
MS24671-8 
PWA 57028-13 
PWA 57028-4 
PWA 57028-2 
PWA 57028-1 
PWA 57028-5 
PWA 57028-15 
PWA 56508 


` KNOB-KNURLED 


. BOX-STORAGE 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PLATES-CONTINUED 

PLATE-HEAT TREAT, BASE, EXIT COMPRESSOR ... 
STATOR 
FOR DEPOT LEVEL USE ONLY 


. EYE-LIFTING 


`PLATE-HEAT TREAT, DISK, EXIT COMPRESSOR .... 


STATOR 
FOR DEPOT LEVEL USE ONLY 


. EYE-LIFTING 


PLATE-BALANCING, SINGLE PLANE VERTICAL, 
TURBINE DISKS 
FOR DEPOT LEVEL USE ONLY 


`PLATE-RETAINING, 2ND STAGE TURBINE VANE .... 


RELATIVE POSITION 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 56508 


`PLATE-CLAMPING, 2ND STAGE TURBINE DISK TO .. 
HUB 
FOR DEPOT LEVEL USE ONLY 


` COUPLER-EEMALE 


P&WA PART NO. PWA 57028-8 


. FILM-TEFLON 


P&WA PART NO. PWA 57028-14 


. CYLINDER-HYDRAULIC 


P&WA PART NO. PWA 57028-7 


P&WA PART NO. PWA 57028-11 


= = = = а на TWD о оо 


PLATE-RETAINING, 2ND STAGE TURBINE VANE .... 
POSITION 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 55239 


USABLE 
ON 
CODE 


Change 23 


2-955 


T.O. 2J-F100-94 


INDEX 1 PWA 25511 INDEX 2 PWA 53743 


Q 


INDEX 3 PWA 53778 INDEX 4 PWA 55362 


INDEX 6 PWA 55673 


INDEX 10 PWA 53375 


101610 


FIGURE 402. PLIERS 


2-956 Change 24 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 25511 


PWA 53743 
PWA 53743-2 
PWA 53743-1 
PWA 53778 
PWA 55362 
PWA 57054 


PWA 55673 


PWA 55673-3 
PWA 55673-2 
PWA 55673-1 
PWA 53375 


PWA 53375-2 
PWA 53375-3 
PWA 53375-1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PLIERS 

PLIER-TAB BENDING, LOW TURBINE TIEROD NUT.. 
LOCKS 

PLIER-BORESCOPE BOSS PIN REMOVAL 


` PLIER ASSY 


PLIERS-RING EXPANDER 
PLIERS-AUGMENTOR LOCK PIN TAB BENDING 
PLIERS-BENDING, REDUCTION GEARBOX 
KEYWASHER 
PLIERS-STRAIGHTEN, AUGMENTOR SPRAY 
MANIFOLD HEAT SHIELD, ZONE 4 
SUPERSEDES PWA 53375 


`PLIERS-STRAIGHTEN, AUGMENTOR SPRAY 


MANIFOLD HEAT SHIELD, ZONE 4 
SUPERSEDED BY PWA 55673 


USABLE 
ON 
CODE 


Change 24 


2-957 


T.O. 2J-F100-94 


INDEX 2 PWA 50180 
3F 
ЗЕ 
10 
3D | — 
ЗВ | 8 
/ 
98 | 
\ol [Å | 
ge GO “р э 671 
| = | ок, 
3C 9 | 
| 5 
INDEX 3 PWA 51100 6 
INDEX 4 PWA 51101 


INDEX 19 PWA 51180 


INDEX 11 PWA 51102 


93353 


FIGURE 403. PLUGS 


2-958 Change 20 


22222252 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 21751 


PWA 50180 
PWA 51100 
MS35691-1 
MS15795-809 
MS35307-312 
PWA 51100-5 
MS29513-120 
AN816-4 
PWA 51100-1 
PWA 51101 
MS9356-09 
MS9321-09 
AN816-4 
MS16996-10 
MS9021-128 
PWA 51101-6 
PWA 51102 


MS9356-09 
MS16996-13 
MS9321-09 
MS16996-10 
MS9021-112 
PWA 51102-6 
PWA 51102-1 
PWA 51180 
H2083-57M1-V1 


DESCRIPTION 


PLUGS 
PLUGS-LOCATING, STATIC BALANCE 
COMPRESSOR ROTOR SPACERS 
PLUG-FUEL FILTER 
PLUG-MAIN OIL PUMP OUTLET LEAK CHECK 


`PLUG-MAIN OIL РУМР SCAVENGE OUTLET ТО ОШ. 


TANK 
PARTIAL BREAKDOWN FOLLOWS 


`PLUG-PRESSURE TEST, OIL OUT 
. СОММЕСТОВ 
P&WA PART МО. PWA 51180-1 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


= 


= а а а аа аа LL NON ND = на 


== å å NO 


USABLE 
ON 
CODE 


Change 20 


2-959 


T.O. 2J-F100-94 


INDEX 1 PWA 51182 


INDEX 8 PWA 52580 


INDEX 12 PWA 52595 


Ç INDEX 18 PWA 52766 


96789 


FIGURE 404. PLUGS-CONTINUED 


2-960 Change 21 


DUD 777970 


FIGURE 
8 INDEX 
NUMBER 


' 
D — 


' 
= © © — O O1 +. со 
© 


' 
= 
— 


а Ж: 
Zar — 
O1 + © ND 


PART 
NUMBER 


PWA 51182 
K2070-57M2-V1 


PWA 51772 
MS16995-66 
MS16555-53 
PWA 51772-2 
PWA 51772-3 
PWA 52580 
PWA 52580-3 
PWA 52580-2 
PWA 52580-5 
PWA 52595 
MS35425-72 
PWA 52595-1 
MS9486-30 
MS9021-120 
PWA 52595-3 
PWA 52766 


PWA 52766-1 
PWA 52766-2 
PWA 52766-3 
F-17873 


PWA 53381 
6610M2Y 


PWA 53381-1 


DESCRIPTION 


PLUGS-CONTINUED 
PLUG-PRESSURE TEST, OIL BREATHER 
. PLUG-TEST 

P&WA PART NO. PWA 51182-1 
PLUG-AUGMENTOR, SIZE PRESET 


'PLUG-ALIGNING, LOW TURBINE MODULE PUSHER. 
. PROTECTOR-THREAD 


'PLUG-LOCATING, 2ND STAGE FAN CASE 


BORESCOPE BOSS 


. NUT-KNURLED 


P&WA PART NO. PWA 52766-4 
PLUG-TUBE, PRESSURE TEST 


. VALVE-BLEED 


P&WA PART NO. PWA 53381-2 


. PLUG-ASSV 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


а а а omk mn omk << o — 


Ad 


USABLE 
ON 
CODE 


Change 21 


2-961 


T.O. 2J-F100-94 


INDEX 1 PWA 53383 INDEX 2 PWA 53384 


INDEX 3 PWA 53385 INDEX 4 PWA 53386 INDEX 5 PWA 53387 


INDEX 6 PWA 53388 INDEX 7 PWA 57719 


FIGURE 405. PLUGS-CONTINUED 


2-962 Change 23 


=== 2222 D D DT 222 D D DT 


=== 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53383 
6610M2Y 


AN816-4K 
PWA 53383-1 
PWA 53384 


6610M2Y 


PWA 53384-1 
PWA 53385 


6610M2Y 


AN816-4K 
PWA 53385-1 
PWA 53386 


6610M2Y 


AN816-6-2K 
PWA 53386-1 
PWA 53387 


6610M2Y 


PWA 53387-2 
PWA 53388 


6601M2Y 


PWA 53388-1 
PWA 57719 
MS9021-5 
PWA 57719-11 
PWA 57719-2 


PWA 57719-10 
MS9021-11 
PWA 57719-13 
PWA 57719-2 
PWA 57719-14 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PLUGS-CONTINUED 
PLUG-TUBE, PRESSURE TEST 
FOR DEPOT LEVEL USE ONLY 


`PLUG-TUBE, PRESSURE TEST 


FOR DEPOT LEVEL USE ONLY 


. VALVE-BLEED 


P&WA PART NO. PWA 53384-2 


. PLUG ASSY 


PLUG-TUBE, PRESSURE TEST 
FOR DEPOT LEVEL USE ONLY 


`PLUG-TUBE, PRESSURE TEST 


FOR DEPOT LEVEL USE ONLY 


`PLUG-TUBE, PRESSURE TEST 


FOR DEPOT LEVEL USE ONLY 


`PLUG-TUBE, PRESSURE TEST 


FOR DEPOT LEVEL USE ONLY 


‘PLUG SET-TEST NO. 5 BEARING DAMPER SEALS .. 
. PACKING 


` SCREW-CAPTIVE 
MAKE FROM AN3-C12A, MED BY 96906 


USABLE 
ON 
CODE 


Change 23 


2-963 


T.O. 2J-F100-94 


INDEX 1 PWA 53389 INDEX 7 PWA 53390 


INDEX 15 PWA 53393 INDEX 21 PWA 53397 


ў INDEX 27 PWA 53401 Ç INDEX 28 PWA 53402 


FIGURE 406. PLUGS-CONTINUED 


98770 


2-964 Change 23 


7777 тот 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53389 
MS9783-11 
MS15795-842 
MS29512-16 
6610M2Y 


PWA 53389-1 
PWA 53390 
MS51972-1 
CL-155 


CL33-KA-3-12 


MS29513-011 
MS29512-06 
6610M2Y 


PWA 53390-1 
PWA 53393 
MS35307-306 
MS9321-10 
MS9021-110 
6610M2Y 


PWA 53393-1 
PWA 53397 
MS35308-306 
MS9321-10 
MS29513-116 
6610M2Y 


PWA 53397-1 
PWA 53401 
6610M2Y 


PWA 53401-1 
PWA 53402 
6610M2Y 


AN816-8K 
PWA 53402-1 


T.O. 2J-F100-94 


ОМІТ | USABLE 


PER 
DESCRIPTION ASSY 


PLUGS-CONTINUED 
PLUG-TUBE, PRESSURE TEST 


P&WA PART NO. PWA 53390-6 


. CABLE ASSY 


P&WA PART NO. PWA 53390-7 


PLUG-TUBE, PRESSURE TEST 
. VALVE-BLEED 
P&WA PART NO. PWA 53401-2 
. PLUG ASSY 
PLUG-TUBE, PRESSURE TEST 
. VALVE-BLEED 


ON 
CODE 


Change 23 


2-965 


T.O. 2J-F100-94 


= INDEX 2 PWA 53404 


INDEX 3 PWA 53410 


INDEX 9 PWA 53411 


үе INDEX 17 PWA 53412 INDEX 18 PWA 53413 


96790 


FIGURE 407. PLUGS-CONTINUED 


2-966 Change 21 


DUD DDD 


=== 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53403 
6610M2Y 


PWA 53403-1 
PWA 53404 
6610M2Y 


PWA 53404-1 
PWA 53410 
MS9783-11 
MS9321-09 
MS29512-07 
6610M2Y 


PWA 53410-1 
PWA 53411 
MS51971-7 
MS29513-015 
MS29513-334 
PWA 53411-1 
MS29513-236 
6610M2Y 


PWA 53411-4 
PWA 53412 
6610M2Y 


PWA 53412-1 
PWA 53413 
AN3C5A 
MS9321-09 
MS29513-212 
6610M2Y 


PWA 53413-1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PLUGS-CONTINUED 
PLUG-TUBE, PRESSURE TEST 


. VALVE-BLEED 


P&WA PART NO. PWA 53403-2 


. PLUG ASSY 


PLUG-TUBE, PRESSURE TEST 


. VALVE-BLEED 


P&WA PART NO. PWA 53404-2 


. PLUG ASSY 


PLUG-TUBE, PRESSURE TEST 


'PLUG-TUBE, PRESSURE TEST 
. VALVE-BLEED 


. VALVE-BLEED 


P&WA PART NO. PWA 53413-2 


USABLE 
ON 
CODE 


Change 21 


2-967 


T.O. 2J-F100-94 


INDEX 1 PWA 53415 


INDEX 8 PWA 53418 INDEX 14 PWA 53420 


ро IR 
INDEX 20 PWA 53421 @ INDEX 24 PWA 53423 


FIGURE 408. PLUGS-CONTINUED 


98771 


2-968 Change 23 


2222 


DDD 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53415 
6610M2Y 


AN816-5K 
PWA 53415-1 
PWA 53417 
MS9783-11 
MS9549-09 
MS29513-015 
6610M2Y 


PWA 53417-1 
PWA 53418 
MS35307-306 
MS9549-10 
MS29513-213 
PWA 53418-1 
AN816-4-4K 
PWA 53420 
MS9783-11 
MS9321-09 
MS29513-020 
6610M2Y 


PWA 53420-1 
PWA 53421 
MS29512-08 
6610M2Y 


PWA 53421-1 
PWA 53423 
6610M2Y 


PWA 53423-1 


DESCRIPTION 


PLUGS-CONTINUED 
PLUG-TUBE, PRESSURE TEST 


. VALVE-BLEED 


P&WA PART МО. PWA 53417-5 


. BODY 


ADAPTER-TUBE PRESSURE TEST 


. PACKING 
. VALVE-BLEED 


'PLUG-TUBE, PRESSURE TEST 
. VALVE-BLEED 
P&WA PART NO. PWA 53423-2 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
ASSY CODE 


аа Со 02 = а = СО СО — — NN — 


жый. ый is 


Сһапде 23 


2-969 


T.O. 2J-F100-94 


INDEX 1 PWA 53424 
INDEX 2 PWA 53429 


INDEX 15 PWA 53437 INDEX 21 PWA 53445 


98772 


FIGURE 409. PLUGS-CONTINUED 


2-970 Change 23 


22222 


2222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53424 
6610M2Y 


PWA 53424-3 
PWA 53424-2 
PWA 53424-1 
PWA 53429 
MS35307-307 
PWA 53429-3 
MS28775-017 
6610M2Y 


PWA 53429-1 
PWA 53431 
MS16995-50 
MS9321-10 
MS29513-218 
6610M2Y 


PWA 53431-1 
PWA 53432 
6610M2Y 


AN816-10K 
PWA 53432-1 
PWA 53437 
MS35307-306 
MS9549-10 
MS29513-213 
6610M2Y 


PWA 53437-1 
PWA 53445 
MS9783-11 
MS9321-09 
MS29513-016 
6610M2Y 


PWA 53445-1 


DESCRIPTION 


PLUGS-CONTINUED 
PLUG-TUBE, PRESSURE TEST 


. VALVE-BLEED 


P&WA PART NO. PWA 53431-2 


. BODY 


PLUG-TUBE, PRESSURE TEST 


. VALVE-BLEED 


P&WA PART NO. PWA 53445-5 


T.O. 2J-F100-94 


ОМІТ | USABLE 
PER ON 
ASSY CODE 


2200 Aa 


= = о 05 — — 


Change 23 


2-971 


T.O. 2J-F100-94 


INDEX 14 PWA 53450 INDEX 24 PWA 53451 


INDEX 38 PWA 53457 
INDEX 32 PWA 53456 


13693 


FIGURE 410. PLUGS-CONTINUED 


2-972 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53447 


AN3C22A 
MS9321-09 
MS29513-018 
6610M2Y 


PWA 53447-6 
PWA 53449 


MS35307-307 
MS9321-10 
PWA 53449-2 
MS29513-116 
6610M2Y 


PWA 53449-1 
PWA 53450 


MS35307-314 
MS9321-10 
MS35307-315 
MS9321-10 
PWA 53450-6 
PWA 53450-5 
MS29513-212 
6610M2Y 


PWA 53450-1 
PWA 53451 


MS35307-308 
MS9549-10 
MS16995-37 
MS29513-212 
PWA 53451-3 
6610M2Y 


PWA 53451-1 
PWA 53456 


MS35307-305 
MS9549-10 
MS28775-224 
6610M2Y 


PWA 53456-1 
PWA 53457 


MS35307-307 
MS9321-10 
PWA 53457-2 
MS29513-218 
6610M2Y 


PWA 53457-1 


`PLUG-TUBE, PRESSURE TEST 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PLUGS-CONTINUED 
PLUG-TUBE, PRESSURE TEST 
FOR DEPOT LEVEL USE ONLY 


`PLUG-TUBE, PRESSURE TEST 


FOR DEPOT LEVEL USE ONLY 


` PACKING 
` VALVE-BLEED 


P&WA PART NO. PWA 53449-6 


. BODY 


PLUG-TUBE, PRESSURE TEST 
FOR DEPOT LEVEL USE ONLY 


=== > = Го n 


— = 


FOR DEPOT LEVEL ОЗЕ ONLY 


`PLUG-TUBE, PRESSURE TEST 


FOR DEPOT LEVEL USE ONLY 


`PLUG-TUBE, PRESSURE TEST 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 53457-6 


USABLE 
ON 
CODE 


Change 1 


2-973 


T.O. 2J-F100-94 


INDEX 1 PWA 53693 INDEX 8 PWA 53712 


INDEX 10 PWA 53758 


INDEX 16 PWA 53767 INDEX 22 PWA 53780 


98773 


FIGURE 411. PLUGS-CONTINUED 


2-974 Change 23 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53693 


MS35305-1 
MS9321-10 
PWA 53693-2 
MS9021-112 
6610M2Y 


PWA 53693-1 
PWA 53712 


PWA 53714 
6610M2Y 


PWA 53714-1 
PWA 53758 


6610M2Y 


AN3C5A 
PWA 53758-5 
MS28775-019 
PWA 53758-1 
PWA 53767 
MS35425-42 
PWA 53767-4 
MS9390-170 
MS9021-120 
PWA 53767-1 
PWA 53780 
MS9386-015 
PWA 53780-1 


DESCRIPTION 


PLUGS-CONTINUED 
PLUG-TUBE, PRESSURE TEST 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 53693-6 


. BODY 
PLUG-PRESSURE TEST, OIL SCAVENGE OPENING . 


FOR DEPOT LEVEL USE ONLY 
PLUG-TUBE, PRESSURE TEST 
FOR DEPOT LEVEL USE ONLY 


. VALVE-BLEED 


P&WA PART NO. PWA 53714-2 


. PLUG ASSY 


PLUG-TUBE, PRESSURE TEST 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 71491 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


dk а ЕР en 0909 


USABLE 
ON 
CODE 


Change 23 


2-975 


T.O. 2J-F100-94 


2-976 


INDEX 1 PWA 53790 INDEX 7 PWA 55134 


—mi H 


INDEX 8 PWA 55152 INDEX 11 PWA 52909 


16 (е) — 22 
INDEX 12 PWA 55426 INDEX 21 PWA 55432 
(DEPOT ONLY) 


21934 


FIGURE 412. PLUGS-CONTINUED 


Change 1 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53790 

PWA 53790-1 
PWA 53790-2 
PWA 53790-4 
MS35914-261 
PWA 53790-3 
PWA 55134 


MP340-H2-RC1 
PWA 55152 


PWA 55152-2 
PWA 55152-1 
MP340-H2-RC1 


PWA 52909 
PWA 55426 


PWA 55426-4 


MS51045-520 
PWA 55426-3 
MS9021-028 
MS9021-014 
MS16555-627 
PWA 55426-2 
PWA 55426-1 
PWA 55432 


PWA 55432-2 
AN3C6 
PWA 55432-1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PLUGS-CONTINUED 
PLUG-TEST, AVERAGE PRESSURE PROBE 


. SCREW-KNURLED 
. SCREW-KNURLED 


` TUBE ASSY 


PLUG-VACUUM CHECK, NO. 4 BEARING 
COMPARTMENT 


P&WA PART NO. PWA 55134-3 
PLUG-LOCATING, STATIC BALANCE 2ND STAGE.... 
TURBINE DISK 


. COLLAR-ADJUSTING 
. SET-LOCATING PLUG 


P&WA PART МО. PWA 55152-3 
PLUG-PRESSURE TEST, OIL SCAVENGE 
OPENING, OIL TANK ASSY 
PLUG-PRESSURE TEST, DIFFUSER CASE 
SCAVENGE CONNECTOR BOSS 
FOR DEPOT LEVEL USE ONLY 


. NUT-LOW FRICTION 


0.375-16 THD 


PLUG-PRESSURE TEST DIFFUSER CASE NO. 4 .... 
OIL SUPPLY BOSS 
FOR DEPOT LEVEL USE ONLY 


USABLE 
ON 
CODE 


Change 24 


2-977 


T.O. 2J-F100-94 


10 
| 
11 
| 
12 
INDEX 9 PWA 55429 
Ф — 16 
INDEX 13 PWA 55243 INDEX 18 2564571 
25 
26 | 
| 
27 
| 
INDEX 19 PWA 55428 INDEX 24 PWA 55430 35201 


FIGURE 413. PLUGS-CONTINUED 


2-978 Change 4 


=== 


дп юш 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PLUGS-CONTINUED 

PWA 57101 PLUG-BEVEL GEARSHAFT BORE 

MS16995-50 

MS15795-810 

MS35691-19 

MS16995-82 

MS28775-215 

PWA 57101-2 

PWA 57101-1 | 

PWA 55429 PLUG-PRESSURE TEST, DIFFUSER САЗЕ 
1.375-18 HOLE 
FOR DEPOT LEVEL USE ONLY 

PWA 55429-9 . PLATE ASSY-INNER 

MS15795-823 

MS51971-8 В 

PWA 55243 PLUG-PRESSURE TEST, NO. 4 BEARING 
SCAVENGE TUBE 
FOR DEPOT LEVEL USE ONLY 


NN = = 


MS9356-11 
6610M2Y 


PWA 55243-4 
PWA 55243-1 
2564571 

FOR DEPOT LEVEL USE ONLY 
PWA 55428 PLUG-PRESSURE TEST DIFFUSER CASE, 

BORESCOPE BOSS 

FOR DEPOT LEVEL USE ONLY 
PWA 55428-4 . NUT-KNURLED 
PWA 55428-3 
MS9068-016 
PWA 55428-1 
F-17874 

P&WA PART NO. PWA 55428-5 

PWA 55430 PLUG-PRESSURE TEST DIFFUSER CASE NO. 4 .... 

BRNG AIR VENT 

FOR DEPOT LEVEL USE ONLY 
CL-3-HK-4 . KNOB-HAND 

P&WA PART NO. PWA 55430-2 

PWA 55430-3 
PWA 55430-1 
PWA 55430-4 


Change 24 2-979 


T.O. 2J-F100-94 


INDEX 1 PWA 51860 INDEX 2 PWA 21735 


INDEX 3 PWA 21736 


12 


INDEX 10 PWA 55425 


INDEX 13 PWA 55427 


INDEX 16 PWA 55431 


FIGURE 414. PLUGS-CONTINUED 


2-980 Change 21 


222 


= DDI D DVD 


== 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 51860 


PWA 51860-1 
MP350-H5-RC1 


PWA 21735 
PWA 21736 
PWA 57193 


MS51971-3 
MS9321-12 
PWA 57193-2 
MS16555-40 
PWA 57193-1 
PWA 55425 


MS9068-012 
PWA 55425-1 
F-17870 


PWA 55427 
MS9068-231 
PWA 55427-1 
MP330-H2-RC1 
PWA 55431 


PWA 55431-2 
PWA 55431-1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PLUGS-CONTINUED 
PLUG-LOCATING, STATIC BALANCE 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 51860-2 
PLUG-HOLD DOWN STATIC BALANCE 
FOR DEPOT LEVEL USE ONLY 
PLUG-HOLD DOWN STATIC BALANCE 
FOR DEPOT LEVEL USE ONLY 
PLUG-STATIC PRESSURE PROBE BOSS 
FOR DEPOT LEVEL USE ONLY 


` INNER PLATE ASSY 


PLUG-PRESSURE TEST, DIFFUSER CASE 
COMBUSTOR BOLT HOLES 
FOR DEPOT LEVEL USE ONLY 


| CONTAINER 


P&WA PART NO. PWA 55425-3 
PLUG-PRESSURE TEST, DIFFUSER CASE, 
MANIFOLD BLEED 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 55427-3 
PLUG-PRESSURE TEST, DIFFUSER CASE, AIR 
SUPPLY BOSS 
FOR DEPOT LEVEL USE ONLY 


Change 21 


USABLE 
ON 
CODE 


2-980.1 


T.O. 2J-F100-94 


Г---- 


| фі 


INDEX 1 PWA 55841 INDEX 9 PWA 57454 


s 
< 
So өч 

6560639 
55555557 


I 


eS 
IN 


INDEX 14 PWA 57455 


INDEX 18 PWA 57463 Y 


D = 


INDEX 19 PWA 70704 Ба “4 


INDEX 20 PWA 70706 


42087 


FIGURE 414A. PLUGS-CONTINUED 


2-980.2 Change 6 


== D 22 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55841 


CL-4-HK-4 


PWA 55841-10 
MS35691-810 
MS35338-143 
PWA 55841-12 


MS16555-660 
PWA 55841-8 
PWA 57454 
.437 1D-8 


AN816-4J 
6610M2Y 


PWA 57454-1 
H17876 


PWA 57455 


SR25 


6610M2Y 


PWA 57455-1 
H17876 


PWA 57463 


PWA 70704 
PWA 70706 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PLUGS-CONTINUED 
PLUG-PRESSURE TEST, DIFFUSER CASE, FUEL ... 
NOZZLE PAD 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 55424 


. KNOB-HAND 


P&WA PART NO. PWA 55841-9 


. PLATE ASSY 


PLUG-PRESSURE TEST 
FOR DEPOT LEVEL USE ONLY 


: CONTAINER 


P&WA PART NO. PWA 57454-5 
PLUG-PRESSURE TEST 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 57455-6 


. VALVE-BLEED 


P&WA PART NO. PWA 57455-2 


. ADAPTER ASSY 
. CONTAINER 


P&WA PART NO. PWA 57455-4 
PLUG-LOCATING, STATIC BALANCE 13TH STAGE ... 
SPACER 
PLUG-1ST AND 3RD STAGE COMPRESSOR DISK... 
PLUG ASSY-2ND STAGE COMPRESSOR DISK AND . 
HUB 


USABLE 
ON 
CODE 


Change 24 


2-981 


T.O. 2J-F100-94 


INDEX 3 А/М 32А-60А Eg 
(DEPOT) 


FIGURE 415. POWER SUPPLIES 


2-982 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


POWER SUPPLY 
PWA 50091 POWER SUPPLY-MXU-687/E 
PWA 50107 POWER SUPPLY-EHR RESET RGU-15/E 
SUPERSEDED BY PWA 50091 
FOR 100 ENGINE ONLY 
A/M 32A-60A GROUP POWER CART 
FOR DEPOT LEVEL USE ONLY 


2-983 


T.O. 2J-F100-94 


74 


a 
INDEX 11 PWA 55624 


INDEX 12 ООР636 7 INDEX 13 PWA 70624 


52231 


FIGURE 416. РКЕЗЗЕ$ 


2-984 Change 8 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55060 


MS51971-5 
41106 


AR-400 
RCH-123 


PWA 55060-13 
MS24671-9 
PWA 55060-12 
PWA 55060-8 
PWA 55060-11 
PWA 55624 


OOP636 
PWA 70624 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PRESSES 

PRESS-HYDRAULIC, REAR COMPRESSOR DRIVE 
TURBINE AXIAL 
FOR DEPOT LEVEL USE ONLY 


| WASHER SET-SPHERICAL 


P&WA PART NO. PWA 55060-10 


P&WA PART NO. PWA 55060-6 


. CYLINDER-HYDRAULIC 


P&WA PART NO. PWA 55060-5 


` PROTECTOR 
` ADAPTER ASSEMBLY 


PRESS-ASSY, PUNCH, AUGMENTOR FINGER 
SEAL REPLACEMENT 
FOR DEPOT LEVEL USE ONLY 

PRESS-ARBOR 

PRESS-DENT REPAIR, ANTI-ICING CONE 
FOR DEPOT LEVEL USE ONLY 


USABLE 
ON 
CODE 


Change 8 


2-985 


T.O. 2J-F100-94 


CR m. 


INDEX 1 PWA 54334 INDEX 2 PWA 54390 


«Tr 


INDEX 3 PWA 54258 INDEX 4 PWA 53188 


кан on, 


INDEX 13 PWA 54261 


INDEX 15 PWA 54489 INDEX 16 PWA 54606 106696 


FIGURE 417. PROBES 


2-986 Change 27 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 54334 


PWA 54334-2 
PWA 54390 


PWA 54390-2 
PWA 54258 
L10-9X3X2 
PWA 53188 
PWA 54137 
PWA 54137-4 
PWA 54137-5 
PWA 54137-6 
PWA 54137-3 
R-50-4 

PWA 54137-7 
PWA 54137-2 
MP340H2RC1 
PWA 54261 
L10-9X3X2 
PWA 54489 


PWA 54606 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PROBES 
PROBE-ROTATING EDDY CURRENT HOLE 
INSPECTION 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 54390 


. CONTAINER 


PROBE-ROTATING EDDY CURRENT HOLE 
INSPECTION 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 54334 


. CONTAINER 


PROBE-ROTATING, EDDY CURRENT HOLE 
INSPECTION (RECHI) 
FOR DEPOT LEVEL USE ONLY 


. CONTAINER 


P&W PART NO. PWA 54258-2 
PROBE-AIR PRESSURE, 1ST STAGE TURBINE 
BLADE 
PROBE-EDDY CURRENT 2ND TURB RET PLATE, ... 
AFT FILLET RAD 
FOR DEPOT LEVEL USE ONLY 


. PIN-DOWEL 

. EXTENSION-PROBE 

. TIP-PROBE, ASSY 

. SPRING-COMPRESSION 
. СОММЕСТОВ 


P&W PART МО. PWA 54137-1 


` BODY-PROBE 
` CONTAINER 


P&W PART NO. PWA 54137-8 
PROBE-ROTATING EDDY CURRENT HOLE 
INSPECTION (RECHI) 


. CONTAINER 


P&W PART NO. PWA 54261-2 
PROBE-MANUAL, AIR SEAL INSPECTION 
FOR DEPOT LEVEL USE ONLY 
PROBE-CONTACT INSPECTION, 2ND STG TURB.... 
RETAINING PLATE 
FOR DEPOT LEVEL USE ONLY 


Change 27 


USABLE 
ON 
CODE 


2-986.1 


T.O. 2J-F1 00-94 


l-4 2% | 
(Св 9 
| N шеу 


2 
INDEX 1 PWA 54415 


27 


ром 240 
Г 
| 


25 


| 
22 


INDEX 21 PWA 54417 


INDEX 41 PWA 54410 


21814 


FIGURE 417А. PROBES-CONTINUED 


2-986.2 EG 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 54415 


PWA 54415-1 
PWA 54415-1-1 


PWA 54415-1-2 


PWA 54415-1-18 
PWA 54415-1-17 


PWA 54415-1-20 
PWA 54415-1-21 
PWA 54415-1-3 


PWA 54415-1-19 
PWA 54415-1-16 
PWA 54415-1-7 

PWA 54415-1-23 


PWA 54415-1-6 
C0057-007- 
0190M 

PWA 54415-1-13 
MS18211-46C 
PWA 54415-1-15 


PWA 54415-1-22 


PWA 54415-1-11 
MP380-H2-RC1 


PWA 54417 


PWA 54417-1 
PWA 54417-1-1 


PWA 54417-1-2 


PWA 54417-1-18 
PWA 54417-1-17 


PWA 54417-1-20 
PWA 54417-1-21 
PWA 54417-1-3 


PWA 54417-1-19 
PWA 54417-1-16 
PWA 54417-1-7 

PWA 54417-1-23 


PWA 54417-1-6 
C0057-007- 
0190M 

PWA 54417-1-13 
MS18211-46C 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


PROBES-CONTINUED 
PROBE-BROACH INSPECTION 3RD COMPRESSOR 
DISK 
FOR DEPOT LEVEL USE ONLY 
. PROBE ASSY 
.. СОММЕСТОВ 
MAKE FROM 2504M, МЕР ВУ 82389 
.. PIN (АР) 
MAKE FROM М$16995-630, MFD BY 96906 


MAKE FROM D11-10, MFD BY 29440 
.. PROBE TIP 
.. SPRING-COMPRESSION 
P&WA PART МО. PWA 54415-1-22 


.. SCREW (AP) 
.. СОММЕСТОВ 

МАКЕ FROM DB-3S-1, МЕО ВУ 52452 
.. RECEPTACLE 

МАКЕ FROM 011-10, МЕР ВУ 29440 


. СОМТАМЕВ 
P&WA PART МО. PWA 54415-2 
PROBE-BROACH INSPECTION 3RD COMPRESSOR 
DISK 
FOR DEPOT LEVEL USE ONLY 
. PROBE ASSY 
.. CONNECTOR 
MAKE FROM 2504M, MFD BY 96906 
.. PIN (AP) 
MAKE FROM MS 16995, MFD BY 96906 


MAKE FROM D11-10, MFD BY 29440 
.. PROBE TIP 
.. SPRING-COMPRESSION 
P&WA PART NO. PWA 54415-1-22 


Change 1 


ON 
CODE 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-986.4 


PART 
NUMBER 


PWA 54417-1-15 
PWA 54417-1-22 


PWA 54417-1-11 
MP380-H2-RC1 


PWA 54410 


PWA 54410-1 
DR-2S-6 


PWA 54410-1-10 
MS18211-460 
PWA 54410-1-4 
PWA 54410-1-3 
C0057-007- 
0190M 

PWA 54410-1-12 


PWA 54410-1-11 
MP350H2RC1 


Change 1 


UNITS 
PER 
DESCRIPTION ASSY 


.. CONNECTOR 

MAKE FROM DB-3S-1, MFD BY 52452 
.. RECEPTACLE 

MAKE FROM D11-10, MFD BY 29440 


P&WA PART NO. PWA 54417-2 
PROBE-BROACH INSPECTION 3RD COMPRESSOR 
DISK 
FOR DEPOT LEVEL USE ONLY 


. PROBE ASSY 
.. CONNECTOR 


P&WA PART NO. PWA 54410-1-1 


.. SCREW (AP) 

.. DIFFERENTIAL 

.. PROBE TIP 

.. SPRING-COMPRESSION 


P&WA PART NO. PWA 54410-1-13 


.. CONNECTOR 


MAKE FROM DR-3S-4, MFD BY 52452 


.. RECEPTACLE 
. CONTAINER 


P&WA PART NO. PWA 54410-2 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


ë INDEX 37 PWA 54544 


FIGURE 418. PROBES-CONTINUED 


96792 


(2-987 Blank)/2-988 Change 21 


DIVX DD пп ооо VD по DV 


=== 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 54384 


PWA 54384-2 
NO. 50-4 


PWA 54384-1 
LC-020B-5SS 


PWA 54384-6 
LC-020B-9SS 


PWA 54384-16 
PWA 54384-7 
D2-187 


PWA 54384-12 
C1-006A-1SS 


PWA 54384-15 
PWA 54384-10 
PWA 54384-8 
UPC510-H2RC1 


PWA 54428 


PWA 54428-1 
PWA 54428-1-1 


PWA 54428-1-2 


PWA 54428-1-18 
PWA 54428-1-17 


PWA 54428-1-20 
PWA 54428-1-21 
PWA 54428-1-3 


PWA 54428-1-19 
PWA 54428-1-16 
PWA 54428-1-7 

PWA 54428-1-23 


PWA 54428-1-6 
C0057-007- 
0190M 

PWA 54428-1-13 
MS18211-46C 
PWA 54428-1-15 


PWA 54428-1-22 


PWA 54428-1-11 
MP380-H2-RC1 


PWA 54544 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PROBES-CONTINUED 
PROBE-EDDY CURRENT, 2ND COMPRESSOR 
AIR-SEAL ANTI-ROTATION SLOT 


P&WA PART МО. PWA 54384-5 
. PIN-DOWEL 
. SPRING 

P&WA PART NO. PWA 54384-3 
. DIFFERENTIAL 


P&WA PART NO. PWA 54384-13 
. DIFFERENTIAL 


. CONTAINER 
P&WA PART NO. PWA 54384-14 
PROBE-BROACH INSPECTION 3RD COMPRESSOR . 
DISK 
FOR DEPOT LEVEL USE ONLY 
. PROBE ASSY 
.. CONNECTOR 
MAKE FROM 2504M, MFD BY 82389 
.. PIN (AP) 
MAKE FROM MS16995-630, MFD BY 96906 


MAKE FROM MS16995-52, MFD BY 96906 
.. BARREL 


MAKE FROM MS16995-52, MFD BY 96906 


MAKE FROM D11-10, MFD BY 29440 
.. TIP-PROBE 
.. SPRING-COMPRESSION 
P&WA PART NO. PWA 54428-1-22 


.. SCREW (AP) 
.. СОММЕСТОВ 

MAKE FROM DB-3S-1, МЕР BY 52452 
.. RECEPTACLE 

MAKE FROM D11-10, MFD BY 29440 


P&WA PART NO. PWA 54428-2 
PROBE-ULTRASONIC, 2ND STAGE TURBINE 
BLADE 
FOR DEPOT LEVEL USE ONLY 


Change 21 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


v. 


2-988.2 


INDEX 1 PWA 54303 


pwA54461 
SIN: 


INDEX 3 PWA 54461 


INDEX 5 PWA 54345 

INDEX 6 PWA 54471 

INDEX 7 PWA 54472 

INDEX 8 PWA 54473 

INDEX 9 PWA 54474 
INDEX 10 PWA 54475 


FIGURE 418А. PROBES-CONTINUED 


Change 29 


v 


INDEX 2 PWA 54307 


INDEX 4 PWA 54488 


INDEX 11 PWA 54041 
INDEX 12 PWA 54042 
INDEX 13 PWA 54045 
INDEX 14 PWA 54047 
INDEX 15 PWA 54048 
INDEX 16 PWA 54470 
INDEX 17 PWA 54476 


110159 


эээ? 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 54303 


PWA 54303-3 
MP350H2RC1 


PWA 54307 


PWA 54307-3 
UPC520-H2-RC1 


PWA 54461 
PWA 54488 


PWA 54345 


PWA 54471 


PWA 54472 


PWA 54473 


PWA 54474 


PWA 54475 


PWA 54041 


PWA 54042 


PWA 54045 


PWA 54047 


PWA 54048 


PWA 54470 


PWA 54476 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


PROBES-CONTINUED 
PROBE-BORE INSPECTION 
FOR DEPOT LEVEL USE ONLY 


. PROBE ASSY 
. CONTAINER 


P&W PART NO. PWA 54303-2 
PROBE-13TH SPACER SNAP DIAMETER 
FOR DEPOT LEVEL USE ONLY 


. PROBE ASSY 
. CONTAINER 


P&W PART NO. PWA 54307-2 

PROBE-ULTRASONIC, ЗВО BLADE 

FOR DEPOT LEVEL USE ONLY 
PROBE-AIRSEAL INSPECTION 

FOR DEPOT LEVEL USE ONLY 
PROBE-BROACH INSPECTION, 1ST AND ЗВО 

COMPRESSOR DISK 

FOR DEPOT LEVEL USE ONLY 
PROBE-BROACH INSPECTION, 1ST AND ЗВО 

COMPRESSOR DISK 

FOR DEPOT LEVEL USE ONLY 
PROBE-BROACH INSPECTION, 1ST AND ЗВО 

COMPRESSOR DISK 

FOR DEPOT LEVEL USE ONLY 
PROBE-BROACH INSPECTION, 1ST AND ЗВО 

COMPRESSOR DISK 

FOR DEPOT LEVEL USE ONLY 
PROBE-BROACH INSPECTION, 1ST AND ЗВО 

COMPRESSOR DISK 

FOR DEPOT LEVEL USE ONLY 
PROBE-BROACH INSPECTION, 1ST AND ЗВО 

COMPRESSOR DISK 

FOR DEPOT LEVEL USE ONLY 
PROBE-BROACH INSPECTION, 1ST AND ЗВО 

COMPRESSOR DISK 

FOR DEPOT LEVEL USE ONLY 
PROBE-BROACH INSPECTION, 1ST AND ЗВО 

COMPRESSOR DISK 

FOR DEPOT LEVEL USE ONLY 
PROBE-BROACH INSPECTION, 1ST AND ЗВО 

COMPRESSOR DISK 

FOR DEPOT LEVEL USE ONLY 
PROBE-BROACH INSPECTION, 1ST AND ЗВО 

COMPRESSOR DISK 

FOR DEPOT LEVEL USE ONLY 
PROBE-BROACH INSPECTION, 1ST AND ЗВО 

COMPRESSOR DISK 

FOR DEPOT LEVEL USE ONLY 
PROBE-BROACH INSPECTION, 1ST AND ЗВО 

COMPRESSOR DISK 

FOR DEPOT LEVEL USE ONLY 
PROBE-BROACH INSPECTION, 1ST AND ЗВО 

COMPRESSOR DISK 

FOR DEPOT LEVEL USE ONLY 


Change 29 2-989 


T.O. 2J-F100-94 


INDEX 1 BDS-4111PTB 


PS280C 


FIGURE 419. PROGRAMMERS 


2-990 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER CAGE DESCRIPTION ASSY CODE 


PROGRAMMERS 
BDS-4111PTB 54193 | PROGRAMMER 


2-991 


T.O. 2J-F100-94 


INDEX 1 PWA 50549 INDEX 2 PWA 50563 


INDEX 4 PWA 51094 
INDEX 3 PWA 51088 


INDEX 6 PWA 51641 


INDEX 5 PWA 51640 


13696 


FIGURE 420. PROTECTORS 


2-992 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 50549 
PWA 50563 
PWA 51088 
PWA 51094 
PWA 51640 


PWA 51641 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


PROTECTORS 
PROTECTOR-ENGINE INLET 
PROTECTOR-NO. 1 BEARING COMPARTMENT 
PROTECTOR-8TH AND 9TH STAGES 
COMPRESSOR AIR SEAL 
PROTECTOR-2ND STAGE TURBINE BLADE 
RETAINER PLATE AIR SEALS 
PROTECTOR-1ST STAGE COMPRESSOR HUB 
FRONT AIR SEAL 
PROTECTOR-1ST STAGE COMPRESSOR HUB 
REAR SEAL 


2-993 


T.O. 2J-F100-94 


INDEX 1 PWA 51642 


INDEX 2 PWA 51806 


INDEX 3 PWA 51807 INDEX 4 PWA 51808 


INDEX 6 PWA 51810 


INDEX 5 PWA 51809 


13697 


FIGURE 421. PROTECTORS-CONTINUED 


2-994 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 


& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PROTECTORS-CONTINUED 
PWA 51642 PROTECTOR-2ND STAGE COMPRESSOR AIR SEAL 
PWA 51806 PROTECTOR-4TH STAGE COMPRESSOR AIR SEAL. 
PWA 51807 PROTECTOR-5TH STAGE COMPRESSOR AIR SEAL. 
PWA 51808 PROTECTOR-6TH STAGE COMPRESSOR AIR SEAL. 
PWA 51809 PROTECTOR-7TH STAGE COMPRESSOR AIR SEAL. 
PWA 51810 PROTECTOR-10TH, 11TH AND 12TH STAGE 

COMPRESSOR AIR SEAL 


2-995 


T.O. 2J-F100-94 


INDEX 1 PWA 52410 
INDEX 2 PWA 52643 


INDEX 4 PWA 52692 


INDEX 6 PWA 52694 


INDEX 5 PWA 52693 


13698 


FIGURE 422. PROTECTORS-CONTINUED 


2-996 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52410 
PWA 52643 


PWA 52647 
PWA 52692 
PWA 52693 
PWA 52694 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


PROTECTORS-CONTINUED 

PROTECTOR-NO. 4 BEARING AIR SEAL 

PROTECTOR-2ND TO 3RD STAGE COMPRESSOR 
AIR SEAL 

PROTECTOR-SPLINE, FRONT COMPRESSOR 
DRIVE TURBINE SHAFT 

PROTECTOR-REAR COMPRESSOR ROTOR AND ... 
STATOR, FRONT 

PROTECTOR-REAR COMPRESSOR ROTOR AND ... 
STATOR, REAR 

PROTECTOR-REAR COMPRESSOR ROTOR AND ... 
STATOR ID, 8TH, 10TH, 12TH AND 13TH STAGE 
DISK 


Change 6 2-997 


T.O. 2J-F100-94 


INDEX 1 PWA 52695 


INDEX 2 PWA 52696 


INDEX 3 PWA 52700 
INDEX 4 PWA 52701 


INDEX 5 PWA 52702 


INDEX 6 PWA 52703 


13699 


FIGURE 423. PROTECTORS-CONTINUED 


2-998 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PROTECTORS-CONTINUED 

PWA 52695 PROTECTOR-REAR COMPRESSOR ROTOR AND ... 
STATOR, FRONT HUB 

PWA 52696 PROTECTOR-REAR COMPRESSOR ROTOR AND ... 
STATOR 

PWA 52700 PROTECTOR-FRONT COMPRESSOR ROTOR AND 
STATOR, REAR 

PWA 52701 PROTECTOR-FRONT COMPRESSOR ROTOR AND 
STATOR, REAR HUB 

PWA 52702 PROTECTOR-FRONT COMPRESSOR ROTOR AND 
STATOR, FRONT 

PWA 52703 PROTECTOR-FRONT COMPRESSOR ROTOR AND 
STATOR FRONT HUB 


2-999 


T.O. 2J-F100-94 


INDEX 1 PWA 52704 


INDEX 2 PWA 52705 


INDEX 3 PWA 52706 


INDEX 4 PWA 52707 


INDEX 6 PWA 52709 


INDEX 5 PWA 52708 


13700 


FIGURE 424. PROTECTORS-CONTINUED 


2-1000 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 


NUMBER NUMBER DESCRIPTION ASSY CODE 


PROTECTORS-CONTINUED 

PWA 52704 PROTECTOR-FRONT COMPRESSOR ROTOR AND 
STATOR 

PWA 52705 PROTECTOR-FRONT COMPRESSOR DRIVE 
TURBINE ROTOR AND STATOR, FRONT 

PWA 52706 PROTECTOR-FRONT COMPRESSOR DRIVE 
TURBINE ROTOR AND STATOR, FRONT 
RETAINER 

PWA 52707 PROTECTOR-FRONT COMPRESSOR DRIVE 
TURBINE ROTOR AND STATOR, REAR 

PWA 52708 PROTECTOR-FRONT COMPRESSOR DRIVE 
TURBINE ROTOR AND STATOR, REAR 
RETAINER 

PWA 52709 PROTECTOR-ROTOR COMPRESSOR DRIVE 
TURBINE ROTOR AND STATOR, FRONT 


2-1001 


T.O. 2J-F100-94 


od 


INDEX 1 PWA 52710 INDEX 2 PWA 52711 


INDEX 3 PWA 52718 INDEX 4 PWA 52719 


INDEX 5 PWA 52720 INDEX 6 PWA 52733 


96793 


FIGURE 425. PROTECTORS-CONTINUED 


2-1002 Change 21 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


PWA 52710 


PWA 52711 


PWA 52718 
PWA 52719 


PWA 52720 
PWA 52733 


MS9805-08 
MS15795-842 
PWA 52733-1 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


PROTECTORS-CONTINUED 
PROTECTOR-REAR COMPRESSOR DRIVE 
TURBINE ROTOR AND STATOR, REAR 
PROTECTOR-REAR COMPRESSOR DRIVE 
TURBINE ROTOR AND STATOR, REAR 
SUPERSEDED BY PWA 57039 
PROTECTOR-COMPRESSOR INTERMEDIATE 
CASE INNER, FRONT 
PROTECTOR-CORE ENGINE MODULE FRONT 
COMPRESSOR INTERMEDIATE CASE, OUTER 
PROTECTOR-CORE ENGINE MODULE FRONT 
PROTECTOR-FRONT COMPRESSOR DRIVE 
TURBINE, REAR CARBON SEAL 


Change 21 2-1003 


T.O. 2J-F100-94 


Air (2 INDEX 2 РИА 52735 ® — 2С 


а INDEX 4 PWA 52887 


| 58 A 
(2 INDEX 5 PWA 52915 ë INDEX 6 PWA 5296 —7 


96794 


FIGURE 426. PROTECTORS-CONTINUED 


2-1004 Change 21 


22222 D D DUT 


222222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52734 
PWA 52735 
PWA 52735-5 


MS9321-09 
MS35649-204 
PWA 52735-3 
PWA 52852 
PWA 52887 
PWA 52915 


MS35649-204 
PWA 52915-4 


MS15795-308 
PWA 52915-1 
PWA 52916 

PWA 52916-3 


PWA 52916-2 
PWA 52916-4 


PWA 52916-1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PROTECTORS-CONTINUED 

PROTECTOR-FRONT COMPRESSOR DRIVE 
TURBINE, EXHAUST CASE 

PROTECTOR-ENGINE ASSY COMPLETE, MINUS.... 
AUGMENTOR, REAR 

. SCREW-HEX HD CAP 
0.190-24 X 0.50 IN. LONG, SST 


` PROTECTOR 


PROTECTOR-NO. 4 BEARING AIR SEAL 

PROTECTOR-NO. 3 BEARING AIR SEAL 

PROTECTOR-3RD STAGE FAN CASE ASSY, 
FRONT FLANGE 


10-24 X 1 IN. LONG, STEEL 


. WASHER 
. SHIELD ASSY 


PROTECTOR-3RD STAGE FAN CASE ASSY, REAR .. 
FLANGE 


. NUT-FINISHED HEX 


10-24, STEEL 


. WASHER 
. SCREW-MACHINE 


10-24 X 0.5 IN. LONG, STEEL 


Change 21 


USABLE 
ON 
CODE 


2-1005 


T.O. 2J-F100-94 


INDEX 1 PWA 52954 % INDEX 2 PWA 52980 


INDEX 3 PWA 52994 


INDEX 5 PWA 53362 
INDEX 6 PWA 53786 


98774 


FIGURE 427. PROTECTORS-CONTINUED 


2-1006 Change 23 


2222222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52954 

PWA 52954-2 
PWA 52954-1 
PWA 52954-4 


PWA 52954-3 
PWA 52980 


PWA 52994 
PWA 53325 


PWA 53362 


PWA 53786 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PROTECTORS-CONTINUED 
PROTECTOR-REAR TURBINE CASE AND DUCT .... 
SET, FRONT 


. NUT-FINISHED HEX 


10-24 STD, STEEL 


. WASHER-FLAT 


10 STD, STEEL 


. SCREW-HEX HD CAP 


10-24 X 0.750 IN. LONG, STEEL 


. RING ASSY 


PROTECTOR-FRONT COMPRESSOR DRIVE 
TURBINE SHAFT 

PROTECTOR-COVER, NO. 4 BEARING SEAL, REAR. 

PROTECTOR-COMPRESSOR SEALS, 1ST AND 
2ND STAGE ROTOR 

PROTECTOR-HIGH TURBINE RETAINING NUT 
KNIFE EDGE SEALS 

PROTECTOR-NO. 4 BEARING COMPARTMENT 


USABLE 
ON 
CODE 


Change 23 


2-1007 


T.O. 2J-F100-94 


INDEX 1 PWA 52917 7% 


cl КІ 3- on 


INDEX 2 PWA 55163 


є INDEX 6 PWA 55449 INDEX 8 PWA 55558 


18,19,20 


INDEX 13 PWA 55622 


21,22,23 


INDEX 17 GS22489-1 


FIGURE 428. PROTECTORS-CONTINUED 


2-1008 Change 21 


22220 22220 71777150 


== тат 


Т.О. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PROTECTORS-CONTINUED 
PWA 52917 PROTECTOR-2ND STAGE FAN CASE ASSY, 
FRONT FLANGE 
MS35649-204 
PWA 52917-4 
0.190-24 X 1 IN. LONG, SST 
MS15795-842 . WASHER 
PWA 52917-1 . SHIELD ASSY 
PWA 55163 PROTECTOR-INTERMEDIATE CASE AIR HOLES, .... 
NO. 3 BEARING AREA 
PWA 55163-2 . FLAG ASSY 
CL-23-KA-12-LR . CABLE ASSY 
P&WA PART NO. PWA 55163-3 
PWA 55163-1 . COVER ASSY 
PWA 55449 PROTECTOR-1ST STAGE RUBSTRIP 
PWA 55449-2 . FLAG ASSY 
CL-23-KA-8.0-LR . CABLE ASSY 
P&WA PART NO. PWA 55449-3 
PWA 55449-1 . PROTECTOR 
PWA 55558 PROTECTOR-RUBBER AUGMENTOR 
FLAMEHOLDER GUTTERS 
CL-23KA20.0LR . CABLE ASSY 
P&WA PART NO. PWA 55558-3 
NAS1756-36 
9600K24 
P&WA PART NO. PWA 55558-5 
SUPERSEDES 9600K14 
P&WA PART NO. PWA 55558-2 
PWA 55558-1 . PROTECTOR 
PWA 55622 PROTECTOR-DUAL N1 CABLE CONNECTOR 
CL-21-KA-2.5-LR . CABLE ASSY 
P&WA PART NO. PWA 55622-2 
PWA 55622-3 е 
PWA 55622-1 . PROTECTOR 
GS22489-1 SET-THREAD PROTECTOR 
FOR DEPOT LEVEL USE ONLY 
GS22489-2 . ADAPTER-STAINLESS STEEL 
GS22489-3 . ADAPTER-STAINLESS STEEL 
GS22489-4 . ADAPTER-STAINLESS STEEL 
GS22489-5 . ADAPTER-NYLON 
GS22489-6 . ADAPTER-NYLON 
GS22489-7 . ADAPTER-NYLON 


Change 21 2-1009 


T.O. 2J-F100-94 


INDEX 1 PWA 55728 
INDEX 2 PWA 55810 


INDEX 4 PWA 55303 


INDEX 8 PWA 57800 аб 


FIGURE 429. PROTECTORS-CONTINUED 


2-1010 Change 6 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55728 


PWA 55810 


PWA 55810-1 
PWA 57039 


PWA 55303 
9428 


PWA 55303-3 
PWA 55303-1 


PWA 57800 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


PROTECTORS-CONTINUED 
PROTECTOR-TOBI SEAL 

FOR DEPOT LEVEL USE ONLY 
PROTECTOR-DAMPER, TURBINE ROTOR 2ND 

STAGE 

FOR DEPOT LEVEL USE ONLY 


. CONTAINER 


PROTECTOR-REAR COMPRESSOR DRIVE 
TURBINE ROTOR AND STATOR, REAR 
FOR DEPOT LEVEL USE ONLY 

PROTECTOR-NO. 4 BEARING SCAVENGE TUBE .... 


MAKE FROM 7633, MFD BY 1JN48 
PROTECTOR-FRONT COMPRESSOR DRIVE 
TURBINE, REAR CARBON SEAL 


Change 6 2-1011 


T.O. 2J-F100-94 


7 INDEX 24 PWA 52757 > INDEX 31 PWA 52758 


96795 


FIGURE 430. PROTRACTORS 


2-1012 Change 21 


222222252 


77777779 


FIGURE 
8 INDEX 
NUMBER 


PART 
NUMBER 


PWA 52496 


MS16995-55 
8795 


8794-10 


PWA 52496-23 
NAS607-4-7 
PWA 52496-2 
NAS607-2-4 
4322 


NAS607-1-5 
PWA 52496-32 
LC-024B-3MW 


PWA 52496-17 
W18-11 


MS16995-36 
PWA 52496-13 
AN515C-5-4 
NAS607-2-3 
PWA 52496-10 
PWA 52496-9 
MS51917-1 
PWA 52496-30 
PWA 52496-34 
PWA 52757 


MS9805-14 
PWA 52757-3 
PWA 52757-2 


PWA 52757-5 
PWA 52757-1 
UPC510-H2-RC1 


PWA 52758 


MS9805-22 
PWA 52758-3 
PWA 52758-2 


PWA 52758-4 
PWA 52758-1 
UPC510-H2-RC1 


`PROTRACTOR-CHECKING, 4TH STAGE 
SYNCHRONIZATION RING ARMS 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PROTRACTORS 
PROTRACTOR-CHECKING REAR COMPRESSOR ... 
INLET GUIDE VANE TRAVEL 
PARTIAL BREAKDOWN FOLLOWS 


` FERRULE-CABLE 


P&WA PART NO. PWA 52496-21 


P&WA PART NO. PWA 52496-22 


. PIN-LOCATING 
. PIN-DOWEL 


` PIN-DOWEL 
` SCREW-SHOULDER 


P&WA PART NO. PWA 52496-4 


. PIN-DOWEL 


` SPRING-COMPRESSION 


P&WA PART NO. PWA 52496-6 


що а ARAL 


` WASHER-STEEL 
` SCREW-KNURLED HD 


MAKE FROM 8259, MFD BY 97557 


. POINTER ASSY 


P&WA PART NO. PWA 52757-6 
PROTRACTOR-CHECKING, 5TH STAGE 
SYNCHRONIZATION RING ARMS 


` SCREW-KNURLED HD 


MAKE FROM 8259, MFD BY 97557 


. POINTER ASSY 


P&WA PART NO. PWA 52758-6 


Change 21 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 10 PWA 50409 


INDEX 19 PWA 50410 


33 37 36 34 31 
INDEX 28 PWA 50435 INDEX 29 PWA 50439 


93360 


FIGURE 431. PULLERS 


2-1014 Change 20 


=== 


2222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 50393 


MS16995-50 
PWA 50393-10 
CL23-KA-12LR 


PWA 50393-7 
MS9105-94 
PWA 50393-2 


PWA 50393-3 
PWA 50393-4 
PWA 50409 


MS35425-42 
MS9321-12 
PWA 50409-9 
NAS607-2-8 


PWA 50409-5 


MS150461 
PWA 50409-2 
PWA 50409-6 
PWA 50410 


MS35425-42 
PWA 50410-8 
NAS607-2-6 


PWA 50410-4 


MS9461-13 
PWA 50410-1 
PWA 50410-5 
PWA 50426 


PWA 50426-2 
PWA 50426-3 
PWA 50426-1 
PWA 50435 


CL-4-FN 


PWA 50435-4 
PWA 50435-1 
PWA 50439 


CL23-KA-8LR 


PWA 50439-6 
MS16997-50 
MS9321-10 
PWA 50439-10 
PWA 50439-8 


PWA 50439-1 
PWA 50439-9 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PULLERS 

PULLER-FRONT COMPRESSOR FRONT HUB 
BALANCE BEARING AND SPACER 
FOR DEPOT LEVEL USE ONLY 


` CABLE ASSY 


P&WA PART NO. PWA 50393-11 


. RING-RETAINING 


`PULLER-IGNITION ALTERNATOR DRIVE SHAFT 


ROLLER BEARING AND SPUR GEAR 
FOR DEPOT LEVEL USE ONLY 


` PIN-DOWEL 


SUPERSEDES MS9105-65 


. SCREW-HEX HD 


0.625-11 X 5.500 IN. LONG 


- BODY ASSY 


PULLER-IGNITION ALTERNATOR DRIVE SHAFT 
DEAERATOR 
FOR DEPOT LEVEL USE ONLY 


` LEG ASSY 
` PIN-DOWEL 


0.125 IN. DIA X 0.750 IN. LONG, STEEL 
SUPERSEDES MS9105-61 


` SPIDER ASSY 


PULLER-IDLER STUB SHAFT AND GEAR ASSY 
FOR DEPOT LEVEL USE ONLY 


. SCREW-HEX HD CAP 
. PAD-TOGGLE 


`PULLER-POWER TAKEOFF DRIVE SHAFT 


SUPERSEDED BY PWA 57140 
FOR DEPOT LEVEL USE ONLY 


. NUT-FLANGE 


P&WA PART NO. PWA 50435-3 


` HOUSING 


PULLER-POWER TAKEOFF DRIVE SHAFT ROLLER . 
BEARING AND GEAR 
FOR DEPOT LEVEL USE ONLY 


. CABLE ASSY-NYLON 


P&WA PART NO. PWA 50439-11 


` BOLT-HEX HD 
0.500-13 X 4.000 IN. LONG 
. PILOT ASSY 


Change 20 


USABLE 
ON 
CODE 


2-1015 


T.O. 2J-F100-94 


INDEX 1 PWA 70104 


INDEX 9 PWA 70109 


INDEX 30 GS21679-1 


INDEX 31 2564553 INDEX 32 PWA 57811 


FIGURE 432. PULLERS-CONTINUED 


2-1016 Change 15 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 70104 


MS16555-25 
MS16555-31 
MS35649 
MS51971 
PWA 70104-7 
PWA 70104-2 
PWA 70104-1 
F-17B76 


PWA 70109 
AR-400 
FZ-1055 
FZ-1642 


Z-410 


PWA 70109-5 
PWA 70109-4 
PWA 70109-3 
PWA 70109-2 
MS51972-2 
4834K11 


H-091-DE 


PWA 70109-1 


UPC520-H5-RC1 


PWA 70111 


MS16555-43 
PWA 70111-8 
MS16555-41 
P-56-6 


PWA 70111-4 
PWA 70111-5 
PWA 70111-1 
MP396-H2-RC1 
GS21679-1 
2564553 


PWA 57811 


91251A194 


PWA 57811-1 
MS24671-13 
PWA 57811-1-2 
MS16555-44 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


PULLERS-CONTINUED 

PULLER-FRONT COMPRESSOR STATOR LINKAGE . 
ARM BUSHING, REPAIR 
FOR DEPOT LEVEL USE ONLY 


. CONTAINER-PLASTIC 


P&WA PART МО. PWA 70104-8 
PULLER-GEARBOX HOUSING ASSY, LUG 
BUSHING ASSY/DISASSY 


0.250 NPT-0.125 NPT 
P&WA PART МО. PWA 70109-10 


P&WA PART NO. PWA 70109-11 


. SCREW-INSTALLATION 


` SCREW-EXPANDER 
` COLLET-EXPANDABLE 


· PLUG-PIPE, SQUARE HEAD 


P&WA PART NO. PWA 70109-12 


. CYLINDER-HYDRAULIC 


P&WA PART NO. PWA 70109-7 


. LOCATOR-CYLINDER 
. CONTAINER-STORAGE 


P&WA PART NO. PWA 70109-13 
PULLER-PIN REMOVAL, GEAR BOX HOUSING, 
REPAIR 
FOR DEPOT LEVEL USE ONLY 


` CONTAINER-STORAGE 


P&WA PART NO. PWA 70111-6 
PULLER-ROTOR SHAFT 
FOR DEPOT LEVEL USE ONLY 
PULLER-MECHANICAL, SERVO VALVE 
FOR DEPOT LEVEL USE ONLY 
PULLER-HYDRAULIC, FRONT COMPRESSOR 
DRIVE TURBINE SHAFT DISASSY 
REPLACES PWA 51718 


. SCREW-SOCKET HD 


P&WA PART NO. PWA 57811-12 


Change 15 2-1016.1 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-1016.2 


PART 
NUMBER 


CL-7-FN 
PWA 57447-3 
PWA 57811-2 
AR-400 

PWA 57811-8 
302482 


PWA 57447-4 


Change 15 


UNITS 
PER 
DESCRIPTION ASSY 


. NUT-FLANGE 


P&WA PART NO. PWA 57811-5 


. PUCK-ADAPTER 
. PLATE-TOP 


P&WA PART NO. PWA 57811-10 

. RAM-HYDRAULIC 

MAKE FROM RH203, MFD BY 0PFG7 
. NUT-SPEED 

P&WA PART NO. PWA 57811-6 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 14 PWA 55535 


43 36 
39 45 | 
2 33 22 44 


INDEX 20 PWA 56309 INDEX 35 PWA 55852 


INDEX 49 PWA 57829 INDEX 50 PWA 56595 


77180 


FIGURE 433. PULLERS-CONTINUED 


(2-1017 Blank)/2-1018 Change 16 


7997797 DV 


т D DVD DM 


DUD 779729 DID по тт === 


== 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57010 


MS16555-27 
MS19060-1014 
PWA 57010-23 
PWA 57010-21 
PWA 57010-22 
MS16995-39 
PWA 57010-11 
CL-22-SPS-1 


PWA 57010-12 
98381A582 


PWA 57010-18 


PWA 57010-26 
PWA 55535 


MS51021-101 
PWA 55535-1 
PWA 55535-2 
PWA 55535-4 
PWA 55535-5 
PWA 56309 


PWA 56309-12 
PWA 56309-1 
MS35307-333 
PWA 56309-14 
CL-127 


MS35691-19 
MS9321-12 
PWA 56309-4 
PWA 56309-8 
RC-106 


AR-400 
A-13 


PWA 56309-6 
PWA 56309-5 
PWA 56309-15 
PWA 55852 
MS51972-1 
PWA 55852-2 
PWA 55852-1 
MS17830-4C 
MS9321-10 
MS51975-9 
PWA 55852-4 
PWA 55852-5 


DESCRIPTION 


PULLERS-CONTINUED 
PULLER-1ST STAGE TURBINE DISK AIR SEAL 
FOR DEPOT LEVEL USE ONLY 


. JACKSCREW 
. BUSHING 


. SEGMENT-RETAINER 
. PLUNGER-SPRING 


P&WA PART NO. PWA 57010-13 


. JAW-PULLER 
. PIN-DOWEL 


P&WA PART NO. PWA 57010-19 


MAKE FROM MS16555-44, MFD BY 96906 


. PLATE-BASE 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


— 


~ ~ со ~ ~ + + со 


PULLER-TRANSFER TUBE GEARBOX BEARING .... 


FOR DEPOT LEVEL USE ONLY 


. SETSCREW 


`PULLER-NO. 4 BEARING INNER RACE, FRONT 


AND REAR SEAL PLATE AND OIL SCOOP 
SUPERSEDES PWA 50979 


P&WA PART МО. PWA 56309-10 


. COUPLER-FEMALE 


P&WA PART МО. PWA 56309-11 


` BOX-STORAGE 
PULLER-3RD STAGE COMPRESSOR BLADES 


O һа 


Change 24 


USABLE 
ON 
CODE 


2-1019 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-1020 


PART 
NUMBER 


MS51021-102 
PWA 55852-6 
MS24671-8 
PWA 55852-7 
PWA 55852-8 
PWA 57829 
PWA 56595 


Change 24 


UNITS 
PER 
DESCRIPTION ASSY 


` INSERT ASSY 
` INSERT ASSY 


PULLER-NO. 5 BRG CHECK VALVE 
PULLER-NO. 1 ВВС INNER RACE AND SLINGER.... 
(HYDRAULIC) 
SUPERSEDES PWA 22726 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 1 PWA 50370 


с-- 


INDEX 38 PWA 57916 INDEX 39 PWA 57853 


88629 


FIGURE 434. PULLERS-CONTINUED 


(2-1021 Blank)/2-1022 Change 18 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 50370 


6085K12 
233 


MS9321-10 
CL-1-SW 


NAS607-4-8 
PWA 50370-9 
PWA 50370-14 
PWA 50370-3 
PWA 50370-13 


MS35691-41 
4260H 


PWA 55938-1 
PWA 57041 


MS16995-49 
PWA 57041-13 
MS16555-44 
PWA 57041-18 
MS51959-63 
PWA 57041-15 
MS16555-43 
91247A800 


MS15795-820 
PWA 57041-17 
AR-400 


547 
RLC 502 


MS16995-82 
PWA 57041-1 
PWA 57041-5 
PWA 50405 


CL-23-KA-8-LR 


MS17984-414 
CL-4-FN 


PWA 50405-5 
MS16555-49 
PWA 50405-12 
PWA 50405-11 


` BOLT-HEX HD 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


PULLERS-CONTINUED 
PULLER-1ST AND 2ND STAGE COMPRESSOR 
DISK AIR SEAL 
SUPERSEDED BY PWA 55598 
FOR 2ND STAGE TURBINE FOR -100 AND -200 
ONLY 


. HAND KNOB ASSY 


P&WA PART NO. PWA 50370-11 


. SPRING-COMPRESSION 


P&WA PART NO. PWA 50370-2 


. WASHER-SPHERICAL 


P&WA PART NO. PWA 50370-10 


. PIN-DOWEL 


0.250 IN. DIA X 1.000 IN. LONG, STEEL 


. JAW-LOWER 


SUPERSEDED BY PWA 50370-14 


. JAW-LOWER 


SUPERSEDES PWA 50370-9 


. JAW-UPPER 


SUPERSEDED BY PWA 50370-13 


. JAW-UPPER 


SUPERSEDES PWA 50370-3 


` HAMMER-SLIDE 


P&WA PART NO. PWA 50370-10 


SUPERSEDES PWA 55439 
FOR 220 ENGINE 4KG 
SUPERSEDED BY PWA 56721 


PASC ~ = Го к 


= 


P&WA PART NO. PWA 57041-3 


` COUPLER-FEMALE 


P&WA PART NO. PWA 57041-10 


. FILM-TEFLON 


P&WA PART NO. PWA 57041-12 


. CYLINDER-HYDRAULIC 


P&WA PART NO. PWA 57041-11 


. HOUSING-CYLINDER 


PULLER-IGNITION ALTERNATOR DRIVESHAFT 
SUBASSY INSTALLATION 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 55823 
FOR 100 & 200 SERIES ENGINES 


. CABLE ASSY 


P&WA PART NO. PWA 50405-9 


` NUT-FLANGE 
P&WA PART NO. PWA 50405-8 


Change 21 2-1022.1 


T.O. 2J-F100-94 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


PWA 56655 


PWA 57916 


PWA 57853 


2-1022.2 Change 20 


DESCRIPTION 


PULLER-CONVERGENT FLAP, TRUNNION 
BRACKET BRG 
SUPERSEDES PWA 51148 


PULLER-RING 1ST STAGE TURBINE OUTER ASSY.. 


(229) 
PULLER-FAN INLET CASE 


UNITS| USABLE 
PER ON 
ASSY CODE 


T.O. 2J-F100-94 


INDEX 35 PWA 56752 


NES d 


INDEX 29 PWA 51718 


INDEX 36 PWA 57941 


110160 


FIGURE 435. PULLERS-CONTINUED 


(2-1023 Blank)/2-1024 Change 29 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57132 
1646A18 


MS24671-13 
MS51506-B4S 
PWA 57132-29 
4ТХ-5 


MS51531-B4S 
PWA 57132-29-1 


PWA 57132-30 
4ТХ-5 


MS51531-B4S 
PWA 57132-30-1 


MS51504-B4S 
AR-400 


PWA 57132-32 
MS35307-329 

MS51513-B4S 
2101-2-2C 


CY567-75 


JN-3 


PWA 57132-23 
PWA 57132-4 
MS51975-2 
MS51975-7 
PWA 57132-36 
PWA 57132-10 
26124 


PWA 57132-1 
PWA 51718 


AR-400 


PWA 51718-3 
RCH-102 


PWA 51718-2 


PWA 51718-1 
PWA 56752 


PWA 57941 


. NUT-HEX HD 


‘PULLER-HYDRAULIC, FRONT COMPRESSOR 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PULLERS-CONTINUED 
PULLER-IGV SYNC RING & LEVER ARMS 


. PULL-DOOR 


P&W PART NO. PWA 57132-16 


. SCREW (AP) 


P&W PART NO. PWA 57132-29-2 


.. NUT 
.. LINE-HYD FLUID 


MAKE FROM 0.250X.035WALLX6.68IN., MFD BY 
52660 


. TUBE ASSY 


Т LINE-HYD FLUID 


MAKE FROM 0.250X.035WALLX2.5IN., MFD BY 


P&W PART NO. PWA 57132-31 


. MANIFOLD 


P&W PART NO. PWA 57132-26 


. CYLINDER 


P&W PART NO. PWA 57132-38 
REPLAGES CY566-75 
P&W PART NO. PWA 57132-25 


P&W PART NO. PWA 57132-24 


+ = ~ ~ ND + © со 


ре 


DRIVE TURBINE SHAFT DISASSY 
FOR DEPOT LEVEL USE ONLY 
REPLACED BY PWA 57447 OR PWA 57811 


. COUPLER-FEMALE 


P&W PART NO. PWA 51718-4 


. NUT-COLLAR 
. CYLINDER-HYDRAULIC 


P&W PART NO. PWA 51718-5 


. NUT ASSY 
. BODY ASSY 


PULLER-MAIN GEARBOX PTO SHAFT, SEAL, 
RETAINER 
SUPERSEDES PWA 56317 
PULLER-BALANCE ВВС, FRONT COMPARTMENT ... 
(FAN) REAR 


Change 29 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 1 PWA 50451 INDEX 7 PWA 50492 


INDEX 16 PWA 50510 INDEX 26 PWA 50511 


INDEX 36 PWA 50512 INDEX 47 PWA 50514 


13709 


FIGURE 436. PULLERS-CONTINUED 


2-1026 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 50451 


PWA 50451-4 


MS9105-90 
PWA 50451-3 


4056H 
4056RS 
PWA 50492 


G-062-011-1143 


MS16555-51 
PWA 50492-2 


PWA 50492-1 
PWA 50492-3 


PWA 50492-7 
4056H 
4056RS 

PWA 50510 


CL21-KA-8LR 
PWA 50510-5 
MS16997-59 

PWA 50510-4 
PWA 50510-8 


MS35690-910 
4056H 


4056RS 
PWA 50510-3 


PWA 50511 


CL21-KA-8LR 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


PULLERS-CONTINUED 

PULLER-OIL PUMP DRIVE IDLER SHAFT GEAR .... 
ROLLER BEARING, OUTER RACE 
FOR DEPOT LEVEL USE ONLY 


1.000 HEX X 8.000 IN. LONG 
. HAMMER-SLIDE 
P&WA PART NO. PWA 50451-5 
. ROD-SHORT 
P&WA PART NO. PWA 50451-1 
PULLER-BREATHER PRESSURE VALVE CARBON 
SEAL RETAINER, GEARBOX 
FOR DEPOT LEVEL USE ONLY 
PARTIAL BREAKDOWN FOLLOWS 
. SPRING 
P&WA PART NO. PWA 50492-8 


0.250 DIA X 5.000 IN. LONG 
. HAMMER-SLIDE 
P&WA PART NO. PWA 50492-5 
. ROD-SHORT 
P&WA PART NO. PWA 50492-4 
PULLER-MAIN GEARBOX POWER TAKEOFF DRIVE 
SHAFT SEAL RETAINER 
SUPERSEDED BY PWA 56317 
. CABLE ASSEMBLY-NYLON 
P&WA PART NO. PWA 50510-12 


. HAMMER-SLIDE 

P&WA PART NO. PWA 50510-1 
. ROD-SHORT 

P&WA PART NO. PWA 50510-2 


3.000 DIA X 1.000 IN. LONG 
PULLER-MAIN GEARBOX IGNITION ALTERNATOR .. 
DRIVE SHAFT SEAL RETAINER 
SUPERSEDED BY PWA 56317 
. CABLE ASSEMBLY-NYLON 
P&WA PART NO. PWA 50511-13 


2-1027 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-1028 


PART 
NUMBER 


PWA 50511-5 
MS16997-59 
PWA 50511-4 
PWA 50511-8 
MS35691-43 
4056H 
4056RS 

PWA 50511-3 


PWA 50512 


4056H 


MS51967-17 
4056RS 


PWA 50512-8 


MS16997-59 
CL21-KA-4LR 


PWA 50512-3 
PWA 50512-4 
PWA 50512-5 
PWA 50512-9 
PWA 50514 


UNITS| USABLE 
PER 
DESCRIPTION ASSY 


3.750 OD X 3.2812 ID X 0.375 IN. THICK 


SUPERSEDES MS35690-910 


. HAMMER-SLIDE 


P&WA PART NO. PWA 50511-1 


. ROD-SHORT 


P&WA PART NO. PWA 50511-2 


. ADAPTER 


3.000 DIA X 1.000 IN. LONG 
PULLER-MAIN GEARBOX FUEL PUMP DRIVE 
SHAFT SEAL RETAINER 
SUPERSEDED BY PWA 56317 


. HAMMER-SLIDE 


P&WA PART NO. PWA 50512-1 


` ROD-SHORT 


P&WA PART NO. PWA 50512-2 


` CABLE ASSEMBLY 


P&WA PART NO. PWA 50512-12 


PULLER-MAIN GEARBOX MOUNTING LUG 
BUSHING 
FOR DEPOT LEVEL USE ONLY 


ON 
CODE 


T.O. 2J-F100-94 


INDEX 7 PWA 50530 
INDEX 1 PWA 50519 


INDEX 45 PWA 50614 


INDEX 35 PWA 50607 


13710 


FIGURE 437. PULLERS-CONTINUED 


(2-1029 Blank)/2-1030 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 50519 
CL-84-SBH 
AR-400 
RCH-121 
207 


PWA 50519-4 
PWA 50519-1 
PWA 50519-8 
PWA 50530 


PWA 50530-6 
PWA 50530-3 
PWA 50530-4 
FX-1616 


AR-400 
RD1610 
CL53-KA-9-12-5 


PWA 50530-9 
RD186K 


A-604K 


PWA 50605 
PWA 50605-6 


MS9486-88 
PWA 50605-10 
CL23-KA-9LR 


PWA 50605-12 
PWA 50605-9 
PWA 50605-3 
PWA 50606 
MS16995-10 
MS9321-10 
PWA 50606-4 
CL23-KA-10LR 


PWA 50606-11 
PWA 50606-2 
PWA 50606-3 
A-13 


. PLATE ASSEMBLY 
. LOCATOR ASSEMBLY 


` CABLE ASSY 
P&WA PART NO. PWA 50606-12 


` RING-RETAINER 
` PLATE-ADAPTER 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


PULLERS-CONTINUED 
PULLER-HYDRAULIC, INLET FAN MODULE ASSY ... 
SUPERSEDED BY PWA 56316 


. HANDLE-SPEED BALL 


P&WA PART NO. PWA 50519-10 


P&WA PART NO. PWA 50519-9 


. CYLINDER-HYDRAULIC 


P&WA PART NO. PWA 50519-3 
P&WA PART NO. PWA 50519-7 


. TUBE ASSEMBLY 
. SHAFT ASSEMBLY 
. BOX ASSEMBLY 


PULLER-HYDRAULIC, INLET FAN MODULE 
DISASSY 
SUPERSEDED BY PWA 56316 


. SHAFT ASSEMBLY 


` ROD ASSEMBLY 
` ELBOW-STREET 


P&WA PART NO. PWA 50530-5 


P&WA PART NO. PWA 50530-8 


. CYLINDER-HYDRAULIC 


P&WA PART NO. PWA 50530-7 


. CABLE ASSEMBLY 


P&WA PART NO. PWA 50530-10 


. COVER ASSEMBLY 


KIT-PACKING 

FOR REPAIR OF RD1610 CYLINDER 
KIT-PACKING 

FOR REPAIR OF AR-400 COUPLER 
PULLER-NO. 2 BEARING SEAL, REAR 


. SCREW-CAP, HEXAGON HEAD 


0.500-13X 3.000 IN. LONG 


P&WA PART NO. PWA 50605-11 


а ODD må må å — 


Ad 


P&WA PART NO. PWA 50606-10 


2-1031 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-1032 


PART 
NUMBER 


RC106 
AR-400 
RC106K 
A-604K 

PWA 50607 
MS16997-60 
MS9321-10 
CL23-KA-9LR 
PWA 50607-1 
PWA 50607-11 
PWA 50607-4 
PWA 50607-10 
RC102 
AR-400 
RC102K 
A-604K 

PWA 50614 
CL23-KA-12LR 
MS16995-50 
MS15795-810 
PWA 50614-1 
PWA 50614-2 
A-23 


PWA 50614-3 
PWA 50614-4 


AR-400 
RC-53 
RC-53K 


A-604K 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


. CYLINDER-HYDRAULIC 
P&WA PART NO. PWA 50606-9 


P&WA PART NO. PWA 50606-13 
KIT-PACKING 
FOR REPAIR OF RC106 CYLINDER 
KIT-PACKING 
FOR REPAIR OF AR-400 COUPLER 
PULLER-NO. 2 BEARING SCOOP, REAR 


. CABLE ASSY 
P&WA PART NO. PWA 50607-12 


` RETAINER 
` CYLINDER-HYDRAULIC 
P&WA PART NO. PWA 50607-5 


P&WA PART МО. PWA 50607-13 
KIT-PACKING 
FOR REPAIR OF RC102 CYLINDER 
KIT-PACKING 
FOR REPAIR OF AR-400 COUPLER 
PULLER-NO. 3 BEARING INNER RACE 
PARTIAL BREAKDOWN FOLLOWS 
. CABLE ASSY 
P&WA PART NO. PWA 50614-11 


P&WA PART NO. PWA 50614-12 
. CYLINDER-HYDRAULIC 
P&WA PART NO. PWA 50614-9 
KIT-PACKING 
FOR REPAIR OF RC-53 CYLINDER 
KIT-PACKING 
FOR REPAIR OF AR-400 COUPLER 


ON 
CODE 


T.O. 2J-F100-94 


32Е 320 
| 


INDEX 25 PWA 50637 


«2 INDEX 32 PWA 50639 


INDEX 33 PWA 50641 
INDEX 40 PWA 50658 


93365 


FIGURE 438. PULLERS-CONTINUED 


(2-1033 Blank)/2-1034 Change 20 


7777759 


FIGURE 
8 INDEX 
NUMBER 


PART 
NUMBER 


PWA 50619 
CL23-KA-10LR 


CL-3-FN 


PWA 50619-2 
PWA 50619-5 
A-13 


PWA 50619-3 
AR-400 


RC102 


PWA 50619-12 
MS16995-38 
PWA 50619-1 
CL-11-SPS-1 


PWA 50619-11 
RC102K 


A-604K 


PWA 50635 
MS16996-12 
MS35691-3 
MS15795-810 
PWA 50635-8 
PWA 50635-1 
MS16555-43 
PWA 50635-3 
PWA 50635-4 
PWA 50635-5 
PWA 50637 


CL-4-SNW 


MS16555-43 


PWA 50637-3 


MS16555-45 


PWA 50637-6 
PWA 50637-5 


PWA 50639 


PWA 50639-1 
CL-4-SNW 
MS16555-30 


PWA 50639-2 
PWA 50639-3 


PULLER-MAIN GEARBOX IGNITION ALTERNATOR .. 
DRIVESHAFT ROLLER BEARING OUTER RACE 
FOR DEPOT LEVEL USE ONLY 

. SPHERICAL МОТ AND WASHER 

P&WA PART NO. PWA 50637-1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PULLERS-CONTINUED 
PULLER-NO. 3 BEARING AND GEAR ASSY 


. CABLE ASSY 


P&WA PART NO. PWA 50619-15 


P&WA PART NO. PWA 50619-16 


. CYLINDER-HYDRAULIC 


P&WA PART NO. PWA 50619-6 


FOR REPAIR OF RC102 CYLINDER 
KIT-PACKING 
FOR REPAIR OF AR-400 COUPLER 


= = а ki о CO 02 0) — 


SUPERSEDES М59105-98 


. SCREW-CAP 


3.750 IN. DIA X 0.375 IN. THICK 

PULLER-MAIN GEARBOX POWER TAKEOFF DRIVE . 
SHAFT 
FOR DEPOT LEVEL USE ONLY 


. SCREW-CAP, HEX HD 


0.6250-11 X 4.5 IN. LONG, STEEL 


. SPHERICAL NUT AND WASHER 


P&WA PART NO. PWA 50639-4 


USABLE 
ON 
CODE 


Change 20 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-1036 


PART 
NUMBER 


PWA 50641 


PWA 50641-1 
MS9105-90 
PWA 50641-2 
PWA 50641-6 
4056H 
4056RS 


PWA 50658 


PWA 50658-4 
CL-4-SNW 


PWA 50658-3 
PWA 50658-1 


Change 4 


UNITS 
PER 
DESCRIPTION ASSY 


PULLER-MAIN GEARBOX OIL PUMP IDLER GEAR .. 
BALL BEARING HOUSING 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 57046 
FOR 220 SERIES ENGINE ONLY 


0.3125 DIA X 5.000 IN. LONG 


. HAMMER-SLIDE 


P&WA PART NO. PWA 50641-4 


. ROD-SHORT 


P&WA PART МО. PWA 50641-5 
PULLER-MAIN GEARBOX POWER TAKEOFF 
SHAFT BALL BEARING PACKAGE 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 56503 


| SPHERICAL МОТ AND WASHER 


P&WA PART NO. PWA 50658-2 


. PULLER ASSEMBLY 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 1 PWA 50664 INDEX 10 PWA 50666 


25 31 26 27 
INDEX 20 PWA 50668 INDEX 33 PWA 50681 


INDEX 38 PWA 50685 INDEX 47 PWA 50698 


13712 


FIGURE 439. PULLERS-CONTINUED 


(2-1037 Blank)/2-1038 


FIGURE 
& INDEX 
NUMBER 


' ' 
осо SI O O1 +. G> 


' 
— 
© 


PART 
NUMBER 


PWA 50664 


CL23-KA-12LR 


PWA 50664-1 
MS16995-37 
MS15795-808 
PWA 50664-10 
PWA 50664-3 
MS35305-125 
PWA 50664-4 


PWA 50666 


CL21-KA-6LR 


PWA 50666-5 
MS16995-49 
PWA 50666-12 
PWA 50666-3 
MS35691-43 
PWA 50666-8 


4056H 
4056RS 


PWA 50668 


AN515C5-4 
MS15795-805 
CL21-KA-6.0 


PWA 50668-3 
MS16995-36 
MS16995-48 
PWA 50668-2 
MS9105-30 
PWA 50668-13 


MS9461-07 
PWA 50668-6 
PWA 50668-5 


PWA 50681 


MS16995-38 

MS15795-808 
PWA 50681-5 
PWA 50681-1 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


PULLERS-CONTINUED 
PULLER-MAIN GEARBOX POWER TAKEOFF DRIVE 
SHAFT BALL BEARING INNER RACE 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 57050 
FOR 200 SERIES ENGINE ONLY 


. CABLE ASSY 


P&WA PART МО. PWA 50664-11 


1.9687 DIA X 1.250 IN. LONG 
PULLER-MAIN GEARBOX POWER TAKEOFF 
DRIVESHAFT BAFFLE 
SUPERSEDED BY PWA 56317 


. CABLE ASSEMBLY 


P&WA PART NO. PWA 50666-13 


0.250 DIA X 6.250 IN. LONG 


. HAMMER-SLIDE 


P&WA PART NO. PWA 50666-1 


. ROD-SHORT 


P&WA PART МО. PWA 50666-2 
PULLER-MAIN GEARBOX MAIN OIL PUMP DRIVE 
GEAR 
FOR DEPOT LEVEL USE ONLY 


` CABLE ASSEMBLY 
P&WA PART NO. PWA 50668-10 


0.375-16 X 3.500 IN. LONG 
PULLER-GEARBOX DRIVE BEVEL GEARSHAFT .... 
ROLLER BEARING OUTER RACE 


2-1039 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-1040 


PART 
NUMBER 


PWA 50685 
M-50N 
MS16555-33 


PWA 50685-5 
PWA 50685-1 


MS16555-24 
PWA 50685-2 


PWA 50685-9 
MS90728-72 


PWA 50698 


PWA 50698-1 
PWA 50698-4 
MS9390-200 


UNITS 
PER 
DESCRIPTION ASSY 


PULLER-GEARBOX DRIVE BEVEL GEARSHAFT .... 
ROLLER BEARING INNER RACE 


. SPRING PLUNGER 


P&WA PART NO. PWA 50685-3 


SUPERSEDES MS9105-73 


. NUT-KNURLED 


SUPERSEDES MS35289-72 
PULLER-GEARBOX DRIVE BEVEL GEARSHAFT .... 
BALL BEARING SLEEVE 


. PUCK ASSEMBLY 
. RING ASSEMBLY 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 27 PWA 50720 


INDEX 41 PWA 50801 
INDEX 33 PWA 50792 


13713 


FIGURE 440. PULLERS-CONTINUED 


(2-1041 Blank)/2-1042 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 50701 
MS51971-6 
4056H 


4056RS 


PWA 50701-10 
MS51971-2 
MS15795-812 
PWA 50701-4 
MS16556-621 
MS51971-1 
MS9321-10 
CL-00-58 


MS9390-431 
MS9390-191 
PWA 50701-11 
PWA 50701-3 
PWA 50701-1 
PWA 50704 
PWA 50704-3 
MS51971-3 
4056H 


4056RS 


MS16995-37 
PWA 50704-2 
PWA 50704-1 
PWA 50719 


PWA 50720 


AN515-5-6 
CL21-KA-6R 


PWA 50720-4 
PWA 50720-5 


PWA 50720-3 
MP340H2-RC1 


PWA 50792 
MS35649-204 
MS9321-09 
PWA 50792-1 
MS9321-10 
PWA 50792-4 
PWA 50792-3 
F-17872 


DESCRIPTION 


PULLERS-CONTINUED 


PULLER-GEARBOX DRIVE BEARING HOUSING 


| HAMMER-SLIDE 


P&WA PART NO. PWA 50701-8 


. ROD-SHORT 


P&WA PART NO. PWA 50701-9 


` BOLT-SWING 


P&WA PART NO. PWA 50701-15 


` STUD-DRILLED 
` CLAMP-SPLIT 


PULLER-NO. 2 BEARING SUPPORT 


. SCREW-SOCKET HD 


P&WA PART NO. PWA 50704-5 


. ROD-SHORT 


P&WA PART NO. PWA 50704-6 


`PULLER-COMPRESSOR INTERMEDIATE CASE 


BUSHINGS 


PULLER-COMPRESSOR INTERMEDIATE CASE 


ENGINE MOUNT BUSHINGS 


` CABLE ASSY 
P&WA PART NO. PWA 50720-2 


P&WA PART NO. PWA 50720-6 
PULLER-SPHERICAL BEARING 


` CONTAINER 


P&WA PART NO. PWA 50792-7 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
ASSY 


аа а D = D ГО = 


N N O — — N — ~ ç 


№ 


Change 20 


ON 
CODE 


2-1043 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-1044 


PART 
NUMBER 


PWA 50801 
10871X2 


MS9321-10 
LC-032E-11MW 


5900 


NAS607-4-12 
PWA 50801-1 


PWA 50801-13 


PWA 50801-2 
4056RS 


4056H 
PWA 50801-6 


Change 7 


UNITS 
PER 
DESCRIPTION ASSY 


PULLER-4TH STAGE TURBINE AIR SEAL 


. KNOB-HAND 


P&WA PART NO. PWA 50801-10 


P&WA PART NO. PWA 50801-4 


. WASHER-SPHERICAL 


P&WA PART NO. PWA 50801-11 


. PIN-DOWEL 
. JAW-LOWER 


SUPERSEDED BY PWA 50801-13 


. JAW-LOWER 


SUPERSEDES PWA 50801-1 


. JAW-UPPER ASSEMBLY 
. ROD-SHORT 


P&WA PART NO. PWA 50801-7 


. HAMMER-SLIDE 


P&WA PART NO. PWA 50801-5 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 1 PWA 50910 


INDEX 56 PWA 51063 INDEX 62 PWA 56505 


47127 


FIGURE 441. PULLERS-CONTINUED 


(2-1045 Blank)/2-1046 Change 7 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 50910 


PWA 50910-10 
CL23-KA-9LR 


PWA 50910-2 
MS16995-50 
MS9767-10 
PWA 50910-3 
PWA 50910-4 
RC-426 


AR-400 
RC-426K 
A-604K 
PWA 50950 
KN-625 


NAS607-3-4 
PWA 50950-9 
PWA 50950-7 
MS16995-52 
PWA 50950-16 
PWA 50950-18 
PWA 50950-4 
PWA 50950-3 
PWA 50950-27 


PWA 50950-32 


P-24-4 


MS35649-284 


PWA 50950-14 
PWA 50950-21 
PWA 50950-20 
MS16995-9 
PWA 50950-19 
LE-0268-00 


PWA 50950-2 
PWA 50950-12 
PWA 50950-13 
PWA 50981 
MS35649-2384 
MS35305-39 
MS9321-11 
MS16995-65 
PWA 50981-23 
MS35649-2384 


DESCRIPTION 


PULLERS-CONTINUED 


PULLER-NO. 3 BALANCE BEARING AND SPACER ... 


FOR DEPOT LEVEL USE ONLY 


. CYLINDER-HYDRAULIC 


P&WA PART NO. PWA 50910-7 


P&WA PART NO. PWA 50910-12 
KIT-PACKING 
FOR REPAIR OF RC-426 CYLINDER 
KIT-PACKING 
FOR REPAIR OF AR-400 COUPLER 
PULLER-LOW TURBINE SHAFT STIFFENERS 
FOR DEPOT LEVEL USE ONLY 


. NUT-KNURLED 


P&WA PART NO. PWA 50950-8 


. PIN-DOWEL 


REPLACES PWA 50950-26 
SUPERSEDED BY 92314A199 
P&WA PART NO. PWA 50950-28 
AND PWA 50950-32 


SUPERSEDES 92314А199 
P&WA PART NO. PWA 50950-28 
SUPERSEDES PWA 50950-27 


P&WA PART NO. PWA 50950-29 
U/W 92314A199 


SUPERSEDES 5100-15 
P&WA PART NO. PWA 50950-30 
U/W 92314A199 


Change 14 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
ASSY 


A дљ = а Го 


D МЕ D ~ 


БО ~ бо гого = о 


ON 
CODE 


2-1047 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-1048 


PART 
NUMBER 


MS9321-12 
PWA 50981-21 
CL-3-FN 


PWA 50981-22 
PWA 50981-5 
A-13 


PWA 50981-6 
RC106 


AR-400 
RC102K 
A-604K 


PWA 51054 


CL21-KA-4 


PWA 51054-11 
MS16995-50 
MS9321-10 
PWA 51054-6 
NAS607-3-8 
PWA 51054-5 
PWA 51054-1 
PWA 51054-10 
PWA 51063 


PWA 51063-3 
PWA 51063-1 
CL-5-SNW 


MS16555-46 
PWA 51063-5 
PWA 56505 


PWA 56505-1 
PWA 56505-2 
PWA 56505-3 
MS51975-18 
PWA 56505-5 
PWA 56505-6 
PWA 56505-7 
91251A585 


MS35691-67 
PWA 56505-10 
PWA 56505-11 
MS35691-35 
PWA 56505-13 
5100-87 


PWA 56505-15 
MS16555-31 
MS16555-29 


Change 17 


DESCRIPTION 


. WASHER 
. RING-GUIDE 


i CYLINDER-HYDRAULIC 


P&WA PART NO. PWA 50981-16 


- COUPLER 


P&WA PART NO. PWA 50981-14 
KIT-PACKING 

FOR REPAIR OF RC106 CYLINDER 
KIT-PACKING 

FOR REPAIR OF AR-400 COUPLER 


PULLER-FAN DRIVE TURBINE BALANCE BEARING, 


FRONT 
FOR DEPOT LEVEL USE ONLY 


. CABLE ASSY-NYLON 


P&WA PART NO. PWA 51054-2 


`PULLER-FAN DRIVE TURBINE SHAFT COUPLING 


LOCK 
SUPERSEDED BY PWA 56583 


` NUT ASSY-SPHERICAL 


P&WA PART NO. PWA 51063-2 


`PULLER/PUSHER-LPT STIFFENERS 
FOR DEPOT LEVEL USE ONLY 


. NUT-REACTION 
. SCREW-SOCKET HD CAP 


P&WA PART NO. PWA 56505-8 


. RING-RETAINING 


P&WA PART NO. PWA 56505-14 


UNITS| USABLE 


PER 
ASSY 


— о nn о 0) — 


Ny = = N = — а 


Nam 


ON 
CODE 


T.O. 2J-F100-94 


2 
INDEX 1 PWA 51148 


INDEX 25 PWA 51272 


INDEX 19 PWA 51249 


35 
| — 33 
e 
34 
INDEX 31 PWA 51296 INDEX 36 PWA 51356 


FIGURE 442. PULLERS-CONTINUED 


(2-1049 Blank)/2-1050 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 51148 


MS51971-1 
PWA 51148-6 
MS16995-55 
PWA 51148-2 
PWA 51148-3 
PWA 51206 


SE 6X125X016 


MS51975-29 
MS16995-50 
PWA 51206-5 
PWA 51206-2 
PWA 51206-6 
PWA 51206-11 
PWA 51206-1 
PWA 51206-8 
RC102 


AR-400 
RC102K 
A-604K 


PWA 51249 
CL-4-FN 


PWA 51249-6 
MS15795-808 
PWA 51249-2 
PWA 51249-1 
PWA 51272 


PWA 51272-1 
RC53 


AR-400 


PWA 51272-3 
A-23 


A-604K 
RC53K 


PWA 51296 
MS35649-2234 
PWA 51296-1 
PWA 51296-3 
PWA 51296-2 


. SPRING-EXTENSION 


` EXTENSION 
` MOUNT-CYLINDER 
` CYLINDER-HYDRAULIC 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PULLERS-CONTINUED 
PULLER-CONVERGENT ЕГАР, TRUNNION 
BRACKET BEARING 
SUPERSEDED BY PWA 56655 


`PULLER-HYDRAULIC, FRONT COMPRESSOR 


REAR HUB 
FOR DEPOT LEVEL USE ONLY 


= 


P&WA PART NO. PWA 51206-10 


222220008 


P&WA PART NO. PWA 51206-9 


. COUPLER-FEMALE 


P&WA PART NO. PWA 51206-12 
KIT-PACKING 
FOR REPAIR OF RC102 CYLINDER 
KIT-PACKING 
FOR REPAIR OF AR-400 COUPLER 
PULLER-NO. 5 BEARING CARBON SEAL 


. NUT-FLANGE 


P&WA PART NO. PWA 51249-3 


. PLATE ASSY 
PULLER-REAR COMPRESSOR FRONT HUB 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 51272-4 


.. COUPLER-FEMALE 


P&WA PART NO. PWA 53845-2 


P&WA PART NO. PWA 51272-2 
KIT-PACKING 
FOR REPAIR OF AR-400 COUPLER 
KIT-PACKING 
FOR REPAIR OF RC53 CYLINDER 
PULLER-COMPRESSOR STATOR VANE BEARING ... 


Change 26 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 


NUMBER NUMBER DESCRIPTION ASSY CODE 


PWA 51356 PULLER-OUTER FRONT FAN DUCT BUSHINGS 
0.250 IN. ID 
FOR DEPOT LEVEL USE ONLY 

MS35649-284 

MS15795-841 

PWA 51356-3 

NAS1352-08-24 

PWA 51356-4 


2-1052 


T.O. 2J-F100-94 


INDEX 8 PWA 51381 


27 


INDEX 26 PWA 51414 


INDEX 17 PWA 51382 


INDEX 29 PWA 51503 


INDEX 35 PWA 51537 


13714 


FIGURE 443. PULLERS-CONTINUED 


(2-1053 Blank)/2-1054 


FIGURE 
& INDEX 
NUMBER 


' 
= © 
© 


' 
— 
= 


pora 
aaa 
~ © D 


PART 
NUMBER 


PWA 51359 


MS35307-306 
PWA 51359-5 
PWA 51359-4 
PWA 51359-6 
PWA 51359-1 
PWA 51359-2 
PWA 51381 


MS16555-346 
PWA 51381-9 
MS51971-6 
PWA 51381-10 
PWA 51381-7 
4056H 


4056RS 


PWA 51381-6 
PWA 51382 


CL23-KA-9LR 


PWA 51382-7 
MS16555-44 
PWA 51382-11 
MS16555-31 
PWA 51382-1 
PWA 51382-12 
PWA 51382-4 
PWA 51414 


PWA 51414-2 
PWA 51414-1 
PWA 51503 
PWA 51503-1 
MS35691-43 
4056H 


PWA 51503-5 
4056RS 


PWA 51537 
MS35305-5 
MS9321-10 
PWA 51537-17 
MS35305-8 
MS9321-10 
PWA 51537-18 
MS9390-460 
MS35649-2384 


DESCRIPTION 


PULLERS-CONTINUED 
PULLER-NO. 5 BEARING INNER RACE AND 
SUPPORT ASSY 
SUPERSEDED BY PWA 56679 


. PUCK ASSY 
. BODY ASSY 
PULLER-SMALL GEAR ROLLER BEARING ОЧТЕВ .. 


. NUT-KNURL 
. HAMMER-SLIDING 


P&WA PART NO. PWA 51381-1 


. ROD-SHORT 


P&WA PART МО. PWA 51381-8 


'PULLER-SMALLER GEAR ROLLER BEARING 


INNER RACE 


. CABLE ASSY 


P&WA PART NO. PWA 51382-13 


. RING-RETAINING 


PULLER-BORESCOPE BOSS INSTRUMENTATION ... 
COVER 

. SCREW-SOCKET SET 

. PULLER ASSY 

PULLER-3RD STAGE BLADE RETAINING PLATE 


P&WA PART МО. PWA 51503-3 


PULLER-NO. 5 BEARING SUPPORT REAR COVER .. 


Change 21 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


= u å аа ya 


жей — 


— F — а со со — 


USABLE 
ON 
CODE 


2-1055 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 


NUMBER NUMBER DESCRIPTION ASSY CODE 


CL-2-FN . NUT-FLANGE 

P&WA PART NO. PWA 51537-20 
4056H . HAMMER-SLIDE 

P&WA PART NO. PWA 51537-3 
PWA 51537-19 | 
405685 . ROD-SHORT 

P&WA PART МО. PWA 51537-2 
PWA 51337-1 


2-1056 


T.O. 2J-F100-94 


INDEX 1 PWA 51545 INDEX 10 PWA 51570 


INDEX 26 PWA 51612 


INDEX 29 PWA 51613 INDEX 32 PWA 51678 


96796 


FIGURE 444. PULLERS-CONTINUED 


(2-1057 Blank)/2-1058 Change 21 


22222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 51545 


CL23-KA-14LR 


PWA 51545-1 
MS16995-37 
MS9321-09 
PWA 51545-10 
PWA 51545-2 
PWA 51545-5 
PWA 51545-3 
PWA 51570 


AN515C-5-4 
CL22-KA-20 


PWA 51570-1 
PWA 51570-13 
MS35690-604 
MS15795-814 
PWA 51570-10 
PWA 51570-12 
MS9390-460 
PWA 51570-2 
PWA 51570-7 
MS16995-66 
PWA 51570-5 
PWA 51570-4 
PWA 51577 


PWA 51577-4 
MS51971-6 
4056H 


PWA 55938-1 
PWA 51612 


PWA 51612-3 
PWA 51612-2 
PWA 51612-1 
PWA 51613 


PWA 51613-3 
PWA 51613-2 
PWA 51613-1 
PWA 51678 
AN515C-5-4 
CL63-KA-12 


PWA 51678-4 
MS16555-650 
MS16555-661 
PWA 51678-8 
MS16555-641 
PWA 51678-5 
PWA 51678-2 
23908 


PWA 51678-1 


DESCRIPTION 


PULLERS-CONTINUED 
PULLER-SEAL SEAT POWER TAKEOFF 

DRIVESHAFT 

FOR DEPOT LEVEL USE ONLY 


. CABLE ASSY 


P&WA PART NO. PWA 51545-11 


PULLER-REAR COMPRESSOR TURBINE ROTOR ... 


BALANCE ARBOR BEARINGS 
FOR DEPOT LEVEL USE ONLY 


`PULLER-1ST STAGE FRONT COMPRESSORAIR.... 


SEAL 
FOR DEPOT LEVEL USE ONLY 


` HAMMER-SLIDING 


P&WA PART NO. PWA 51577-2 


'PULLER-BUSHING, REAR COMPRESSOR STATOR.. 
LINKAGE BRACKET 


PULLER-BUSHING, REAR COMPRESSOR STATOR .. 


LINKAGE BRACKET 


P&WA PART NO. PWA 51678-3 


Change 21 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


= 


N + аа а а а D ND — 


= > — а — 0 0) О 0) — — 


= а = СО 02 09 — =p ый ыз на мала 


= 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 15 PWA 51682 


GL 


INDEX 31 PWA 51685 


INDEX 16 PWA 51683 


| (ed 


INDEX 32 PWA 51688 


INDEX 33 PWA 55096 


101612 


FIGURE 445. PULLERS-CONTINUED 


2-1060 Change 24 


777971 


FIGURE 
8 INDEX 
NUMBER 


PART 
NUMBER 


PWA 51681 
CL23-KA-10LR 


PWA 51681-9 
MS16995-37 
PWA 51681-10 
MS16995-52 
MS15795-810 
PWA 51681-18 
MS9105-90 
PWA 51681-15 
PWA 51681-16 
PWA 51681-1 
AR-400 


RC-53 
RC-53K 
A-604K 


PWA 51682 


PWA 51683 


CL23-KA-14LR 


PWA 51683-1 
MS16995-37 
PWA 51683-12 
MS35289-8 
MS15795-810 
PWA 51683-15 
MS9486-88 
PWA 51683-3 
PWA 51683-7 
PWA 51683-5 
RC-53 


AR-400 
RC-53K 
A-604K 


PWA 51684 


PWA 51685 
PWA 51688 
PWA 55096 


MS9361-11 
MS35338-140 
MS35308-338 
NAS607-4-7 
PWA 55096-6 
PWA 55096-1 


DESCRIPTION 


PULLERS-CONTINUED 
PULLER-4TH STAGE COMPRESSOR DISK & BLADE. 
FOR DEPOT LEVEL USE ONLY 


. CABLE ASSY 


P&WA PART NO. PWA 51681-17 


P&WA PART NO. PWA 51681-14 


. CYLINDER-HYDRAULIC 


P&WA PART NO. PWA 51681-4 
KIT-PACKING 
FOR REPAIR OF RC-53 CYLINDER 
KIT-PACKING 
FOR REPAIR OF AR-400 COUPLER 
PULLER-4TH STAGE COMPRESSOR CASE AND .... 
STATOR 
FOR DEPOT LEVEL USE ONLY 
PULLER-5TH STAGE COMPRESSOR DISK AND 
BLADE 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 51270 


. CABLE ASSY 


P&WA PART NO. PWA 51683-16 


: CYLINDER-HYDRAULIC 


P&WA PART NO. PWA 51683-6 


. COUPLER-FEMALE 


P&WA PART NO. PWA 51683-14 
KIT-PACKING 
FOR REPAIR OF RC-53 CYLINDER 
KIT-PACKING 
FOR REPAIR OF AR-400 COUPLER 
PULLER-5TH STAGE COMPRESSOR CASE AND .... 
STATOR 
FOR DEPOT LEVEL USE ONLY 
PULLER-5TH STAGE COMPRESSOR AIR SEAL 
FOR DEPOT LEVEL USE ONLY 
PULLER-6TH STAGE COMPRESSOR AIR SEAL 
FOR DEPOT LEVEL USE ONLY 
PULLER-BAR, REMOVE BAND SEGMENT FROM .... 
REAR FAN DUCT 
FOR DEPOT LEVEL USE ONLY 


Change 24 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
ASSY 


nm mn ы — 0) 0) о О — 


= 


nm mn mn 1 — 0) 0) о О — 


ON 
CODE 


T.O. 2J-F100-94 
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7 y 
m 8) | | | 
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INDEX 43 PWA 51708 INDEX 53 PWA 51712 


93122 


FIGURE 446. PULLERS-CONTINUED 


2-1062 Change 20 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 51690 


MS51971-6 
4056H 


PWA 55938-1 
NAS607-2-4 
MS35425-72 
MS51971-2 
MS16187-21 
PWA 51690-8 
PWA 51690-7 
PWA 51691 


MS35691-43 
4056H 


PWA 55938-2 
MS16555-6 
MS35425-74 
MS9320-12 
MS16555-29 
PWA 51691-8 
NAS607-4-20 
MS16555-20 
PWA 51691-4 
PWA 51691-15 
PWA 51692 


MS51971-6 
4056-H 


PWA 55938-1 
MS35425-42 
MS51971-3 
9475 


PWA 51692-7 
PWA 51692-6 
PWA 51696 


MS51971-6 
4056-H 


PWA 55938-1 
NAS607-1-4 
MS35425-74 
NAS607-2-12 
MS16187-35 
PWA 51696-4 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PULLERS-CONTINUED 

PULLER-KNOCKER, 7TH STAGE COMPRESSOR .... 
STATOR 
FOR DEPOT LEVEL USE ONLY 


` HAMMER-SLIDING 


P&WA PART NO. PWA 51690-1 


`PULLER-4TH STAGE COMPRESSOR AIR SEAL 


FOR DEPOT LEVEL USE ONLY 


` HAMMER-SLIDING 


P&WA PART NO. PWA 51691-2 


. ВОО ASSY 


`PULLER-KNOCKER, 7TH AND 8TH STAGE 


COMPRESSOR AIR SEAL 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 51692-1 


. ROD ASSY 


`PULLER-9TH, 10ТН, 11ТН AND 12TH 
COMPRESSOR AIR SEALS 
FOR DEPOT LEVEL USE ONLY 


Change 21 


USABLE 
ON 
CODE 


2-1063 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-1064 


PART 
NUMBER 


PWA 51696-3 
PWA 51708 
PWA 51708-1 
RCP-25 


AR-400 
FZ-1055 

PWA 51708-7 
PWA 51708-5 
MS9321-12 
PWA 51708-9 
PWA 51708-8 
RC-119K2 
A-604K 

PWA 51712 
PWA 51712-7 
PWA 51712-8 
PWA 51712-10 
08016 

6015 

PWA 51712-11 
PWA 51712-1 
AR-400 


FZ-1055 


RC-119K2 


A-604K 


Change 23 


UNITS| USABLE 
PER 
DESCRIPTION ASSY 


PULLER-HUB FROM ЗВО STAGE TURBINE DISK .... 


. PUSHER ASSY 
. CYLINDER 


P&WA PART МО. PWA 51708-4 


. COUPLER-FEMALE 


P&WA PART МО. PWA 51708-2 


'KIT-PACKING 


FOR REPAIR OF RCP-25 CYLINDER 
KIT-PACKING 
FOR REPAIR OF AR-400 COUPLER 
PULLER-HYDRAULIC 4TH STAGE TURBINE DISK, ... 
ASSY 
REPLACED BY PWA 56708 


P&WA PART МО. PWA 51712-5 


. WASHER 


P&WA PART МО. PWA 51712-6 


. COUPLER-FEMALE 


P&WA PART NO. PWA 51712-2 


P&WA PART NO. PWA 51712-3 
SUPERSEDED BY BRC25 
P&WA PART NO. PWA 51712-12 


. CYLINDER 


P&WA PART NO. PWA 51712-4 
SUPERSEDED BY BRC25 
P&WA PART NO. PWA 51712-12 


. CYLINDER 


P&WA PART NO. PWA 51712-12 
SUPERSEDES RCP-25 
P&WA PART NO. PWA 51712-4 
SUPERSEDES FZ-1055 
P&WA PART NO. PWA 51712-3 
KIT-PACKING 
FOR REPAIR OF RCP-25 AND BRC25 CYLINDERS 
KIT-PACKING 
FOR REPAIR OF AR-400 COUPLER 


ON 
CODE 


T.O. 2J-F100-94 


INDEX 34 PWA 51783 


INDEX 42 PWA 51829 


96797 


FIGURE 447. PULLERS-CONTINUED 


(2-1065 Blank)/2-1066 Change 21 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 51717 


CL42-KA-18 


PWA 51717-14 
PWA 51717-6 
PWA 51717-16 
PWA 51717-1 
PWA 51717-5 
MS35690-1004 
MS16995-64 
PWA 51717-10 
A-13 


PWA 51717-4 
AR-400 


RC102 
RC102K 
A-604K 


PWA 51734 
39306 


MS35307-477 
PWA 51734-6 
MS16995-49 

PWA 51734-5 
PWA 51734-2 
PWA 51734-1 
PWA 51742 


MS35649-2254 
MS15795-809 
MS16997-67 
PWA 51742-4 
PWA 51742-3 
PWA 51749 


27901 
37503 


PWA 51749-2 


SC1/2LX3/80DX0 


31 

PWA 51749-3 
MS35691-41 
4056H 


PWA 51749-6 
PWA 51749-5 
PWA 51783 

MS16555-327 
PWA 51783-1 
PWA 51783-2 


. CABLE ASSY 


T.O. 2J-F100-94 


ОМІТ | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


PULLERS-CONTINUED 
PULLER-HYDRAULIC FRONT COMPRESSOR 
DRIVE TURBINE SHAFT, ASSY 
REPLACED BY PWA 56711 


= 


P&WA PART NO. PWA 51717-15 


аа Га аа = O — 


` COUPLER-FEMALE 


P&WA PART NO. PWA 51717-8 


. CYLINDER-HYDRAULIC 


P&WA PART NO. PWA 51717-11 
KIT-PACKING 
FOR REPAIR OF RC102 CYLINDER 
KIT-PACKING 
FOR REPAIR OF AR-400 COUPLER 
PULLER-3RD STAGE TURBINE AIR SEAL RING 


. FLANGE ASSY 


P&WA PART NO. PWA 51734-4 


`PULLER-COMPRESSOR STATOR 


SYNCHRONIZING ARM BEARING 
FOR DEPOT LEVEL USE ONLY 


`PULLER-4TH STAGE TURBINE AIR SEAL RING 


SEGMENT FROM TURBINE CASE 


. KNOB-KNURLED 


P&WA PART NO. PWA 51749-1 


P&WA PART NO. PWA 51749-9 


. JAW-UPPER 
. SPRING 


P&WA PART NO. PWA 51749-8 


. JAW-LOWER 


` HAMMER-SLIDING 
P&WA PART NO. PWA 51749-4 
. ROD-SHORT 


Change 22 2-1067 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-1068 


PART 
NUMBER 


MS35305-7 
MS9321-10 
PWA 51783-4 
PWA 51783-3 
PWA 51829 
PWA 51829-20 


5100-37 
CL-1-HK-2 
MS15795-810 
PWA 51829-17 
PWA 51829-4 
MS16997-52 
PWA 51829-3 
RC-50 

AR-400 
S6-HLN-3.625L 
S6-E 
S6-HLN-2.750L 
S6-T 

PWA 51829-19 
MS16995-36 
PWA 51829-13 
RC-40K 


A-604K 


Change 1 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


MAKE FROM MS16996-13, MFD BY 96906 


. RING-RETAINING 


P&WA PART NO 


. KNOB-HAND 


P&WA PART NO 


. CYLINDER 


P&WA PART NO. 


KIT-PACKING 

FOR REPAIR OF RC-50 CYLINDER 
KIT-PACKING 

FOR REPAIR OF AR-400 COUPLER 


ON 
CODE 


T.O. 2J-F100-94 


INDEX 10 PWA 51838 


INDEX 22 PWA 51869 


INDEX 36 PWA 51894 
INDEX 27 PWA 51875 


35198 


FIGURE 448. PULLERS-CONTINUED 


(2-1069 Blank)/2-1070 Change 4 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 51833 
MS16995-50 
MS15795-810 
PWA 51833-9 
MS35691-42 
4056H 


4056RS 


PWA 51833-8 
PWA 51833-1 
PWA 51838 
PWA 51838-4 
MS51971-6 
4056H 


4056R 
PWA 56511 
39305 


PWA 51840-4 
MS9390-22 
PWA 51840-7 
PWA 51840-8 
PWA 56511-2 
PWA 51869 


PWA 51869-4 
MS9321-09 
MS24677-31A 


PWA 51869-5 
PWA 51869-1 
PWA 51875 


CL23-KA-8LR 


MS16555-28 
PWA 51875-18 
MS16555-21 
PWA 51875-15 
PWA 51875-14 
PWA 51875-13 
PWA 51875-5 
PWA 51894 


MS16555-331 
PWA 51894-1 
4056H 


PWA 51894-4 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PULLERS-CONTINUED 
PULLER-NO. 3 BEARING FRONT SEAL SEAT 


` HAMMER-SLIDE 


P&WA PART NO. PWA 51833-6 


. ROD-SHORT 


P&WA PART NO. PWA 51833-7 


P&WA PART NO. PWA 51838-1 


. ROD-T-HANDLE 


P&WA PART NO. PWA 51838-2 
PULLER-THRUST MOUNT BEARING 
REPLACES PWA 51840 


. NUT-FLANGE ASSY 


P&WA PART NO. PWA 51840-3 


. JAW-SET 
. ROD ASSY 


`PULLER-COMPRESSOR STATOR LINKAGE 


BEARINGS 


PULLER-REAR COMPRESSOR STATOR LINKAGE ... 
ARM COUPLING 


. CABLE ASSY-NYLON 


P&WA PART NO. PWA 51875-12 


` HAMMER-SLIDE 
P&WA PART NO. PWA 51894-3 
. ROD-SHORT 


Change 20 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 1 PWA 51973 INDEX 6 PWA 51974 


41 
INDEX 34 PWA 56808 INDEX 44 PWA 52352 


109345 


FIGURE 449. PULLERS-CONTINUED 


2-1072 Change 28 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 51973 
MS51971-43 
PWA 51973-4 
4056H 


PWA 51973-2 
PWA 51974 


MS16995-48 
PWA 51974-1 
MS51503-2 
4056H 


4056RS 


PWA 51974-3 
PWA 51989 
CL23-KA-10LR 


PWA 51989-2 
MS21316-35 
PWA 51989-11 
PWA 51989-3 
A-23 


AR-400 
RC-53 


PWA 51989-4 
RC-53K 


A-604K 


PWA 51996 
MS51503-2 
4056H 


PWA 51996-3 
4056RS 


MS16995-49 
MS35425-39 
MS15795-810 
MS51021-63 
PWA 51996-12 
PWA 51996-10 
PWA 56808 


DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


PULLERS-CONTINUED 
PULLER-NO. 2 BEARING SEAL AND SUPPORT 


P&W PART NO. PWA 51973-1 


. ROD-T-HANDLE 


PULLER-REAR COMPRESSOR FRONT HUB 
HEATSHIELD 
FOR DEPOT LEVEL USE ONLY 


P&W PART NO. PWA 51974-4 


. ROD-SHORT 


P&W PART NO. PWA 51974-5 


`PULLER-NO. 3 BEARING SCOOP 
. CABLE ASSY 


P&W PART NO. PWA 51989-12 


. RING-RETAINER 


P&W PART NO. PWA 51989-8 


. COUPLER-FEMALE 


P&W PART NO. PWA 51989-10 


. CYLINDER-HYDRAULIC 


P&W PART NO. PWA 51989-7 


FOR REPAIR OF RC-53 CYLINDER 
KIT-PACKING 

FOR REPAIR OF AR-400 COUPLER 
PULLER-KNOCKER, NO. 5 BEARING SEAL PLATE... 


` ROD-SHORT 
P&W PART NO. PWA 51996-2 


Change 28 2-1072.1 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-1072.2 


PART 
NUMBER 


DELETED 
DELETED 
PWA 52352 


PWA 52352-6 
CL-63-KA6 
PWA 52352-1 
MS16556-43 
PWA 52352-9 
MS16556-33 
PWA 52352-4 


PWA 52352-2 
PWA 52352-3 


Change 25 


UNITS 
PER 
DESCRIPTION ASSY 


BALANCE BEARING 

FOR DEPOT LEVEL USE ONLY 

. SCREW-MACHINE, ROUND HD, SLOTTED 
5-40 X 0.250 IN. LONG, STEEL 

. CABLE ASSY 

P&WA PART NO. PWA 52352-7 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 1 PWA 52360 


INDEX 22 PWA 52477 


378 ЗС 


INDEX 37 PWA 52487 Sy 
INDEX 38 PWA 70486 


FIGURE 450. PULLERS-CONTINUED 


(2-1073 Blank)/2-1074 Change 21 


222222 


Т.О. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PULLERS-CONTINUED 
PWA 52360 PULLER-GENERATOR ROTOR 
CL13-KA-10L . CABLE ASSY 
P&WA PART NO. PWA 52360-11 


№ ~ 


PWA 52360-14 

MS16995-49 

MS9321-10 

PWA 52360-13 

MS16555-619 

PWA 52360-15 

PWA 52360-18 

PWA 52360-17 E 

PWA 52408 PULLER-NO. 4 BEARING AIR SEAL FROM REAR .... 
COMPRESSOR DRIVE TURBINE 

REPLACED BY PWA 56512 


— — © OSI O O1 +. о 
a a a а i еј = 


MS51971-8 

MS9321-17 

PWA 52408-4 

MS90725-197 

MS16555-31 

MS51971-2 

MS9320-11 

PWA 52408-9 

PWA 52408-8 

DELETED 

PWA 52477 PULLER-NO. 4 BEARING REAR CARBON SEAL 
HEATSHIELD 


AHA ОО 0) 0) 0) а 


PWA 52477-1 
MS51971-6 
4056H 


PWA 52477-4 


4056RS . ROD-SHORT 
P&WA PART МО. PWA 52477-2 
PWA 52478 PULLER-KNOCKER, NO. 4 BEARING FRONT 
CARBON SEAL FROM DIFFUSER CASE 


MS9783-18 
MS9320-09 
MS51971-6 
MS9320-16 
4056H 


PWA 52478-7 
4056RS 


PWA 52478-1 
PWA 52487 
BUSHINGS 
FOR DEPOT LEVEL USE ONLY 
MS35691-1 
MS15795-811 
PWA 52487-3 
PWA 52487-1 
PWA 52487-6 
PWA 52487-2 
PWA 70486 PULLER-KNOCKER, PS2, OIL AND CIVV BUSHINGS . 
FOR DEPOT LEVEL USE ONLY 
PWA 70486-7 . TAP-METRIC TAPER PIPE 
MAKE FROM 352-M18X1.5PT, MFD BY 15526 
PWA 70486-6 . ТАР ASSY-METRIC TAPER PIPE 
PWA 70486-5 . PIN-QUICK RELEASE 


Change 21 2-1074.1/(2-1074.2 Blank) 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 


NUMBER NUMBER DESCRIPTION ASSY CODE 


CL-23-KA-6.0LR . CABLE ASSY 
P&WA PART NO. PWA 70486-4 
PWA 70486-3 
MS51971-5 
4260H 
P&WA PART NO. PWA 70486-2 
PWA 70486-1 . ROD-T-HANDLE 
< MDIT18X6X5 . CONTAINER 
P&WA PART NO. PWA 70486-9 


Change 21 2-1075 


T.O. 2J-F100-94 


INDEX 15 PWA 56512 INDEX 23 PWA 56503 


INDEX 28 PWA 57801 


69364 


FIGURE 451. PULLERS-CONTINUED 


2-1076 Change 13 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57365 
PWA 57365-6 
PWA 57365-5 
PWA 57365-3 
PWA 57365-4 
PWA 53887 


CL-4-FN 
PWA 53845 
PWA 53887-5 


MS9390-341 
MS51971-7 
PWA 53887-6 
PWA 53887-2 
PWA 53887-1 
PWA 56512 


PWA 56512-5 
PWA 56512-4 
MS35690-1204 
MS9321-17 
PWA 56512-6 
PWA 56512-11 
PWA 56512-9 
HL-48-8 


PWA 56503 


PWA 50658-4 
CL-4-SNW 


PWA 56503-1 
PWA 56503-2 
PWA 57801 


PWA 57801-16 
MS16995-66 
A9627 


PWA 57637-23-5 
MS16555-33 
MS16995-18 
PWA 57801-16-2 
LC-047EF-9 
PWA 57801-16-3 
PWA 57801-16-1 
PWA 57801-14 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PULLERS-CONTINUED 
PULLER-TRANSFER TUBE LOCK 


. KNOCKER 
. THUMBSCREW-CAPTIVE 
. PULLER ASSY 
PULLER-FRONT COMPRESSOR DRIVE TURBINE 
SHAFT DISASSY 
REPLACED BY PWA 57447 OR PWA 57811 


P&WA PART NO. PWA 53887-3 
. CYLINDER-HYDRAULIC 
P&WA PART NO. PWA 53887-4 


PULLER-NO. 4 BRG AIR SEAL FROM В.В. СОМР ... 
DRIVE TURBINE 
REPLACES PWA 52408 
. SUPPORT 


. NUT (AP) 
. WASHER (AP) 


` ARM-PULLER ASSY 
` PLATE ASSY 


о — 0) 0) — — — 0) 


P&WA PART NO. PWA 56512-9-1 
PULLER-MAIN GEARBOX PTO DRIVE SHAFT BALL . 
BEARING 
SUPERSEDES PWA 50658 


= 


| SPHERICAL МОТ AND WASHER 
P&WA PART NO. PWA 50658-2 
. PULLER ASSY 


SHROUD 
REPLACES PWA 57637-23 
REPLACED BY PWA 57907 
. PULLER ASSY 


— — — 0) 0) N 0) O> 


Change 19 


USABLE 
ON 
CODE 


2-1077 


T.O. 2J-F100-94 


1А 
| \ 
< 
je 
1Е — 
| SØ) 
1B ку 
1 | 
1C 
4 INDEX 1 PWA 52488 INDEX 2 PWA 56583 


INDEX 16 PWA 52591 


41— 
INDEX 38 PWA 52601 


INDEX 27 PWA 51743 


$ 


FIGURE 452. PULLERS-CONTINUED 


2-1078 Change 21 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52488 
CL-1-FN 


PWA 52488-3 
PWA 52488-1 
MS15795-809 
MS90728-16 
PWA 56583 


PWA 52583 


MS16995-38 
PWA 52583-7 
PWA 52583-6 
MS16995-40 
MS16555-28 
PWA 52583-11 
MS16555-52 
PWA 52583-4 
PWA 52583-14 
PWA 52583-13 
CL-23-KA-8-LR 


PWA 52583-1 
PWA 52591 
MS51971-10 
MS15795-826 
М551030-58 
PWA 52591-5 
AR-400 


RCH-202 


PWA 52591-10 
PWA 52591-8 
PWA 52591-7 
PWA 52591-6 
RCH-202K 


A-604K 


PWA 51743 


NAS607-1-3 
PWA 51743-8 
MS51971-1 
PWA 51743-5 


AN505-416-16 
PWA 51743-4 
PWA 51743-9 
MS51971-6 
4056H 


PWA 55938-1 
PWA 52601 


MS16555-52 


DESCRIPTION 


PULLERS-CONTINUED 
PULLER-REAR FAN DUCT MOUNT BUSHINGS 
FOR DEPOT LEVEL USE ONLY 


. NUT-FLANGE 


P&WA PART NO. PWA 52488-2 


. LOCATOR 


`PULLER-FAN DRIVE TURBINE ЗНАЕТ МОТ LOCK ... 


SEAT 
SUPERSEDES PWA 51063 


PULLER-NO. 1 BUSHING FROM МО. 1 BEARING .... 


HOUSING 


P&WA PART NO. PWA 52591-9 


. CYLINDER 


P&WA PART NO. PWA 52591-2 


FOR REPAIR OF RCH-202 CYLINDER 
KIT-PACKING 
FOR REPAIR OF AR-400 COUPLER 
PULLER-3RD STAGE TURBINE AIR SEAL 
FOR DEPOT LEVEL USE ONLY 
REPLACED BY PWA 56739 


. PIN-DOWEL 
. PAD-SWIVEL 


` SCREW-CAP, SOCKET HD 
0.250-20 X 2.500 IN. LONG 


` HAMMER-SLIDING 


P&WA PART NO. PWA 51743-2 


PULLER-REAR COMPRESSOR STATOR SUPPORT .. 


FOR DEPOT LEVEL USE ONLY 


Change 23 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


а кец ананас 


— а (9-і а а a 


USABLE 
ON 
CODE 


2-1078.1/(2-1078.2 Blank) 


Ее из из Биз Биз Баз Баз Баз Баз Баз Баз Биз] 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52601-4 
27902 
LC-045G-3 
PWA 52601-2 
MS16555-43 
PWA 52601-1 
4056H 


PWA 55938-1 


T.O. 2J-F100-94 


UNITS| USABLE 
PER 
DESCRIPTION ASSY 


. BOLT-EYE 
MAKE FROM CL-25-EB, MFD BY 99862 
. KNOB-KNURLED 
P&WA PART NO. PWA 52601-5 
. SPRING 
P&WA PART NO. PWA 52601-3 


` HAMMER-SLIDING 
P&WA PART NO. PWA 52601-7 
. ROD ASSY 


Change 21 


ON 
CODE 


2-1079 


T.O. 2J-F100-94 


INDEX 11 PWA 52642 
(DEPOT) 


INDEX 1 PWA 52616 
(DEPOT) 


INDEX 12 PWA 52737 INDEX 13 PWA 52738 


INDEX 19 PWA 52739 INDEX 26 PWA 52749, 


13727 


FIGURE 453. PULLERS-CONTINUED 


2-1080 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52616 


CL23-KA-18LR 
PWA 52616-2 
NAS607-4-14 
PWA 52616-10 
AR-400 

RC-53 


PWA 52616-3 
A-23 


PWA 52616-11 
RC-53K 


A-604K 
PWA 52642 


PWA 52737 
PWA 52738 
PWA 52738-5 
MS35691-43 
4056H 


PWA 52738-1 
4056RS 


PWA 52739 
PWA 52739-6 
PWA 52739-5 
MS35691-43 
4056H 


PWA 52739-1 
4056RS 


PWA 52749 


PWA 52749-9 
10491 


MS9321-10 


SC1X3/8ODX0.04 


7 


Т.О. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PULLERS-CONTINUED 

PULLER-HEAT SHIELD, FRONT COMPRESSOR 
DRIVE SHAFT 
FOR DEPOT LEVEL USE ONLY 


. CABLE ASSEMBLY 


P&WA PART NO. PWA 52616-8 


P&WA PART NO. PWA 52616-5 


. CYLINDER-HYDRAULIC 


P&WA PART NO. PWA 52616-6 


FOR REPAIR OF RC-53 CYLINDER 
KIT-PACKING 
FOR REPAIR OF AR-400 COUPLER 
PULLER-2ND ТО ЗВО STAGE COMPRESSORAIR .. 
SEAL 
FOR DEPOT LEVEL USE ONLY 
PULLER-REAR COMPRESSOR STATOR INLET 
VARIABLE VANE BEARING, DISASSY 
PULLER-REAR COMPRESSOR STATOR INLET 
SHROUD, REAR 


` HAMMER-SLIDE 


P&WA PART NO. PWA 52738-3 


. ROD-SHORT 
P&WA PART NO. PWA 52738-2 
PULLER-REAR COMPRESSOR STATOR INLET 
SHROUD, FRONT 
. PIN-DOWEL 


P&WA PART NO. PWA 52739-2 
PULLER-2ND STAGE COMPRESSOR DISK AIR 
SEAL 


. КМОВ SCREW ASSEMBLY 
. SPHERICAL WASHER 


P&WA PART NO. PWA 52749-11 


P&WA PART NO. PWA 52749-7 


Change 7 


USABLE 
ON 
CODE 


2-1080.1 


T.O. 2J-F100-94 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


PWA 52749-12 
NAS607-4-10 
PWA 52749-8 
PWA 52749-15 
PWA 52749-5 
PWA 52749-14 


MS51971-6 
4056H 


PWA 52749-1 
4056RS 


2-1080.2 Change 7 


UNITS 
PER 
DESCRIPTION ASSY 


. SPACER 
. PIN-DOWEL 
. LOWER JAW 


SUPERSEDED BY PWA 52749-15 


. JAW-LOWER 


SUPERSEDES PWA 52749-8 


. UPPER JAW 


SUPERSEDED BY PWA 52749-14 


. JAW-UPPER 


SUPERSEDES PWA 52749-5 


. HAMMER-SLIDE 


P&WA PART NO. PWA 52749-2 


` ROD-SHORT 


P&WA PART NO. PWA 52749-3 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


2С 2р 2B 


2E 


2F 


INDEX 1 PWA 52773 A INDEX 2 PWA 52775 


ЗА — 


INDEX 5 PWA 52907 INDEX 13 PWA 52935 


96801 


FIGURE 454. PULLERS-CONTINUED 


(2-1081 Blank)/2-1082 Change 21 


77799 2222022252 о 2222 


2222222502 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52773 


MS9490-10 
PWA 52773-1 
MS51971-6 
4056-H 


PWA 55938-1 
PWA 52775 


PWA 52775-1 
MS35649-204 
MS15795-808 
PWA 52775-5 
PWA 52775-4 
PWA 52775-3 
F-17872 


PWA 52776 


PWA 52776-9 
MS51971-1 
MS15795-809 
PWA 52776-2 
PWA 52776-1 
PWA 52777 


MS35649-264 
THWA0612 


PWA 52777-4 
PWA 52777-3 
PWA 52777-2 
PWA 52777-1 
F-17873 

PWA 52907 
MS35307-305 
MS9321-10 
PWA 52907-1 
A53F 

AR-400 
RC-53 


PWA 52907-6 
RC-53K 


A-604K 

PWA 52935 
NAS607-4-16 
CL3-HK2T 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PULLERS-CONTINUED 
PULLER-KNOCKER, BLEED VALVE STRAP 
CYLINDER SUPPORT 


FOR DEPOT LEVEL USE ONLY 
. SCREW-CAP, HEX HD 


. CONTAINER 
P&WA PART NO. PWA 52775-7 
PULLER-FRONT FAN DUCT BUSHING 
FOR DEPOT LEVEL USE ONLY 
. SCREW-CAP, HEX HD 


`PULLER-OUTER FRONT FAN DUCT BUSHINGS 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 52777-5 
. PILOT-BUSHING 


P&WA PART NO. PWA 52777-7 
PULLER-HYDRAULIC, NO. 3 BEARING AIR 
SEALING RING 


P&WA PART NO. PWA 52907-7 
. COUPLER-FEMALE 

P&WA PART NO. PWA 52907-4 
. CYLINDER-HYDRAULIC 

P&WA PART NO. PWA 52907-5 


FOR REPAIR OF RC-53 CYLINDER 
KIT-PACKING 
FOR REPAIR OF AR-400 COUPLER 
PULLER-3RD STAGE TURBINE AIR SEAL 
SUPERSEDES PWA 51736 
. PIN-DOWEL 
0.250 X 2.000 IN. LONG 
. HAND KNOB ASSY 
P&WA PART NO. PWA 52935-8 


Change 21 


USABLE 
ON 
CODE 


2-1082.1/(2-1082.2 Blank) 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52935-2 
MS51967-17 
PWA 52935-1 
4056H 


PWA 52935-6 
4056RS 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 


DESCRIPTION ASSY CODE 


. HAMMER-SLIDING 


P&WA PART NO. PWA 52935-4 


` ROD-SHORT 


P&WA PART NO. PWA 52935-5 


Change 21 2-1083 


T.O. 2J-F100-94 


INDEX 1 PWA 53363 INDEX 8 PWA 53364 


INDEX 9 PWA 53376 INDEX 16 PWA 53703 
INDEX 17 PWA 53485 


INDEX 21 PWA 53722 INDEX 26 PWA 53723 


98775 


FIGURE 455. PULLERS-CONTINUED 


2-1084 Change 23 


эээ? 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53363 
NAS607-2-6 
PWA 53363-5 
PWA 53363-4 
PWA 53363-3 
PWA 53363-2 
PWA 53363-1 
PWA 53364 


CL-23-KA-8.0LR 


PWA 53364-7 


PWA 53364-1 
PWA 53364-8 


MS9320-09 

PWA 53364-4 
PWA 53364-2 
PWA 53364-3 
PWA 53364-5 


PWA 53376 


MS16995-36 

MS16556-628 
PWA 53376-1 
PWA 53376-7 
PWA 53376-3 
PWA 53376-6 
PWA 53703 


PWA 57485 


PWA 53703-3 
MS16995-25 
PWA 53703-1 


PWA 57485-1 


PWA 53703-2 
PWA 53722 


PWA 55938-1 
4056H 


MS51971-6 
PWA 53722-1 
PWA 53723 


MS16637-2 
PWA 53723-1 
PWA 53723-7 


PWA 53723-2 
PWA 53723-3 
NAS607-2-3 
PWA 53723-4 
PWA 53723-5 
MS51971-5 
NAS607-3-8 
40303 


DESCRIPTION 


PULLERS-CONTINUED 


PULLER-GEARBOX BEARING TRANSFER TUBE .... 
. PIN-DOWEL 


PULLER-GEARBOX DUPLEX BEARING SEAL SEAT.. 
. CABLE ASSY-NYLON 


P&WA PART NO. PWA 53364-9 


0.08 DIA X 0.25 IN. LONG, STEEL 


. RING-RETAINING 
. SCREW-HEX HD CAP 


10-24 X 0.5 IN. LONG, STEEL 


` SCREW-HEX HD САР 


MAKE FROM MS35289-121, MFD BY 96906 


PULLER-COMPRESSOR CASE ELBOW SEALING.... 


`PULLER-ARM, FRONT COMPRESSOR INLET 


VARIABLE STATOR 
SUPERSEDED BY PWA 57485 
PULLER-ARM, FRONT COMPRESSOR INLET 
VARIABLE STATOR 
SUPERSEDES PWA 53703 


`PULLER-ARM, COMPRESSOR STATOR LINKAGE ... 


SUPERSEDES PWA 52792 


`PULLER-SHAFT, COMPRESSOR STATOR LINKAGE . 
SUPERSEDES PWA 52792 


. HANDLE-SPEED 


P&WA PART NO. PWA 53723-12 


Change 23 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
ASSY 


сә аа а << CE 


дал об — 


ON 
CODE 


2-1085 


T.O. 2J-F100-94 


INDEX 39 PWA 53873 INDEX 54 PWA 53876 13730 


FIGURE 456. PULLERS-CONTINUED 


2-1086 


DUD DV 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PULLERS-CONTINUED 
PWA 53755 PULLER-SHIELD, HEAT, NO. 3 BEARING FOIL, 
DISASSY OF 
FOR DEPOT LEVEL USE ONLY 
MS35649-2384 
MS9321-12 
MS16555-45 
PWA 53755-7 
MS16555-30 
PWA 53755-8 
PWA 53755-14 
MS16555-52 
35304 


— © омо O1 + о ~ 


о 


' 
= 
— 


MS21316-33 
CL23-KA-8LR 


= 0 СО СО ama = = Со С 


PWA 53755-11 
PWA 53755-12 
PWA 53755-13 
PWA 53755-1 
PWA 53755-2 
PWA 53755-3 Е 
РМА 52745 PULLER-DISK AND BLADE ASSY, 13TH STAGE 
FOR DEPOT LEVEL USE ONLY 
AR-400 . COUPLER-FEMALE 
P&WA PART МО. PWA 52745-5 
RC53 - CYLINDER-HYDRAULIC 
P&WA PART МО. PWA 52745-4 


= = СО 02 02 — 


PWA 52745-2 
0.435 DIA. X 0.9375 ІМ. LONG 
PWA 52745-6 . FOOT ASSY 
SUPERSEDES PWA 52745-1 
PWA 52745-7 


DELETED 

PWA 53852 

MS35649-204 

AN960-XC10L 

PWA 53852-2 

PWA 53852-1 

PWA 53860 

DELETED 

PWA 53860-8 . 

CL-6-SN . NUT-SWIVEL 
P&WA PART NO. PWA 53860-7 

MS35307-423 

MS16555-349 

PWA 53860-5 

PWA 53860-1 


Change 23 2-1087 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-1088 


PART 
NUMBER 


PWA 53873 


MS51971-7 
MS9321-16 
PWA 53873-15 
MS51971-5 
PWA 53873-7 
PWA 53873-11 
MS17984C-721A 
CL23-KA-12LR 


DELETED 
DELETED 
PWA 53845 
PWA 53845-1 
AR-400 


PWA 53873-13 
PWA 53873-1 
ВСН-121К-1 


A-604K 


PWA 53876 


CL-5-KHS 


PWA 53876-8 
LC-038E-4NW 


CL-4-FN 


PWA 53845 
PWA 53845-1 
AR-400 


PWA 53876-4 
PWA 53876-7 
MS51975-4 
MS16995-36 
PWA 53876-3 
PWA 53876-1 
PWA 53876-2 
RCH121K-1 


A-604K 


UNITS| USABLE 
PER 
DESCRIPTION ASSY 


PULLER-HYDRAULIC, LOW TURBINE MODULE 
SUPERSEDES PWA 50532 


` CABLE ASSY 
P&WA PART NO. PWA 53873-6 


P&WA PART МО. PWA 53845-2 

. PROTECTOR 
. BODY ASSEMBLY 
KIT-PACKING 

FOR REPAIR OF RCH-123 CYLINDER 
KIT-PACKING 

FOR REPAIR OF AR-400 COUPLER 
PULLER-NO. 5 BEARING PLUG FROM LOW 

TURBINE SHAFT 

SUPERSEDES PWA 50945 


P&WA PART МО. PWA 53876-6 
. CYLINDER-HYDRAULIC 
.. CYLINDER 


P&WA PART NO. PWA 53845-2 
. ADAPTER-SADDLE 


. JAW PULLER 
KIT-PACKING 

FOR REPAIR OF ВСН-123 CVLINDER 
KIT-PACKING 

FOR REPAIR OF AR-400 COUPLER 


= = <= 0) 0) = = 


= 


ON 
CODE 


T.O. 2J-F100-94 


INDEX 28 PWA 55564 


INDEX 1 PWA 57266 


INDEX 49 PWA 57369 


е — 45 


INDEX 41 PWA 57347 101613 


FIGURE 456A. PULLERS-CONTINUED 


(2-1088.1 Blank)/2-1088.2 Change 24 


эл??? 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57266 


PWA 57266-15 
MS35691-35 
AR-400 


4FBTX-SS 


PWA 57266-25 
PWA 57266-23 
4CBTX-SS 


4SBTX-SS 
CY570-75 
JN-4 


MS16995-67 
PWA 57266-21 
PWA 57266-2 
MS16555-5 
MS16555-22 
PWA 57266-18 
MS35307-339 
MS9321-11 
PWA 57266-9 
PWA 57266-8 
PWA 57266-5 


MS9321-10 
PWA 57266-7 
MS51959-60 
PWA 57266-17 
PWA 57266-1 
PWA 55564 


PWA 55564-8 
MS16555-43 
PWA 55564-9 
MS16995-50 
PWA 55564-10 
MS16995-68 
PWA 55564-5 
CS-32 


RC-51 


PWA 55564-7 
A-23 


PWA 55564-1 
PWA 57347 


PWA 57347-3 
PWA 57347-2 
RC-51 


CL-127 


DESCRIPTION 


PULLERS-CONTINUED 


PULLER-3RD STAGE FRONT COMPR ROTOR ASSY. 


FOR DEPOT LEVEL USE ONLY 


. RING-LIFT 


| COUPLER-FEMALE 


P&WA PART NO. 


. CONNECTOR-MALE 


P&WA PART NO. 


. ELBOW-MALE 


P&WA PART NO. 


. TEE-MALE BRANCH 


P&WA PART NO. 


. CYLINDER 


P&WA PART NO. 


. RING-INNER 
. SCREW-SOCKET SHOULDER 


0.250 X 2 IN. LONG, STEEL 


. WASHER 
. RING-PART 


`PULLER-6TH STAGE COMPRESSOR DISK 
FOR DEPOT LEVEL USE ONLY 


. PLATE-PRESSURE 
. SCREW-SOCKET SET 


P&WA PART NO. PWA 55564-12 


. CYLINDER 


P&WA PART NO. PWA 55564-2 


` ADAPTER 


P&WA PART NO. PWA 55564-3 


. EXTENSION ASSY 


PULLER-AIR SEAL, 1ST STAGE COMPRESSOR 
FOR DEPOT LEVEL USE ONLY 


. KNOB ASSY 
. SEGMENT-RING 
. CYLINDER 


P&WA PART NO. PWA 57347-4 


. NUT-FLANGE 


P&WA PART NO. PWA 57347-6 


Change 24 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


=== МО = © w=- ~ O © D D ND N ~ 


аа а а др - а а 


USABLE 
ON 
CODE 


2-1088.3 


222222222022 


Т.О. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-1088.4 


PART 
NUMBER 


PWA 57347-5 
PWA 57347-7 
PWA 57347-1 
PWA 57369 


PWA 57369-5 
PWA 57369-1 
PWA 57369-2 
PWA 57369-4 
PWA 57369-3 


Change 24 


DESCRIPTION 


PULLER-OIL TRANSFER TUBE, DUPLEX BEARING, . 
GEARBOX 
FOR DEPOT LEVEL USE ONLY 


UNITS 
PER 
ASSY 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 1 PWA 53877 INDEX 11 PWA 53878 


INDEX 25 PWA 53879 INDEX 33 PWA 53882 


INDEX 50 PWA 53883 INDEX 66 PWA 53884 


13731 


FIGURE 457. PULLERS-CONTINUED 
(SHEET 1 OF 2) 


Change 6 2-1089 


T.O. 2J-F100-94 


INDEX 83 PWA 57483 INDEX 98 PWA 57921 


«2 INDEX 99 PWA 56709 «Є INDEX 100 PWA 56711 


97561 


FIGURE 457. PULLERS-CONTINUED 
(SHEET 2 OF 2) 


2-1090 Change 22 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53877 


PWA 53877-1 


CL-23-KA-16-LR 


PWA 53877-2 
PWA 53877-3 
A-13 


PWA 53877-4 
PWA 53845 


PWA 53845-1 
AR-400 


NAS607-5-12 
RCH121K-1 


A-604K 
PWA 53878 


CL-4-KHS 
CL-4-FN 

PWA 53845 
PWA 53845-1 
AR-400 

PWA 53878-10 
PWA 53878-2 
MS51975-3 
LC-038E-4NW 
MS51959-28 
PWA 53878-3 
PWA 53878-5 
PWA 53878-1 
PWA 53878-4 
A-604K 
RCH121K-1 


PWA 53879 


NAS607-3-6 
CL-3-FN 


PWA 53845 
PWA 53845-1 


AR-400 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PULLERS-CONTINUED 
PULLER-REAR COMPRESSOR REAR HUB 
BALANCE BEARING AND SPACER 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 50967 


. CABLE ASSY 


P&WA PART NO. PWA 53877-6 


P&WA PART NO. PWA 53877-7 


. BODY 
. CYLINDER-HYDRAULIC, PUSHER AND PULLER .... 


(VARIOUS) 


.. CYLINDER 


MAKE FROM RCH-123, MFD BY 5G343 


.. COUPLER-FEMALE 


P&WA PART NO. PWA 53845-2 


. PIN-DOWEL 


KIT-PACKING 
FOR REPAIR OF RCH-123 CYLINDER 
KIT-PACKING 
FOR REPAIR OF AR-400 COUPLER 
PULLER-NO. 5 BEARING OUTER RACE 
SUPERSEDES PWA 51010 
SUPERSEDED BY PWA 57483 


. SCREW-KNURL HD 


P&WA PART NO. PWA 53878-8 


. NUT-FLANGE 


P&WA PART NO. PWA 53878-11 


. CYLINDER-HYDRAULIC, PUSHER AND PULLER.... 


(VARIOUS) 


.. CYLINDER 


MAKE FROM RCH-123, MFD BY 5G343 


.. COUPLER-FEMALE 


P&WA PART NO. PWA 53845-2 


` JAW-PULLER 


KIT-PACKING 

FOR REPAIR OF AR-400 COUPLER 
KIT-PACKING 

FOR REPAIR OF RCH-123 CYLINDER 
PULLER-FAN DRIVE TURBINE SHAFT REAR 

BALANCE BEARING AND SPACER 

FOR DEPOT LEVEL USE ONLY 

SUPERSEDES PWA 51061 


. PIN-DOWEL 


P&WA PART NO. PWA 53879-4 


. CYLINDER-HYDRAULIC, PUSHER AND PULLER .... 


(VARIOUS) 


.. CYLINDER 


MAKE FROM RCH-123, MFD BY 5G343 


.. COUPLER-FEMALE 


P&WA PART NO. PWA 53845-2 


Change 22 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-1092 


PART 
NUMBER 


PWA 53879-6 
PWA 53879-1 
PWA 53879-3 
RCH121K-1 


A-604K 


PWA 53882 


PWA 53882-9 
MS27952-1 
PWA 53882-11 
PWA 53882-12 
NAS607-4-8 


CL-00-SB 
NAS607-2-8 
MS51971-7 
MS15795-820 
PWA 53882-3 
MS51975-17 
PWA 53882-17 
PWA 53882-16 


PWA 53882-6 
PWA 53845 


PWA 53845-1 
AR-400 
RCH121K-1 
A-604K 

PWA 53883 
PWA 53883-4 
MS27952-1 
PWA 53883-14 
PWA 53883-6 
NAS607-4-8 
CL-00-SB 
MS51971-7 
MS15795-820 
PWA 53883-8 
MS51975-17 
PWA 53883-16 
PWA 53883-15 
A-13 

PWA 53845 


PWA 53845-1 


Change 22 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


KIT-PACKING 

FOR REPAIR OF RCH-123 CYLINDER 
KIT-PACKING 

FOR REPAIR OF AR-400 COUPLER 
PULLER-7TH STAGE COMPRESSOR DISK AND 

BLADE 

FOR DEPOT LEVEL USE ONLY 

SUPERSEDES PWA 51689 


. TURNBUCKLE 
. PIN-DOWEL 
0.250 IN. DIA X 1.000 IN. LONG, STEEL 
. BOLT-SWING 
P&WA PART NO. PWA 53882-13 
. PIN-DOWEL 


SUPERSEDES PWA 53882-2 
. BASE ASSY 
SUPERSEDES PWA 53882-1 


. CYLINDER-HYDRAULIC, PUSHER AND PULLER .... 
(VARIOUS) 


.. CYLINDER 
MAKE FROM RCH-123, MFD ВУ 5G343 
.. COUPLER-FEMALE 
P&WA PART NO. PWA 53845-2 
KIT-PACKING 
FOR REPAIR OF RCH-123 CYLINDER 
KIT-PACKING 
FOR REPAIR OF AR-400 COUPLER 
PULLER-8TH STAGE COMPRESSOR DISK 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 51693 


. TURNBUCKLE 
. PIN-DOWEL 
0.250 IN. DIA X 1.000 IN. LONG, STEEL 
. BOLT-SWING 
P&WA PART NO. PWA 53883-3 


SUPERSEDES PWA 53883-9 
. BASE ASSY 
SUPERSEDES PWA 53883-1 


P&WA PART NO. PWA 53883-11 

. CYLINDER-HYDRAULIC, PUSHER AND PULLER .... 
(VARIOUS) 

.. CYLINDER 
MAKE FROM RCH-123, MFD BY 5G343 


ON 
CODE 


777917 


FIGURE 
8 INDEX 
NUMBER 


PART 
NUMBER 


AR-400 
RCH121K-1 
AR-604K 


PWA 53884 


PWA 53884-9 
MS27952-1 
PWA 53884-11 
PWA 53884-12 
MS9390-460 
CL-00-SB 


MS9390-221 
MS51971-7 
MS15975-820 
PWA 53884-3 
MS51975-17 
PWA 53884-17 
A-13 

PWA 53884-16 
PWA 53845 
PWA 53845-1 
AR-400 
ВСН121К-1 
АВ-604К 
PWA 57483 
CL-4-KHS 
CL-4-FN 

PWA 53845 
PWA 53845-1 
AR-400 

PWA 53878-10 
PWA 53878-2 
MS51975-3 
LC-038E-4NW 
PWA 57483-5 
MS51959-28 
PWA 57483-2 
PWA 57483-4 
PWA 53878-1 
PWA 57483-3 
PWA 57921 
PWA 56709 


PWA 56711 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


.. COUPLER-FEMALE 
P&WA PART МО. PWA 53845-2 

KIT-PACKING 

FOR REPAIR OF RCH-123 CYLINDER 
KIT-PACKING 

FOR REPAIR OF AR-400 COUPLER 
PULLER-9TH STAGE COMPRESSOR DISK AND 

BLADE 

FOR DEPOT LEVEL USE ONLY 

SUPERSEDES PWA 51695 


P&WA PART NO. PWA 53884-6 
. BASE ASSY 
SUPERSEDES PWA 53884-1 
. CYLINDER-HYDRAULIC, PUSHER AND PULLER .... 
(VARIOUS) 
.. CYLINDER 
MAKE FROM RCH-123, MFD BY 5G343 
.. COUPLER-FEMALE 
P&WA PART NO. PWA 53845-2 
KIT-PACKING 
FOR REPAIR OF RCH-123 CYLINDER 
KIT-PACKING 
FOR REPAIR OF AR-400 COUPLER 
PULLER-NO. 5 BRG OUTER RACE 
SUPERSEDES PWA 53878 
. SCREW-KNURL HD 
P&WA PART NO. PWA 53878-8 
. NUT-FLANGE 
P&WA PART NO. PWA 53878-11 
. CYLINDER-HYDRAULIC, PUSHER AND PULLER .... 
(VARIOUS) 
.. CYLINDER 
MAKE FROM RCH-123, MFD BY 5G343 
.. COUPLER-FEMALE 
P&WA PART NO. PWA 53845-2 


oo = = 


. JAW-PULLER 
PULLER-DIFFUSER/HPT FLANGE 
PULLER-4TH STAGE TURBINE DISK 
REPLACES PWA 55185 
PULLER-LPT SHAFT INSTALL 
REPLACES PWA 51717 


= = = = о о — å = 


= 


Change 22 


ON 
CODE 


T.O. 2J-F100-94 


INDEX 1 PWA 53885 INDEX 17 PWA 53886 


INDEX 34 PWA 50979 INDEX 44 PWA 53888 


INDEX 60 PWA 53893 INDEX 61 PWA 53894 


13732 


FIGURE 458. PULLERS-CONTINUED 


2-1094 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53885 


PWA 53885-14 
MS27952-1 
PWA 53885-11 
PWA 53885-10 
MS9390-460 
CL-00-SB 


MS51971-7 
MS15795-820 
PWA 53885-4 
MS51975-17 
PWA 53885-3 
PWA 53885-16 
PWA 53885-1 
PWA 53885-15 
A-13 

PWA 53845 
PWA 53845-1 
AR-400 
RCH121K-1 
AR-604K 

PWA 53886 
PWA 53886-3 
MS27952-1 
PWA 53886-7 
PWA 53886-8 
NAS607-4-8 
CL-00-SB 
NAS607-2-8 
MS51971-7 
MS15795-820 
PWA 53886-15 
MS51975-17 
PWA 53886-10 
PWA 53886-17 
PWA 53886-1 
PWA 53886-16 
A-13 

PWA 53845 


PWA 53845-1 
AR-400 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


PULLERS-CONTINUED 
PULLER-10TH STAGE COMPRESSOR DISK 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 51697 


` BOLT-SWING 
P&WA PART NO. PWA 53885-13 


SUPERSEDES PWA 53885-3 
. BASE ASSEMBLY 

SUPERSEDED BY PWA 53885-15 
. BASE ASSEMBLY 

SUPERSEDES PWA 53885-1 


P&WA PART NO. PWA 53885-7 
. CYLINDER-HYDRAULIC 
.. CYLINDER 


P&WA PART МО. PWA 53845-2 

KIT-PACKING 

FOR REPAIR OF RCH-123 CYLINDER 
KIT-PACKING 

FOR REPAIR OF AR-400 COUPLER 
PULLER-11TH STAGE COMPRESSOR DISK 

FOR DEPOT LEVEL USE ONLY 

SUPERSEDES PWA 51699 


. TURNBUCKLE 
. PIN-DOWEL, STEEL 
0.250 DIA X 1.000 IN. LONG 
. BOLT-SWING 
P&WA PART NO. PWA 53886-9 
. PIN-DOWEL 


SUPERSEDES PWA 53886-10 
. BASE ASSEMBLY 

SUPERSEDED BY PWA 53886-16 
. BASE ASSEMBLY 

SUPERSEDES PWA 53886-1 


P&WA PART МО. PWA 53886-13 
. CYLINDER-HYDRAULIC 
.. CYLINDER 


P&WA PART NO. PWA 53845-2 


Change 7 2-1095 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-1096 


< 


< 


PART 
NUMBER 


RCH121K-1 
AR-604K 


PWA 50979 


CL-23-KA-18LR 


MS16995-64 
PWA 50979-18 
PWA 50979-17 
MS35649-2384 
MS9321-12 
PWA 50979-5 
CL-3-FN 


PWA 50979-6 
PWA 50979-7 
PWA 50979-8 
AR-400 
RC-106 

PWA 50979-9 
PWA 53888 


PWA 53888-12 
MS27952-1 
PWA 53888-11 
PWA 53888-10 
NAS607-4-8 
CL-00-SB 
MS51971-7 
MS15795-820 
PWA 53888-3 
MS51975-17 
PWA 53888-6 
PWA 53888-16 
A-13 


PWA 53845 
PWA 53888-1 


PWA 53888-15 


PWA 53845-1 
AR-400 


RCH121K-1 
A-604K 

PWA 53893 
PWA 53894 


Change 7 


UNITS| USABLE 
PER 
DESCRIPTION ASSY 


KIT-PACKING 
FOR REPAIR OF RCH-123 CYLINDER 
KIT-PACKING 
FOR REPAIR OF AR-400 COUPLER 
PULLER-NO. 4 BEARING FRONT SEAL PLATE AND . 
OIL SCOOP 
SUPERSEDED BY PWA 56309 


. CABLE ASSEMBLY 


P&WA PART МО. PWA 50979-19 


SADDLE-ADAPTER, THREADED 
. COUPLER 


P&WA PART NO. PWA 50979-10 


. CYLINDER-HYDRAULIC 


P&WA PART NO. PWA 50979-15 


`PULLER-12TH STAGE COMPRESSOR DISK 


FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 51800 


. TURNBUCKLE 
. PIN-DOWEL, STEEL 


0.250 DIA X 1.000 IN. LONG 


. BOLT-SWING 


P&WA PART NO. PWA 53888-14 


P&WA PART NO. PWA 53888-8 


. CYLINDER-HYDRAULIC 
. BASE ASSEMBLY 


SUPERSEDED BY PWA 53888-15 


. BASE ASSEMBLY 


SUPERSEDES PWA 53888-1 


.. CYLINDER 


P&WA PART NO. PWA 53845-2 

KIT-PACKING 

FOR REPAIR OF RCH-123 CYLINDER 
KIT-PACKING 

FOR REPAIR OF AR-400 COUPLER 
PULLER-UNIFIED FUEL CONTROL, PF2 AND PF4 

TRANSFER TUBES 
PULLER-UNIFIED FUEL CONTROL, PF2 AND PF3 

TRANSFER TUBES 


ON 
CODE 


T.O. 2J-F100-94 


INDEX 3 PWA 55170 INDEX 11 PWA 55191 


INDEX 17 PWA 50411 
INDEX 27 PWA 55185 


FIGURE 459. PULLERS-CONTINUED 


(2-1097 Blank)/2-1098 Change 21 


эл 222222252 


DD III 


FIGURE 
& INDEX 
NUMBER 


== о SI 0) 01 + 


PART 
NUMBER 


PWA 55088 
19903 


PWA 55088-9 
PWA 55088-8 
MS16555-21 

PWA 55088-4 
PWA 55088-2 
PWA 55088-1 
PWA 55110 


NAS607-2-4 
PWA 55110-17 
NAS607-2-8 
PWA 55110-15 


$С.500Х.250.0.Х 


.047 
MS16995-35 
NAS607-3-4 


PWA 55110-2 
PWA 55110-8 
NAS607-4-6 
NAS607-4-4 
PWA 55110-6 
PWA 55110-7 
PWA 55110-3 
M01-14-Z 


C2-14 


PWA 55110-1 
PWA 55170 


MS35649-2312 
MS15795-812 
PWA 55170-4 
PWA 55170-3 
4418 


PWA 55170-1 
PWA 55170-2 
PWA 55191 


PWA 55191-6 
PWA 55191-8 
PWA 55191-5 
PWA 55191-4 
PWA 55191-7 
PWA 50411 


CL-5-FN 


PWA 50411-1 
NAS607-4-10 
PWA 50411-2 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PULLERS-CONTINUED 
PULLER-AUGMENTOR NOZZLE SEGMENT 
SUPPORT 


. NUT-FLANGE 


P&WA PART МО. PWA 55088-6 


PULLER-BLIND BOLT ASSY, OUTER FAIRING 
BRACKET 
FOR DEPOT LEVEL USE ONLY 


SEAL SEGMENTS 
SUPERSEDES PWA 50939 


. SCREW-SHOULDER 


P&WA PART МО. PWA 55170-5 


PULLER-IGNITION ALTERNATOR DRIVE SHAFT 
AND BALL BEARING ASSY 
SUPERSEDED BY PWA 57117 
FOR 200 SERIES ENGINE ONLY 
. NUT-FLANGE 
P&WA PART NO. PWA 50411-5 


Change 21 


USABLE 
ON 
CODE 


2-1098.1/(2-1098.2 Blank) 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 50411-4 
DELETED 
DELETED 
DELETED 
DELETED 
PWA 55185 


MS18154-207 
MS15795-826 
PWA 55185-1 
MS16555-48 
PWA 55185-5 
PWA 55185-6 
RC152 


AR-400 
RC-15K 


A-604K 


T.O. 2J-F100-94 


UNITS| USABLE 
PER 
DESCRIPTION ASSY 


PULLER-HYDRAULIC, 4TH STAGE TURBINE DISK, .. 
DISASSY 
SUPERSEDES PWA 51713 
REPLACED BY PWA 56709 


P&WA PART NO. PWA 55185-7 


. COUPLER-FEMALE 


P&WA PART NO. PWA 55185-8 
KIT-PACKING 
FOR REPAIR OF RC152 CYLINDER 
KIT-PACKING 
FOR REPAIR OF AR-400 COUPLER 


Change 21 


ON 
CODE 


2-1099 


T.O. 2J-F100-94 


INDEX 1 PWA 55433 


INDEX 19 PWA 55517 


INDEX 20 PWA 53880 


INDEX 27 PWA 55543 INDEX 35 PWA 57467 


47451 


FIGURE 460. PULLERS-CONTINUED 


2-1100 Change 7 


D TD 22252 


D IDI юш 


FIGURE 
8 INDEX 
NUMBER 


PART 
NUMBER 


PWA 55433 
MS51971-6 
4260H 


PWA 55433-5 
PWA 55433-1 
PWA 55439 


20707 


MS16995-82 
MS16995-81 
PWA 55439-7 
AR-400 


АСН-302 
HP3015 


PWA 55439-3 
MS35691-50 
MS16995-51 
PWA 55439-11 
PWA 55439-10 
PWA 55439-2 
PWA 55439-13 
PWA 55439-1 
PWA 55517 


PWA 55517-5 
PWA 55517-6 
MS16627-4075 
NTA-411 


TRB-411 


PWA 55517-1 
PWA 53880 


PWA 55543 
MS16555-52 
PWA 55543-7 
PWA 55543-6 
MS51971-6 
PWA 55543-3 
4260H 


PWA 55543-1 
PWA 57467 


`PULLER-SELF ALIGNING BRG 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PULLERS-CONTINUED 
PULLER-NO. 5 BEARING HEATSHIELD ASSY 


| HAMMER-SLIDE 


P&WA PART NO. PWA 55433-3 


PULLER-REAR COMPRESSOR DRIVE TURBINE .... 
ASSY 
SUPERSEDED BY PWA 57041 
FOR 220 ENGINE, 4КС 


i COUPLER-FEMALE 


P&WA PART NO. PWA 55439-6 


. CYLINDER-HYDRAULIC 


P&WA PART NO. PWA 55439-5 


. SADDLE-THREADED 


P&WA PART NO. PWA 55439-4 


аа а аа S а Ap 


ID 0.190 
SUPERSEDED BY PWA 57467 


. BEARING-THRUST 


P&WA PART NO. PWA 55517-3 


. RACE-THRUST 


P&WA PART NO. PWA 55517-2 


PULLER-NO. 2 BEARING, COUPLING AND 
SUPPORT 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 55865 
PULLER-SLEEVE, ANTI-ICE BOSS 


` ACTUATOR 
` HAMMER-SLIDE 


P&WA PART NO. PWA 55543-2 


0.190 ID 
SUPERSEDES PWA 55517 


Change 24 


USABLE 
ON 
CODE 


2-1101 


T.O. 2J-F100-94 


INDEX 1 PWA 55544 INDEX 6 PWA 55260 


INDEX 44 PWA 55814 INDEX 49 PWA 55823 


15682 


FIGURE 461. PULLERS-CONTINUED 


2-1102 Change 15 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55544 


MS16555-42 
PWA 55544-1 
4056H 


PWA 55544-4 
PWA 55260 


MS51023-141 
MS16624-4025 
PWA 55260-8 
PWA 55260-6 
PWA 55260-5 
645 


NAS607-2-8 
PWA 55260-3 
4056H 


PWA 55260-1 
PWA 57336 


AR400 
RC-53 


MS16555-49 
MS16555-32 
CS-14 


PWA 57336-6 
PWA 57336-3 
PWA 57336-4 
PWA 57336-1 
MS16995-27 
PWA 57336-1-2 
PWA 57336-1-1 
PWA 55626 


MS51960-30 
PWA 55626-7 
PWA 55626-8 
PWA 55626-10 
PWA 55626-11 
MS17830-40 
MS9321-10 
MS51975-9 
MS51021-101 
PWA 55626-6 
MS51972-1 
PWA 55626-2 
PWA 55626-1 
PWA 55814 


PWA 55814-3 
PWA 55814-4 
PWA 55814-2 


DESCRIPTION 


PULLERS-CONTINUED 
PULLER-GEARBOX, OIL PUMP IDLER GEAR 

BEARING HOUSING 

FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 55544-3 


. ROD-SHORT 
PULLER-NO. 4 BEARING SCAVENGE TUBE INNER .. 


CONNECTOR 
FOR DEPOT LEVEL USE ONLY 


` УОКЕ ASSY 
` SPRING 


P&WA PART NO. PWA 55260-9 


` NUT-ADJUSTING 
` HAMMER-SLIDING 


P&WA PART NO. PWA 55260-2 


. ROD-SLIDING 


PULLER-BALANCE BEARING, FRONT 
COMPRESSOR, REAR 


. COUPLING-HYDRAULIC 


P&WA PART NO. PWA 57336-11 


. CYLINDER-HYDRAULIC 


P&WA PART NO. PWA 57336-12 


` RING-CYLINDER 
` RING-LOCK, ASSY 


. HANDLE ASSY 


PULLER-FTIT PROBE REMOVAL 
SUPERSEDES PWA 55191 


Change 24 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
ASSY 


6 
8 
8 
6 
8 
1 
1 
8 
8 
1 
1 


ok юм көй, на на ok на i = . 


= < 


ON 
CODE 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-1104 


PART 
NUMBER 


PWA 55814-1 
PWA 55823 


MS16995-48 
MS16555-48 
MS16555-49 
MS16555-52 
MS16555-46 
PWA 55823-4 
PWA 55823-3 
PWA 55823-2 
PWA 55823-9 
PWA 55823-10 


DESCRIPTION 


. HANDLE-PULLER 
PULLER-IGNITION ALTERNATOR DRIVE SHAFT, 
SUBASSY, INSTALLATION 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 50405 
FOR SERIES 100 & 200 ENGINES 


UNITS 
PER 
ASSY 


kk ГО айы ok а ok а а СО 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


3 


FS 


INDEX 1 PWA 57046 


INDEX 15 PWA 57060 INDEX 24 PWA 57065 


37 


за 
Y 


«ў 


INDEX 34 PWA 57117 4 INDEX 40 PWA 57124 


39 


36 


13736 


FIGURE 462. PULLERS-CONTINUED 


(2-1105 Blank)/2-1106 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57046 


MS16555-43 
PWA 57046-1 
PWA 57050 


MS16995-37 
MS15795-808 
CL-21-KA-12LR 


MS16555-627 
PWA 57050-2 


PWA 57050-8 
PWA 57050-10 
PWA 57050-4 
PWA 57050-5 
PWA 57050-1 
PWA 57060 


MS16555-47 
PWA 57060-4 
PWA 57060-5 
PWA 57060-6 
MS16555-33 
CL-23-KA-6-LR 


PWA 57060-3 
PWA 57060-1 
PWA 57065 


MS51975-2 
MS9320-10 
CL-43-KA-8.0-10- 
R 


MS16555-43 

PWA 57065-5 
PWA 57065-8 
PWA 57065-4 
PWA 57065-2 
PWA 57065-1 
PWA 57117 


CL-5-FN 


MS16555-48 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PULLERS-CONTINUED 
PULLER-HOUSING GEARBOX BEARING OIL PUMP . 
IDLER GEAR 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 50641 
FOR 220 ENGINE ONLY 


`PULLER-BEVEL GEARSHAFT DRIVE BEARING 


INNER RACE UPPER 

FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 50664 
FOR 220 ENGINE ONLY 


PULLER-REDUCTION GEARBOX SEAL SEAT 
FOR DEPOT LEVEL USE ONLY 


PULLER-REDUCTION GEARBOX GEAR 
FOR DEPOT LEVEL USE ONLY 


. ADAPTER 


PULLER-IGNITION ALTERNATOR SHAFT AND 
BEARING 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 50411 
FOR SERIES 200 ENGINE ONLY 


. NUT-FLANGE 


P&WA PART NO. PWA 57117-5 


Change 3 


USABLE 


ON 


CODE 


2-1107 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PWA 57117-4 . SHAFT-PULLER 
PWA 57117-2 . JAW-PULLER 
PWA 57117-1 . HOUSING 
PWA 57124 PULLER-MAIN GEARBOX DUPLEX BEARING PLATE. 
FOR DEPOT LEVEL USE ONLY 
MS51971-3 
MS9321-12 
44208 
P&WA PART NO. PWA 57124-5 
MS16555-29 . DOWEL PIN 
PWA 57124-4 
PWA 57124-2 
PWA 57124-3 
PWA 57124-1 


2-1108 Change 3 


T.O. 2J-F100-94 


INDEX 1 PWA 57140 INDEX 8 PWA 57447 


Ё 
y DD 


INDEX 21 PWA 57061 


INDEX 27 PWA 53645 INDEX 28 PWA 57017 


FIGURE 463. PULLERS-CONTINUED 


(2-1109 Blank)/2-1110 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PULLERS-CONTINUED 
PWA 57140 PULLER-SEATING DUPLEX BEARING 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 50435 
MS51971-5 
MS15795-818 
MS16555-44 
PWA 57140-2 
PWA 57140-6 
PWA 57140-1 . SHELL-OUTER 
MP340H4-RC . BOX-STORAGE 
P&WA PART NO. PWA 57140-7 
PWA 57447 PULLER-HYDRAULIC, FRONT COMPRESSOR 
DRIVE TURBINE SHAFT DISASSY 
REPLACES PWA 51718 
REPLACES PWA 53887 
REPLACES PWA 55736 
REPLACED BY PWA 57811 
912514194 . SCREW-SOCKET HD 
P&WA PART NO. PWA 57447-12 
SUPERSEDES MS16995-26 
PWA 57447-1 
MS24671-13 
PWA 57447-1-2 
MS16555-44 E 
CL-7-FN . NUT-FLANGE 
P&WA PART МО. PWA 57447-5 
PWA 57447-3 . PUCK-ADAPTER 
PWA 57447-2 . РЕАТЕ-ТОР 
АВ-400 . COUPLER-FEMALE 
P&WA PART NO. PWA 57447-10 
PWA 57447-8 . RAM-HYDRAULIC 
MAKE FROM 4132, MFD BY 45225 
302482 . NUT-SPEED 
P&WA PART NO. PWA 57447-6 
PWA 57447-4 Е 
РМА 57061 PULLER-REDUCTION GEARBOX CARBON SEAL .... 
RETAINER 
MS51971-6 
PWA 55938-1 
4260H 


PWA 57061-4 
PWA 57120 
BEARING INNER RACE 
FOR DEPOT LEVEL USE ONLV 
PWA 53645 PULLEV ASSV-FRONT COMPRESSOR ROTOR AND. 
STATOR BALANCE 
FOR DEPOT LEVEL USE ONLV 
PWA 57017 PULLER-2ND STAGE TURBINE BLADE RETAINING .. 
PLATE, REAR 
FOR DEPOT LEVEL USE ONLV 
MS51971-6 . 
4260Н . HAMMER-SLIDE 
P&WA PART NO. PWA 57017-4 
PWA 55938-1 
CL-2-SHS-N 
P&WA PART NO. PWA 57017-2 
PWA 57017-6 


Change 23 2-1111 


T.O. 2J-F100-94 


INDEX 22 PWA 57009 72525 


FIGURE 464. PULLERS-CONTINUED 


2-1112 Change 14 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 56317 


PWA 56317-1 
MS16555-327 
MS16555-340 
PWA 56317-17 
MS16555-22 
PWA 56317-16 


MS16555-48 
PWA 56317-15 
MS16555-48 
PWA 56317-13 
PWA 56317-12 
MS24671-8 
PWA 56317-9 
PWA 56317-7 


PWA 56317-10 
MS16555-327 
PWA 56317-6 
PWA 56317-8 
PWA 56317-3 
PWA 56317-14 
PWA 57009 
2096-6S 
2081-6-2S 
202009-2-4S 
2030-2-4S 
2089-6-6S 


PWA 57009-16 
900605-4S 


1290-4S 
.250ODX.035 
91251A252 
RC-50 


PWA 57009-24 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PULLERS-CONTINUED 
PULLER-MAIN GEARBOX ASSY, PTO DRIVESHAFT . 
BAFFLE, SEAL & IMPELLER 
SUPERSEDES PWA 50510 
SUPERSEDES PWA 50511 
SUPERSEDES PWA 50512 
SUPERSEDES PWA 50666 
SUPERSEDED BY PWA 56752 


MAKE FROM CL-65-HK-6A, MFG BY 99862 


. PIN (AP) 
. ANVIL-HAMMER 

. PIN (AP) 

. HAMMER-SLIDE 

. KNOB-ADJUSTING 


. THUMBSCREW 


MAKE FROM CL-23507, MFG BY 99862 


. RING-SUPPORT 


` PLATE-PILOT 
` SHAFT-SLIDE HAMMER 


PULLER-1ST STAGE TURBINE BLADE RETAINING .. 
PLATE 


. COUPLING 


P&WA PART NO. PWA 57009-14 


P&WA PART NO. PWA 57009-11 


. TUBE ASSY 
.. FERRULE-BRAZING, TUBE FITTING 


P&WA PART NO. PWA 57009-16-1 


.. NUT-TUBE COUPLING 


P&WA PART NO. PWA 57009-16-2 


.. TUBING-HYDRAULIC FLUID LINE 


P&WA PART NO. PWA 57009-16-3 


. SCREW-SOCKET HD CAP 


P&WA PART NO. PWA 57009-10 


. CYLINDER-HYDRAULIC 


P&WA PART NO. PWA 57009-17 


REPLACES PWA 57009-9 


Change 26 


USABLE 
ON 
CODE 


2-1112.1/(2-1112.2 Blank) 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


MS16555-20 
PWA 57009-6 
LC-032D-6 
P&WA PART NO. PWA 57009-21 
REPLACES LC 035C-8 
PWA 57009-20 . WASHER 
MAKE FROM MS14226-L64YC8, MFG BY 96906 
5100-18 . RING-SNAP 
P&WA PART NO. PWA 57009-3 
PWA 57009-7 
91252A673 
P&WA PART NO. PWA 57009-2 
PWA 57009-22 . SCREW-ALIGNMENT 
PWA 57009-8 . 
PWA 57009-23 . RING-BODY 
REPLACES PWA 57009-1 


Change 14 2-1113 


T.O. 2J-F100-94 


INDEX 14 PWA 57036 


INDEX 1 PWA 22726 


INDEX 40 PWA 55627 


INDEX 27 PWA 57037 


67 


68 


= 
о 
= 
о 
© 
< 
= 
А. 
10 
© 
>< 
ші 
A 
= 


51111 


INDEX 54 PWA 55598 


FIGURE 465. PULLERS-CONTINUED 


Change 8 


2-1114 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 22726 


PWA 22726-7 
A-13 


RC-106 


PWA 22726-10 
MS16995-38 
PWA 22726-3 
PWA 22726-11 
PWA 22726-5 
MS16995-37 
PWA 22726-6 


PWA 22726-13 


NAS607-3-7 
PWA 22726-12 
RC-102K 


PWA 57036 


MS35307-333 
MS15795-812 
PWA 57036-10 
MS35307-336 
MS18211-87G 
PWA 57036-5 
PWA 57036-7 
PWA 57036-4 


PWA 57036-14 
AR-400 

547 

RCH-121 

PWA 57036-1 
PWA 57036-13 
PWA 57037 
MS35307-359 
MS15795-814 
PWA 57037-2 
MS35307-532 
PWA 57037-5 
AR-400 

547 
MS16995-79 
PWA 57037-7 
RC-151 


PWA 57037-10 
PWA 57037-1 


T.O. 2J-F100-94 


UNITS| USABLE 
PER 
DESCRIPTION ASSY 


PULLERS-CONTINUED 
PULLER-NO. 1 BEARING INNER RACE AND 
SLINGER (HYDRAULIC) 
SUPERSEDED BY PWA 56595 


P&WA PART МО. PWA 22726-2 


. CYLINDER-HYDRAULIC 


P&WA PART МО. PWA 22726-1 


. RING-SPLIT 
. NUT-LOCKING 
. CONTRACTOR 


SUPERSEDES PWA 22726-6 


. PIN-DOWEL 
. BODY 


KIT-PACKING 

FOR REPAIR OF RC-106 CYLINDER 
PULLER-HUB, TURBINE, FRONT 

FOR DEPOT LEVEL USE ONLY 


= ооо 0) Оо 0) O> 


P&WA PART МО. PWA 57036-9 


. FILM-TEFLON 


P&WA PART NO. PWA 57036-11 


. CYLINDER-HYDRAULIC 


P&WA PART NO. PWA 57036-8 


. BASE-ASSEMBLY 


SUPERSEDED BY PWA 57036-13 


. BASE ASSY 


SUPERSEDES PWA 57036-1 
PULLER-2ND STAGE BLADE RETAINING PLATE .... 
FROM 1ST STAGE DISK 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 57037-13 


. FILM-TEFLON 


P&WA PART NO. PWA 57037-8 


P&WA PART NO. PWA 57037-6 


. BEARING-FLANGED 


Change 17 


ON 
CODE 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-1116 


PART 
NUMBER 


PWA 55627 


MS51960-28 
PWA 55627-8 
PWA 55627-11 
PWA 55627-10 
MS51021-101 
PWA 55627-6 
PWA 55627-7 
MS51972-1 
PWA 55627-2 
MS17830-40 
MS9321-10 
MS51975-9 
PWA 55627-1 
PWA 55598 


AR-400 
FZ-1055 
9X93-30142020 


MS16998-96 
SPL-2670-WS 


CL-6-SS 


MS9321-11 
PWA 55598-12 
PWA 55598-2 
PWA 55598-11 
PWA 50404 


CL-4-SNW 


PWA 50404-2 
PWA 50404-1 


Change 21 


DESCRIPTION 


PULLER-2ND STAGE COMPRESSOR BLADES 
SUPERSEDES PWA 52821 


` INSERT ASSY 
` SETSCREW 


` HANDLE ASSY 
PULLER-2ND STAGE TURBINE BLADE RETAINING .. 


PLATE 
SUPERSEDES PWA 50370 
SUPERSEDES PWA 52597 


. COUPLER-FEMALE 


P&WA PART NO. PWA 55598-5 


. REDUCER 


P&WA PART NO. PWA 55598-6 


. SCREW-SOCKET HD SET, NYLON TIP 


P&WA PART NO. PWA 55598-7 


`PULLER-IGNITION ALTERNATOR DRIVE SHAFT, .... 


BALL BEARING, INSTALL 

FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 57104 
FOR SERIES 200 ENGINE ONLY 


. SPHERICAL NUT AND WASHER 


P&WA PART NO. PWA 50404-3 


. COLLAR ASSY 
. PULLER ASSY 


UNITS| USABLE 


PER 
ASSY 


= 


sao аа Г аа 2 — = Б 


ON 
CODE 


T.O. 2J-F100-94 


INDEX 1 PWA 57122 INDEX 30 PWA 52597 


51 62 


INDEX 64 PWA 57645 


FIGURE 466. PULLERS-CONTINUED 


(2-1117 Blank)/2-1118 Change 15 


22222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57122 


CL-23-KA-8-LR 


PWA 57122-2 
CL-64-3BH 


AR-400 
FZ 1055 


MS16995-67 
PWA 57122-15 
RCH-120 


MS18211-420 
PWA 57122-9 
MS51975-4 
PWA 57122-7 
19907 


PWA 57122-6 


PWA 57122-3 
PWA 57122-20 
CL-03BE-6 


PWA 57122-26 
LC-038E-13 


MS16555-33 
PWA 57122-22 
MS51975-1 
MS16555-628 
PWA 57122-28 
PWA 57122-24 
MS35691-51 
PWA 57122-18 


PWA 57122-1 
PWA 52597 


DON-A3-11 


PWA 52597-5 
PWA 52597-4 
4056H 


PWA 52597-7 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PULLERS-CONTINUED 

PULLER-PUSHER, FOURTH STAGE COMPRESSOR . 
AIR SEAL 
FOR DEPOT LEVEL USE ONLY 


. CABLE ASSY 


P&WA PART NO. PWA 57122-4 


P&WA PART NO. PWA 57122-17 


. COUPLER-FEMALE 


P&WA PART NO. PWA 57122-11 


. BRUSHING-REDUCER 


P&WA PART NO. PWA 57122-13 


0.625-11 X 8.800 IN. LONG 


. PLATE ASSY 
` SPRING-COMPRESSION 


P&WA PART NO. PWA 57122-21 


. PIN-RETAINER 
. SPRING-COMPRESSION 


P&WA PART NO. PWA 51722-25 


. PIN-PULL 
. RING-EXTERNAL 


0.625-11 X 1.500 IN. LONG 


. BODY ASSY 


PULLER-REAR COMPRESSOR CASE AND 
STATORS 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 55598 
FOR 2ND STAGE TURBINE AND 
INTERMEDIATE LEVEL 


. SCREW-FLAT HD, SLOTTED 


8-32 X 0.250 IN. LONG 
P&WA PART NO. PWA 52597-6 


` HAMMER-SLIDING 
P&WA PART NO. PWA 52597-3 
. ROD ASSY 


Change 21 


USABLE 
ON 
CODE 


DD D 2223 


== 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-1120 


PART 
NUMBER 


PWA 57545 
37302 


PWA 57545-3 
MS16555-8 
CL-16513 


MS24585-C423 
MS9321-10 
MS16995-52 
PWA 57545-2 
MS16555-44 
PWA 57545-4 
PWA 57545-1 
PWA 57545-5 
PWA 57545-13 


PWA 57723 


MS16996-22 
MS9321-10 
PWA 57723-12 
B-24 


MS16555-47 
PWA 57723-10 
MS16555-32 
MS16555-45 
PWA 57723-5 
PWA 57723-2 
MS16555-50 
PWA 57723-3 


PWA 57723-13 
PWA 57723-1 
PWA 57645 


CL-23-KA-11-LR 
PWA 57645-17 


MS51971-2 
MS35338-140 
MS15975-20 
PWA 57645-2 
PWA 57645-18 


MS16555-50 
PWA 57645-15 
MS16555-41 
PWA 57645-6 
PWA 57645-5 


MS16995-35 


PWA 57645-4 
PWA 57645-1 


Change 21 


DESCRIPTION 


PULLER-NO. 1 BEARING, OUTER RACE 


. WASHER-ASSY, SWING G 


P&WA PART NO. PWA 57545-11 


. BASE ASSY 


` KNOB-KNURLED 


P&WA PART NO. PWA 57545-10 


MAKE FROM MDIC12X9X9, MFD BY 29697 


PULLER-REAR FRONT COMPRESSOR BALANGE ... 


BEARING 
FOR DEPOT LEVEL USE ONLY 


PULLER-NO. 5 BEARING ASSY 
SEE FIG. 518 FOR NHA 
. CABLE ASSY 
P&WA PART NO. PWA 57645-13 


UNITS| USABLE 
PER ON 
ASSY CODE 


а mn аа = = СО 00 02 wow 


= 


= = 00 со 


= = 00 © о © — ~ 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 


& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PWA 57303 

MS16555-633 

PWA 57303-17 

PWA 57303-7 

MS16555-43 . 

PWA 57303-20 . HANDLE ASSY 

PWA 57303-19 . COUPLING 

PWA 57303-18 

MP350H5-RC1- . CONTAINER 

SCU P&WA PART NO. PWA 57303-16 


Change 25 2-1121 


T.O. 2J-F100-94 


= ' 
ES 


=? — 22 
SR — 23 
с = y 
| ¡UA 
35 — — 31 
— 30 
— 29 
— 32 — 28 
INDEX 21 PWA 57337 


INDEX 38 PWA 56569 


INDEX 10 PWA 57600 


À 


INDEX 37 PWA 56561 


ре 


INDEX 39 PWA 56662 


FIGURE 467. PULLERS-CONTINUED 


2-1122 Change 18 


DD ој пп DD ют 


== 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57525 


CL-23-KA-12.0- 
L.R. 

PWA 57525-1 
MS16555-6 
PWA 57525-9 


PWA 57525-5 
MS15795-809 
PWA 57525-2 
PWA 57525-12 
PWA 57600 


PWA 57600-1 
PWA 57600-2 
MS18211-64G 
PWA 57600-6 
MS18211-64C 
PWA 57600-7 
MS35691-43 
PWA 57600-9 
4260H 


PWA 55938-1 
PWA 57337 


SKA-7 
CN-1 


PWA 57337-4 
SKA-7 


PWA 57337-17 


PWA 57337-5 
59105 


MS35307-364 
MS35691-19 
PWA 57337-6 
MS35308-485 
RC-51 


AR-400 

PWA 57337-1 
PWA 57337-2 
PWA 56561 


PWA 56569 
PWA 56662 


DESCRIPTION 


PULLERS-CONTINUED 
PULLER-3RD STAGE, INNER AIR SEAL 
SEE FIG. 519 FOR NHA 


. CABLE ASSY 


P&WA PART NO. PWA 57525-4 


` BASE RING ASSY 


PULLER-4TH STAGE TURBINE AIR SEAL 
SEE FIG. 519 FOR NHA 


FOR DEPOT LEVEL USE ONLY 


. KNOB-SLEEVE ASSY 


P&WA PART NO. PWA 57337-15 


. NUT-COUPLING 


P&WA PART NO. PWA 57337-16 


` KNOB-SLEEVE ASSY 


P&WA PART NO. PWA 57337-15 


. NUT-COUPLING 


MAKE FROM CN-1, MFD BY 01599 


. CYLINDER 


P&WA PART NO. PWA 57337-9 


. COUPLER-FEMALE 


P&WA PART NO. PWA 57337-21 


'PULLER-RETAINING PLATE, 2ND STAGE TURBINE .. 


BLADE 


PULLER-2ND STAGE COMPRESSOR BLADES 


PULLER-SELF ALIGNING BRG 
0.250 ID X 0.6562 IN. OD 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


000 © O — 


mn а а о = A 


= — 


6 
6 
6 
6 
6 
6 
3 
3 
3 
3 
1 
1 


USABLE 
ON 
CODE 


Change 23 


T.O. 2J-F100-94 


INDEX 50 PWA 56739 


INDEX 25 PWA 57191 INDEX 51 PWA 56708 
98776 


FIGURE 468. PULLERS-CONTINUED 


2-1124 Change 23 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 56316 


PWA 56316-16 
CLR-400-F 


PWA 56316-16-1 
PWA 56316-11 
CLR-400-F 

PWA 56316-11-1 
PWA 56316-10 
CLR-400-F 


PWA 56316-10-1 
2024-2-55 


2021-6-55 


FZ-1613 


AR-400 


PWA 56316-4 
RWT-40 


PWA 56316-3 
MS16555-45 
PWA 56316-6 
PWA 56316-5 
PWA 56316-1 
CL-42-KA-8-5-R 
CL-4-BLP-B-1.0-5 
PWA 56316-8 
PWA 56316-9 
CL-4-BLP-B-4.0-5 


PWA 56316-21 
PWA 57191 


AR-400 
FZ-1055 


PWA 57191-14 
900605-4S 


1290-4S 


PWA 57191-14-1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PULLERS-CONTINUED 
PULLER/PUSHER-FAN MODULE 
SUPERSEDES PWA 50519 
SUPERSEDES PWA 50530 
SUPERSEDED BY PWA 57345 
SUPERSEDED BY PWA 57626 
SUPERSEDED BY PWA 57623 FOR 4KC ONLY 


. TUBE ASSY 


P&WA PART NO. PWA 56316-17 


. REDUCER-MALE 


P&WA PART NO. PWA 56316-15 


. CROSS-HIGH PRESSURE 


P&WA PART NO. PWA 56316-14 
U/W PWA 52891 WRENCH 


. COUPLER 


P&WA PART NO. PWA 56316-13 


P&WA PART NO. PWA 56316-2 


. WELDED ASSY 


` CABLE ASSY 
P&WA PART NO. PWA 56316-18 


`PULLER-1ST STAGE TURBINE INNER AIR SEALING 


RING 


. COUPLER 


P&WA PART NO. PWA 57191-11 


P&WA PART NO. PWA 57191-14-2 


.. TUBE-HYDRAULIC FLUID LINE 


MAKE FROM 0.250 OD X 0.035 WALL 
X 4.78 IN., MFD BY 52660 


Change 10 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-1126 


PART 
NUMBER 


PWA 57191-15 
900605-4S 


1290-4S 


PWA 57191-15-3 


2031-4-4S 
2030-2-4S 
RWT-39 
5100-75 

PWA 57191-10 
MS51971-2 
MS15795-812 
PWA 57191-20 
MS35307-305 


MS9321-10 
C1507 


DELETED 
PWA 57191-22 


PWA 57191-8 
PWA 56739 


PWA 56708 


Change 28 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


P&W PART NO. PWA 57191-15-1 
.. TUBE-HYDRAULIC FLUID LINE 
MAKE FROM 0.250ODX.035WALLX11.2IN, MFD 


P&W PART NO. PWA 57191-4 


. CYLINDER 


P&W PART NO. PWA 57191-2 


. RING-RETAINING 


P&W PART NO. PWA 57191-17 


SUPERSEDES PWA 57191-7 


. SCREW (AP) 
. WASHER (AP) 
. HANDLE ASSY 


P&W PART NO. PWA 57191-21 
SUPERSEDES PWA 57191-18 


SUPERSEDES PWA 57191-1 


. RING ASSY 


PULLER-3RD STAGE TURBINE AIRSEAL 
REPLACES PWA 51743 
PULLER-4TH STAGE TURBINE DISK 
REPLACES PWA 51712 
REPLACED BY PWA 56808 


ON 
CODE 


T.O. 2J-F100-94 


INDEX 1 PWA 57907 


INDEX 3 PWA 56674 INDEX 4 PWA 56679 


INDEX 5 PWA 56721 


INDEX 6 PWA 56785 


101614 


FIGURE 468A. PULLERS-CONTINUED 


(2-1126.1 Blank)/2-1126.2 Change 24 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PULLERS-CONTINUED 
PWA 57907 PULLER-SET, FAN MODULE AIR SEALS, INNER 
AND OUTER 
REPLACES PWA 57801 
PWA 56683 PULLER-HOUSING, GEARBOX, FRONT 
FOR DEPOT LEVEL USE ONLY 
PWA 56674 PULLER-NO. 4 BEARING REAR CARBON SEAL 
HEAT SHIELD 
PWA 56679 PULLER-NO. 5 BEARING INNER RACE AND 
SUPPORT 
SUPERSEDES PWA 51359 
PWA 56721 PULLER-HIGH COMPRESSOR TURBINE 
SUPERSEDES PWA 57041 
PWA 56785 PULLER-AP6 BORESCOPE PLUG, ENGINE 
INSTALLED 


Change 24 2-1127 


T.O. 2J-F100-94 


F~ 


Me 


INDEX 1 GS21625-1 INDEX 8 GS22418-1 
INDEX 2 GS21635-1 INDEX 9 GS21465-1 
INDEX 3 GS21636-1 
INDEX 4 GS21642-1 
INDEX 5 GS15716-1 
INDEX 6 GS15736-1 
INDEX 7 GS15694-1 


INDEX 12 GS21624-1 
INDEX 10 GS21650-1 INDEX 13 GS21637-1 
INDEX 11 GS21656-1 INDEX 14 GS22414-1 


INDEX 15 GS21631-1 INDEX 16 GS22416-1 


8434 


FIGURE 469. PULLERS-CONTINUED 


2-1128 Change 19 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PULLERS-CONTINUED 
GS21625-1 


GS21635-1 
GS21636-1 
GS21642-1 
GS15716-1 
GS15736-1 
GS15694-1 
GS22418-1 
GS21465-1 
GS21650-1 
GS21656-1 
GS21624-1 
GS21637-1 
GS22414-1 


GS21631-1 


D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 


GS22416-1 
FOR DEPOT LEVEL USE ONLY 


2-1129 


T.O. 2J-F100-94 


19 
INDEX 18 PWA 3755 


PS321X1 


FIGURE 470. PUMPS 


2-1130 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 51409 


PWA 51409-13 
9767 


MS29513-012 
4007 


35-1009SW-02L 
42802 

10675 

9798 

9799 

9796 

10474 

PWA 51409-14 
PWA 51409-15 
300089 


PWA 51946 
H-927 


P-84 
P84K 


PWA 3755 
H-927 


RP3-8 
P-39 


RP3A 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


PUMPS 
PUMP-FUEL BLEED ACTUATING CYLINDER CHECK. 
SUPERSEDED BY PWA 57448 


P&WA PART NO. PWA 51409-23 


. FITTING-REDUCING 


P&WA PART NO. PWA 51409-7 


. NIPPLE-LONG 


P&WA PART МО. PWA 51409-6 


. COUPLER-HOSE HALF 


P&WA PART NO. PWA 51409-20 
P&WA PART NO. PWA 51409-21 


. COUPLER-RAM HALF 


P&WA PART NO. PWA 51409-19 


. ELBOW-STREET 


P&WA PART NO. PWA 51409-2 


` KIT-PACKING 


FOR REPAIR OF 4007 HAND PUMP 
PUMP ASSY-HYDRAULIC DOUBLE ACTING 


P&WA PART NO. PWA 51946-2 


. PUMP ASSEMBLY 


P&WA PART NO. PWA 51946-1 


. KIT-PACKING 


FOR REPAIR P-84 PUMP 
PUMP ASSY-PORTO POWER 


P&WA PART NO. PWA 3755-2 


. HOSE 


P&WA PART NO. PWA 3755-2 


. PUMP ASSY 


P&WA PART NO. PWA 3755-1 


. PUMP ASSY 


P&WA PART NO. PWA 3755-1 


2-1131 


T.O. 2J-F100-94 


INDEX 2 PWA 53765 


grr” 


INDEX 4 PWA 55115 


G INDEX 3 PWA 55122 


INDEX 5 PWA 53897 


INDEX 13 PWA 55874 


INDEX 16 PWA 55921 101615 


FIGURE 471. PUNCHES 


2-1132 Change 24 


222222 


DID 


DDD 


222222 DV 


2222222222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53764 


PWA 53765 


PWA 55122 
300070219 
PWA 55122-3 
PWA 55122-1 


PWA 55115 


F17871 
PWA 53897 
F17870 
PWA 55755 


CL-21-KA-10.0LR 


PWA 55755-6 
PWA 55755-5 
PWA 55755-4 
PWA 55755-3 
PWA 55755-1 
MC350H2-RC2 


PWA 55874 


PWA 55874-3 
18B 


PWA 55921 


MS16995-50 
MS16555-46 
PWA 55921-5 
PWA 55921-1 
PWA 55921-2 
MP340H2RC1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PUNCHES 

PUNCH-START, 4TH AND 5TH STATOR SHROUD.... 
HALF RIVETS 
FOR DEPOT LEVEL USE ONLY 

PUNCH-FINISH, 4TH AND 5TH STATOR SHROUD ... 
HALF RIVETS 
FOR DEPOT LEVEL USE ONLY 

PUNCH AND DIE-HAND, OUTER FAIRING BRACKET 
FOR DEPOT LEVEL USE ONLY 


. INSERT-PUNCH 


P&WA PART NO. PWA 55122-2 


. INSERT-DIE 


MAKE FROM 310070219, MFD BY 65434 


. PUNCH-HAND 


MAKE FROM 7, MFD BY 65434 
PUNCH-TRANSFER, OUTER FAIRING BRACKET .... 

HOLES 

FOR DEPOT LEVEL USE ONLY 


. CONTAINER 


P&WA PART NO. PWA 55115-2 
PUNCH-SET, DIMPLE 
FOR DEPOT LEVEL USE ONLY 


. CONTAINER-PLASTIC 


P&WA PART NO. PWA 53897-2 
PUNCH-HAND, BALANCE ВЕАМ, 
CONVERGENT-DIVERGENT AUGMENTOR 
NOZZLE SEGMENTS 
FOR DEPOT LEVEL USE ONLY 


. CABLE ASSY 


P&WA PART NO. PWA 55755-7 


P&WA PART NO. PWA 55755-2 
PUNCH-TRANSFER DUCT MOUNT HOLES TO 
BRACKETS 


. POINT-PUNCH 
. PUNCH-CENTER 


P&WA PART NO. PWA 55874-1 
PUNCH-DEPRESS CORE PRIOR TO WELD OF AFT . 
PANEL 
FOR DEPOT LEVEL USE ONLY 


` BOX-STORAGE 
P&WA PART NO. PWA 55921-6 


Change 24 


USABLE 
ON 
CODE 


2-1133 


T.O. 2J-F100-94 


22) 


INDEX 1 PWA 3471 
ЗЕ т 
| 
3B— ло? 
- Il | | 
| 3с 
3D 
— 3A 
4 INDEX 3 PWA 50486 INDEX 4 PWA 50531 
27 
| а 
O ХА 7 25 
a AS 24 
INDEX 23 PWA 50638 INDEX 29 PWA 50669 


FIGURE 472. PUSHERS 


2-1134 Change 21 


777790 


2222222222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 3471 


PWA 50471 


CL-4-SNW 


PWA 50471-2 
PWA 50471-4 


PWA 50471-1 
PWA 50486 


CL-652-PB 
PB-37 


PWA 50486-7 
PWA 50486-5 


PWA 50486-6 
PWA 50486-4 
PWA 50486-3 
PWA 50531 
CL-3-F 


CL-3-C-7 


SLC-7B-1.6 


MS9898-29 


MS9356-13 


PWA 50531-3 
RCH-202T 


HP-2015 
AR-400 


PWA 50531-16 
MS9321-14 
PWA 50531-2 
MS51967-14 
NAS607-2-6 


38305 


PWA 50531-23 
G-078-014-1957 


PWA 50531-22 
MS16997-80 
PWA 50531-1 
PWA 50531-14 
RCH-202K 


DESCRIPTION 


PUSHERS 
PULLER AND PUSHER-NO. 10-32 THREADED 
PLUGS 


PUSHER-POWER TAKEOFF DRIVESHAFT ROLLER.. 


BEARING OUTER RACE REMOVAL 
FOR DEPOT LEVEL USE ONLY 


. SPHERICAL NUT AND WASHER 


P&WA PART NO. PWA 50471-3 


1.2813 X 5 IN. LONG, STEEL 


. RETAINER 


PUSHER-MAIN OIL PUMP ASSY 
FOR DEPOT LEVEL USE ONLY 


. BALL-PLASTIC 


P&WA PART NO. PWA 50486-1 


. BALL-PLASTIC 


P&WA PART NO. PWA 50486-1 


. HANDLE ASSY 
. SCREW-SOCKET HD CAP 


0.250-20 X 0.8750 IN. LONG, STEEL 


` BASE ASSY 
PUSHER-LOW TURBINE MODULE FROM ENGINE... 
. FERRULE-CABLE 


P&WA PART NO. PWA 50531-28 


P&WA PART NO. PWA 50531-27 


. PIN-BAL-LOK 


P&WA PART NO. PWA 50531-20 
SUPERSEDED BY MS9898-29 


SUPERSEDES SLC-7B-1.6 
P&WA PART NO. PWA 50531-20 


P&WA PART NO. PWA 50531-29 


. COUPLER-FEMALE 


P&WA PART NO. PWA 50531-17 


` PIN-DOWEL 
0.125 IN. DIA X 0.750 IN. LONG, STEEL 


KIT-PACKING 
FOR REPAIR OF RCH-202T CYLINDER 


Change 21 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


N © о о CO — CD — 


00 


USABLE 
ON 
CODE 


2-1134.1/(2-1134.2 Blank) 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


472 - 22B A-604K KIT-PACKING 

FOR REPAIR OF AR-400 COUPLER 

PWA 50638 PUSHER-MAIN GEARBOX IGNITION ALTERNATOR .. 
DRIVE SHAFT ROLLER BEARING OUTER RACE 
FOR DEPOT LEVEL USE ONLY 

PWA 50638-4 г 

CL-4-SNW . SPHERICAL МОТ AND WASHER 

P&WA PART NO. PWA 50638-3 

MS35307-470 

PWA 50638-2 

PWA 50638-1 

PWA 50669 PUSHER-GEARBOX BRACKET BUSHING 
FOR DEPOT LEVEL USE ONLY 

AN3-12A 

PWA 50669-3 

PWA 50669-1 


Change 21 2-1135 


T.O. 2J-F100-94 


INDEX 10 PWA 50538 INDEX 25 PWA 57042 


Ú 


INDEX 37 PWA 56506 INDEX 38 PWA 57780 28819 


FIGURE 473. PUSHERS-CONTINUED 


2-1136 Change 16 


FIGURE 
& INDEX 
NUMBER 


' 
= ооо ~“ O сл +. о 


о 


' 
= 
— 


PART 
NUMBER 


PWA 53881 


PWA 56653 


DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
PWA 50538 


AR-400 
FZ-1614 
40306 


PWA 50538-1 
PWA 50538-2 
FZ-1619 


RCH-102 


MS51975-1 
PWA 50538-3 
PWA 50538-13 
PWA 50538-12 
MS16995-36 
PWA 50538-4 
PWA 50538-5 
PWA 57042 


AR-400 


PWA 57042-4 
RCH-302 


PWA 57042-13 
PWA 57042-12 
MS16995-37 
MS51971-2 
MS15795-812 
PWA 57042-3 
MS16555-53 
CL-0-58 


PWA 57042-2 
547 


PWA 56506 


PWA 57780 


T.O. 2J-F100-94 


ОМІТ | USABLE 


PER 
DESCRIPTION ASSY 


PUSHERS-CONTINUED 
PUSHER-NO. 2 BEARING, COUPLING AND 
SUPPORT 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 55866 
PUSHER-AUGMENTOR NOZZLE LEVER BEARINGS . 
SUPERSEDES PWA 51751 


PUSHER-HYDRAULIC REAR COMPRESSOR DRIVE . 
TURBINE ASSY 
SUPERSEDES PWA 53874 


. COUPLER-FEMALE 


P&W PART NO. PWA 50538-16 


. COUPLING 


P&W PART NO. PWA 50538-15 


. HANDLE-SPEED 


P&W PART NO. PWA 50538-10 


. BODY ASSY 


` NIPPLE-LONG 


P&W PART NO. PWA 50538-14 


. CYLINDER-HYDRAULIC 


P&W PART NO. PWA 50538-9 


‘PUSHER-HYDRAULIC, HPT ASSY 


SUPERSEDES PWA 53874 
FOR 220 ENGINE ONLY 


. COUPLER-FEMALE 


P&W PART NO. PWA 57042-10 


. NUT-KNURLED 
. CYLINDER-HYDRAULIC 


P&W PART NO. PWA 57042-9 


` BOLT-SWING 


P&W PART NO. PWA 57042-5 


P&W PART NO. PWA 57042-11 
PUSHER-NO. 2 BEARING, REAR SCOOP AND 
REAR SEAL SEAT 
SUPERSEDES PWA 50601 
PUSHER/PULLER-NO. 4 BEARING SEAL 
SUPERSEDES PWA 50975 


Change 27 


ON 
CODE 


T.O. 2J-F100-94 


INDEX 1 PWA 57143 


INDEX 15 PWA 55835 


FIGURE 474. PUSHERS-CONTINUED 


2-1138 


PS323BX1 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PUSHERS-CONTINUED 

PWA 57143 PUSHER-SPRING, BLEED STRAP ACTUATOR 
CL-43-KA-12-3R . CABLE ASSY 

P&WA PART МО. PWA 57143-8 
NAS-1756-24 . STREAMER-WARNING 
CL-43-KA-12-52 . CABLE ASSY 

P&WA PART МО. PWA 57143-4 
PWA 57143-3 
PWA 57143-2 
MS16555-31 3 
TRB-613 - RACE-THRUST 

P&WA PART NO. PWA 57143-11 
NTA-613 - BEARING-THRUST 

P&WA PART NO. PWA 57143-12 
TRC-613 - RACE-THRUST 

P&WA PART NO. PWA 57143-13 
PWA 57143-7 
PWA 57143-6 
Y9-10 


об = = 


PWA 57143-15 
PWA 55835 
PWA 55835-6 
MS35690-410 
MS9321-09 
PWA 55835-5 
PWA 55835-4 
PWA 55835-8 
MS16535-14 
PWA 55835-10 
PWA 55835-7 
PWA 55835-1 
PWA 55835-11 


= а, mik s И ik a. -із-і 


2-1139 


T.O. 2J-F100-94 


1-- 


1 
13 


15 
~ 
| 


Ф Ë 8 
о % $ 


INDEX 10 PWA 51059 


INDEX 21 PWA 51049 INDEX 26 PWA 51055 


INDEX 33 2564573 


52082 


FIGURE 475. PUSHERS-CONTINUED 


2-1140 Change 8 


2222 


DUD ; т 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 51014 
PWA 51014-8 
PWA 51014-9 
PWA 51014-12 
PWA 51014-6 
MS21316-22 
NAS607-3-8 
PWA 51014-2 
PWA 51014-11 
PWA 51059 


CL-84-5BH 


MS9320-17 
PWA 51059-6 
MS35691-59 
RCH-121 


AR-400 


MS16995-50 
PWA 51059-3 
PWA 51059-4 
PWA 51059-1 
RC-112K 


ВСН-121К-1 


A-604K 


PWA 51049 


MS16556-43 
PWA 51049-3 
PWA 51049-2 
PWA 51049-1 
PWA 51055 


MS51967-26 
MS9321-18 
NAS607-3-14 


PWA 51055-1 
PWA 51055-4 
PWA 51055-6 
2564573 


PWA 56556 


DESCRIPTION 


PUSHERS-CONTINUED 
PUSHER-NO. 5 BEARING ASSY INSTALLATION 


. BOLT-MACHINE 
. BOLT-MACHINE 


. JACKSCREW 
. RING ASSY 


PUSHER-FAN DRIVE TURBINE ЗНАЕТ HEATSHIELD 
FOR DEPOT LEVEL USE ONLY 


. HANDLE-SPEED 


P&WA PART МО. PWA 51059-9 


: CYLINDER-HYDRAULIC 


P&WA PART NO. PWA 51059-2 


. COUPLER 


P&WA PART NO. PWA 51059-10 


`KIT-PACKING 


FOR REPAIR OF RCH-121 CYLINDER WITH 
SERIAL NUMBERS STARTING WITH 0 (ZERO) 
KIT-PACKING 
FOR REPAIR OF RCH-121 CYLINDER WITH SERIAL 
NUMBERS STARTING WITH THE LETTER B 
KIT-PACKING 
FOR REPAIR OF AR-400 COUPLER 
PUSHER-NO. 5 BEARING PLUG AND BALANCE 
SPACER INTO LOW TURBINE SHAFT 
FOR DEPOT LEVEL USE ONLY 


` PUSHER ASSY 


PUSHER-FAN DRIVE TURBINE FRONT BALANCE ... 
BEARING 
FOR DEPOT LEVEL USE ONLY 


` PIN-DOWEL 


0.1875 X 1.750 IN. LONG 


PUSHER-INSTALLATION, PIVOT SLEEVE 
FOR DEPOT LEVEL USE ONLY 

PUSHER/PULLER-PTO DUPLEX BEARING 
FOR DEPOT LEVEL USE ONLY 


Change 20 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
ASSY 


аа а на на на а ND ND — 


ON 
CODE 


2-1141 


T.O. 2J-F100-94 


INDEX 1 PWA 70101 


17 
23 
INDEX 11 PWA 55915 INDEX 19 PWA 57016 


INDEX 25 51309 INDEX 26 PWA 57530 


21734 


FIGURE 476. PUSHERS-CONTINUED 


2-1142 Change 1 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 70101 


MS16996-16 
PWA 70101-1 
PWA 70101-2 
MS9321-09 
F-17872 


PWA 70102 
MS35307-338 
PWA 70102-2 
PWA 70102-1 
MS9321-11 
F-17873 
PWA 55915 


MS16555-43 
CL-13-PHK 


MS16555-3 
PWA 55915-4 


PWA 55915-6 
MS16555-25 
PWA 55915-1 
PWA 57016 
AR-400 
RCH-121 
MS16995-36 
PWA 57016-1 


PWA 57016-3 
PWA 51309 


PWA 57530 
19912 
MS16995-81 
PWA 57530-9 
AR-400 
RCH-302 
67702 


PWA 57530-16 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PUSHERS-CONTINUED 

PUSHER-FRONT COMPRESSOR STATOR 
LINKAGE ARM, BEARINGS, REPAIR 
FOR DEPOT LEVEL USE ONLY 


. CONTAINER 


P&W PART NO. PWA 70101-5 
PUSHER-FRONT COMPRESSOR STATOR 
LINKAGE ARM, BUSHINGS, REPAIR 
FOR DEPOT LEVEL USE ONLY 


` CONTAINER 


P&W PART NO. PWA 70102-5 
PUSHER-TURBINE EXHAUST CASE, CLINCH NUT .. 
SUPERSEDES PWA 50707 


` KNOB-HAND 


P&W PART NO. PWA 55915-3 


` ROD-THREADED 


0.375.16 X 6 IN. LONG 


`PUSHER-2ND STAGE TURBINE BLADE RETAINER .. 


PLATE, REAR 
FOR DEPOT LEVEL USE ONLY 


. COUPLER-FEMALE 


P&W PART NO. PWA 57016-5 


. CYLINDER-HYDRAULIC 


P&W PART NO. PWA 57016-4 


` PUSHER ASSY 


PUSHER-NO. 2 BEARING, COUPLING AND 
SUPPORT 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 53881 
PUSHER/PULLER-INSTALL, REMOVE HIGH 
TURBINE ROTOR AND STATOR ASSY 


. COUPLER-FEMALE 

P&W PART NO. PWA 57530-8 
. CYLINDER-HYDRAULIC 

P&W PART NO. PWA 57530-6 
. SCREW-SOCKET HD, HEX 

P&W PART NO. PWA 57530-15 
. HEADLINER 


Change 27 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PWA 57530-5 
PWA 57530-4 
PWA 57530-1 
PWA 57530-17 . SEGMENT-JAW 
SUPERSEDES PWA 57530-2 
PWA 57530-3 . COUPLER 
PWA 57530-12 


2-1144 Change 1 


T.O. 2J-F100-94 


INDEX 1 PWA 57306 


55284 


FIGURE 476A. PUSHERS-CONTINUED 


(2-1144.1 Blank)/2-1144.2 Change 9 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57306 
PWA 57306-32 
MS16995-26 
PWA 57306-8 
PWA 57306-7 
CL-16513 


MS35691-1 
MS9321-10 
LC-035E-11-5 


PWA 57306-11 
PWA 57306-24 


MS16555-6 
LC-040E-10-S 


MS21316-13 
PWA 57306-13 
MS51975-7 
LC-032E-11-S 


SS-4P-2M 
1/8KMM00-SS 
259-2021-2-4 


PWA 57306-31 
259-2083-2-2 


PWA 57306-23 
AR-400 


PWA 57306-19 
MS18995-36 
PWA 57306-30 
2030-2-4$ 


PWA 57306-29 
PWA 57306-16 


VE-281 
PWA 57306-6 


PWA 57306-33 
PWA 57306-1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PUSHERS-CONTINUED 
PUSHER-IGV SYNC RING AND LEVER ARM 


. SPRING 
P&W PART NO. PWA 57306-5 
. SCREW-CAPTIVE 
. KNOB-KNURLED 
MAKE FROM CL-16513, MFD BY 99862 


P&W PART NO. PWA 57306-26 


. THUMBSCREW 


РАМУ PART МО. PWA 57306-28 


. VALVE-PURGE 


P&W PART NO. PWA 57306-34 


. CROSS-PIPE 


РАМУ PART NO. PWA 57306-36 
P8W PART NO. PWA 57306-18 


. TUBE ASSY 


. COUPLER-FEMALE 


P8W PART NO. PWA 57306-20 


. MANIFOLD 


P8W PART NO. PWA 57306-17 


. TUBE ASSY 
. CYLINDER-THREADED 


MAKE FROM VE-331, MFD BY 01599 


P8W PART NO. PWA 57306-15 


. RING-PUSHER 


Change 27 


USABLE 
ON 
CODE 


2-1145 


T.O. 2J-F100-94 


= 


I 


Қ, 4 
Хуту AN 
NR 
RR 
Ў 
КК 
MD 


KR 


(PE) 
TT 


INDEX 18 PWA 56510 INDEX 19 PWA 57894 


88623 


FIGURE 477. PUSHERS-CONTINUED 


2-1146 Change 18 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57604 


ADB-23301 


PWA 57604-2 
AR-400 


RD-91 
PWA 57604-5 
CL-23-KA-10-LR 
41710 


PWA 57604-11 
PWA 57604-8 
PWA 57604-6 
41708 


PWA 57604-7 
PWA 57604-16 
PWA 57604-13 
PWA 57604-12 
PWA 57604-14 
PWA 56510 


PWA 57894 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PUSHERS-CONTINUED 

PUSHER/PULLER-4TH AND 5TH STG DISK TO 6TH . 
STG DISK 
FOR DEPOT LEVEL USE ONLY 


. RING-HOIST 


P&WA PART NO. PWA 57604-1 


. ADAPTER 
. COUPLER 


P&WA PART NO. PWA 57604-3 


. CYLINDER-HYDRAULIC 


P&WA PART NO. PWA 57604-4 


MAKE FROM MS17984C913, MFD BY 96906 


. CABLE ASSY 


P&WA PART NO. PWA 57604-15 


P&WA PART NO. PWA 57604-9 
. RING-JAW SEGMENT 


. COLLET-SPLIT 
. PROTECTOR 


PUSHER-BEARING, AUGMENTOR NOZZLE LEVER .. 
REPLACES PWA 51955 
PUSHER-MECHANICAL, NO. 5 BEARING INNER .... 
RACE 


Change 18 


USABLE 
ON 
CODE 


2-1147 


T.O. 2J-F100-94 


brøl) 


INDEX 22 PWA 57790-2 


INDEX 1 PWA 57790 


106509 


FIGURE 478. PUSHERS-CONTINUED 
(SHEET 1 OF 2) 


2-1148 Change 27 


T.O. 2J-F100-94 


INDEX 30 PWA 57552 


PS324C_2 


FIGURE 478. PUSHERS-CONTINUED 
(SHEET 2 OF 2) 


2-1149 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-1150 


PART 
NUMBER 


PWA 57790 


MS24667-9 
PWA 57535-17 
MS16555-20 
CL-5-SBP-1 


PWA 57535-18 
PWA 57535-16 
PWA 57535-1 


MS16995-26 
R-10-2 


R-10-3 


PWA 57790-4 
4457-00 


PWA 57535-9 
PWA 57535-10 
PWA 57535-8 
PWA 57535-11 
PWA 57535-12 
PWA 57535-21 
PWA 57535-28 
PWA 57535-25 
PWA 57790-2 
MS16555-4 
PZ-7-3 


PWA 57535-24-3 
CL-9-FN 


PWA 57535-24-7 
PWA 57790-2-1 
PWA 57535-24-2 
PWA 57552 
PWA 57782 


MS16555-45 
PWA 57552-19 


PWA 57552-2 
PWA 57552-1 


Change 27 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


PUSHERS-CONTINUED 
PUSHER/PULLER-CIVV AND RCVV OUTER 
BUSHINGS AND AUG CONV SEGMENT 

BUSHINGS 


. SCREW-BALL 


MAKE FROM R-10-1, MFD BY 52793 


P&W PART NO. PWA 57535-14 


. COVER-ASSY 
. BEARING-THRUST 


P&W PART NO. PWA 57535-13 


.. SCREW-SHOULDER 


P&W PART NO. PWA 57535-4-4 


.. NUT-FLANGE 


P&W PART NO. PWA 57535-4-5 


. PUSHER/PULLER-RCVV 4TH, 5TH, AND 6TH 
STAGE OUTER BUSHINGS 

. PUSHER/PULLER-RCVV 4TH, 5TH, AND 6TH 
STAGE OUTER BUSHINGS 


.. HANDLE-SPEED 


MAKE FROM 39907, MFD BY 94882 


.. SCREW-BALL BEARING 


MAKE FROM R-0702-72-0-0-0-0-W, MFD BY 63810 


ON 
CODE 


FIGURE 
& INDEX 
NUMBER 


< 


PART 
NUMBER 


PWA 57552-12 


PWA 57552-10 
92949A194 


PWA 57552-8 

PWA 57552-11 
PWA 57552-7 

PWA 57552-6 

N5000-193 


PWA 57552-16 
5100-50 


1004 


PWA 57552-5 
PWA 57552-4 
PWA 57552-22 
PWA 57552-23 
PWA 57552-24 
PWA 57552-25 
PWA 57552-30 
MS16995-26 
PWA 57552-28 
PWA 57552-27 
92949A106 


PWA 57552-26 
PWA 57552-13 
PWA 57552-20 
MS16995-26 
PWA 57552-32 
PWA 57552-31 
92949A106 


PWA 57552-38 
PWA 57552-36 
PWA 57552-37 
MS16995-26 

PWA 57552-34 
PWA 57552-33 
PWA 57782-33 


PWA 57552-21 


PWA 57782-21 


PWA 57790-7 


DESCRIPTION 


.. SLEEVE-PULLER 


MAKE FROM P-40-28, MFD BY 80204 


.. RING-PULLER 
.. SCREW-CAP, BUTTON HD 


P&W PART NO. PWA 57552-9 


.. PLATE-SUPPORT 
.. POST-GUIDE 


.. RING-RETAINING 


P&W PART NO. PWA 57552-17 


.. COUPLING-THRUST 
.. RING-RETAINING 


P&W PART NO. PWA 57552-14 


.. BEARING-BALL THRUST 


P&W PART NO. PWA 57552-15 


.. CUP-BEARING 


.. KNOB-LOCATING, 4TH STG 
.. KNOB-LOCATING, 5TH STG 
.. KNOB-LOCATING, 6TH STG 
.. PIN-ALIGNMENT 
.. PIN-ALIGNMENT 


.. PLATE-ALIGNMENT, 4TH STG 
.. BLOCK-GUIDE, 4TH STG 
.. SCREW-CAP, BUTTON HD 


РАМУ PART NO. PWA 57552-3 


.. PLATE-CLAMP, 5TH STG 
.. PLATE-LOCATING, RH, 5TH STG 
.. PLATE-LOCATING, LH, 5TH STG 


.. PLATE-ALIGNMENT, 5TH STG 
.. BLOCK-GUIDE, 5TH STG 
.. SCREW-CAP, BUTTON HD 


P&W PART NO. PWA 57552-3 


.. PLATE-CLAMP, 6TH STG 
.. PLATE-LOCATING, ВН, 6TH STG 
.. PLATE-LOCATING, LH, 6TH STG 


.. PLATE-ALIGNMENT, 6TH STG 
.. BLOCK-GUIDE, 6TH STG 


USE ONLY ON PWA 57552 


.. BLOCK-GUIDE, 6TH STG 


USE ONLY ON PWA 57782 


.. SLEEVE-PUSHER 


MAKE FROM PX-40-40, MFD BY 80204 
USE ONLY ON PWA 57552 


.. SLEEVE-PUSHER 


USE ONLY ON PWA 57782 


. CONTAINER-STORAGE 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


P--2.DDD--.-.-.— 


2 
1 
1 
2 
1 
1 
4 


аа CNS 


Change 27 


USABLE 
ON 
CODE 


2-1151 


T.O. 2J-F100-94 


" 


INDEX 48 PWA 52418 13741 


FIGURE 479. PUSHERS-CONTINUED 


2-1152 


FIGURE 
& INDEX 
NUMBER 


— OO 


' 
= 
— 


PART 
NUMBER 


PWA 51626 


PWA 51626-3 
MS9105-05 
PWA 51626-5 
PWA 51626-2 
PWA 51626-1 
PWA 51627 


MS16995-27 
PWA 51627-1 
PWA 51826 
MS9783-22 
MS16995-37 
PWA 51826-15 
MS16555-29 
MS51975-26 
PWA 51826-12 
SC 1X1/2X0.047 


MS51959-41 
482 NO. 2 


AR-400 


MS35649-204 
MS9321-09 
MS16997-52 
PWA 51826-10 
RC-50 


S6-A 


AN915-3S 
S6-HLN 


AN917-3S 
A-604K 


RC-50K 


PWA 52412 
CL23-KA-12LR 


MS17984-636 
MS35691-19 
MS15795-814 
MS51975-30 
MS51975-32 
PWA 52412-13 
PWA 52412-8 
MS9486-61 
PWA 52412-4 


DESCRIPTION 


PUSHERS-CONTINUED 


PUSHER-PIN, 10TH-13TH STAGE COMPRESSOR ... 


CASE TIMING 
FOR DEPOT LEVEL USE ONLY 


PUSHER-PIN, 10TH-13TH STAGE COMPRESSOR ... 


CASE, INSTRUMENTATION BOSS 


` PUSHER ASSEMBLY 


PUSHER-NO. 3 BEARING SEAL ASSY REAR 


. PUSHER ASSEMBLY 
. SPRING 


P&WA PART NO 


. PULL-DOOR 


P&WA PART NO 


` BASE ASSEMBLY 
` CYLINDER 


P&WA PART NO 


KIT-PACKING 
FOR REPAIR OF AR-400 COUPLER 
KIT-PACKING 
FOR REPAIR OF RC-50 CYLINDER 
PUSHER-2ND STAGE TURBINE BLADE 
. CABLE ASSY 
P&WA PART NO. PWA 52412-19 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


Ad dd 


+ — + + S N O — — г 


= 2 — ND — № Ф ОФ — 


USABLE 
ON 
CODE 


2-1153 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-1154 


PART 
NUMBER 


LC-125M-5 


MS15795-822 
PWA 52412-6 
NAS607-8-28 
CL-12-RB 


PWA 52412-2 
PWA 52412-1 
PWA 52418 
PWA 52418-18 
PWA 52418-19 
PWA 52418-21 
PWA 52418-20 
MS16555-46 
MS16555-51 
PWA 52418-23 
5100-75 


PWA 52418-17 
LC125M-5 


PWA 52418-2 
MS16995-84 
MS16555-650 
MS16995-36 
MS16555-27 
PWA 52418-7 
MS16995-81 
MS16555-48 
PWA 52418-13 
PWA 52418-12 
PWA 52418-1 
PWA 52590 
CL23-KA-10LR 


SLSX6BX13 


MS51971-1 
MS15795-818 
MS35691-35 
38319 


PWA 52590-24 
HP-2014 


PWA 52590-21 
AR-400 


RCH-202T 


PWA 52590-26 
PWA 52590-3 
PWA 52590-4 
PWA 52590-23 
PWA 52590-5 


Change 21 


DESCRIPTION 


. SPRING 


P&WA PART NO. PWA 52412-7 


` BUTTON-REST 


P&WA PART NO. PWA 52412-16 


. GUIDE ASSY 


. RING-RETAINING 


P&WA PART NO. PWA 52418-10 


PUSHER-FAN DRIVE TURBINE MODULE 
. CABLE ASSY 

P&WA PART NO. PWA 52590-10 
. HANDLE-BUTTON 

P&WA PART NO. PWA 52590-9 


| COUPLER-FEMALE 


P&WA PART NO. PWA 52590-12 


. CYLINDER 


P&WA PART NO. PWA 52590-13 


UNITS| USABLE 


PER 
ASSY 


= 


Ad а а 


= = а а = DR = D ГО ГО AB 


= 


ON 
CODE 


FIGURE 
& INDEX 
NUMBER 


< 


< 


PART 
NUMBER 


MS35307-334 
MS15795-812 
PWA 52590-25 
MS9390-34 
PWA 52590-22 
RC-202K 


A-604K 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


KIT-PACKING 

FOR REPAIR OF RCH-202T CYLINDER 
KIT-PACKING 

FOR REPAIR OF AR-400 COUPLER 


2-1155 


T.O. 2J-F100-94 


INDEX 6 PWA 52781 


INDEX 35 PWA 53875 INDEX 49 PWA 53889 


21732 


FIGURE 480. PUSHERS-CONTINUED 


2-1156 Change 1 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 51751 


PWA 51751-4 
PWA 51751-3 


PWA 51751-2 
PWA 51751-1 
PWA 52781 


CL23-KA-8LR 


MS17984-716 
PWA 52781-4 
MS35691-35 
PWA 52781-1 
PWA 52781-3 
PWA 52781-2 
AR-400 


RCH-202T 


MS51975-8 
PWA 52781-11 
PWA 52781-12 
RC-202K 


A-604K 
PWA 52405 


PWA 52405-4 
PWA 52405-1 
PWA 52405-6 
MS51971-8 
MS9321-17 
AR-400 


RCH-123 

PWA 52791 
PWA 52791-8 
PWA 52791-10 
MS90725-1 
PWA 52791-3 
PWA 52791-4 
PWA 52791-5 
MS28775-113 
43504 
MP350-H3-SCU 
PWA 53875 


CL-4-FN 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PUSHERS-CONTINUED 
PUSHER-AUGMENTER NOZZLE LEVER BEARINGS . 
SUPERSEDES PWA 51338 
SUPERSEDED BY PWA 56653 


. BASE ASSY 
PUSHER-HYDRAULIC, LOW TURBINE MODULE 
FROM ENGINE VERTICAL 
FOR DEPOT LEVEL USE ONLY 
. CABLE ASSY-NYLON 
P&WA PART NO. PWA 52781-8 


P&WA PART NO. PWA 52781-10 
. CYLINDER 
P&WA PART NO. PWA 52781-9 


KIT-PACKING 

FOR REPAIR OF RCH-202T CYLINDER 
KIT-PACKING 

FOR REPAIR OF AR-400 COUPLER 
PUSHER-1ST STAGE TURBINE DISK FROM 2ND.... 


. COUPLER-FEMALE 
P&WA PART NO. PWA 52405-10 
. CYLINDER-HYDRAULIC 
P&WA PART NO. PWA 52405-7 
PUSHER-SHAFT, COMPRESSOR STATOR LINKAGE . 
. RETAINER 


. PAD-TOGGLE 
P&WA PART NO. PWA 52791-7 
. CONTAINER 
P&WA PART NO. PWA 52791-9 
PUSHER-NO. 3 BEARING AND GEAR ASSY 
SUPERSEDES PWA 50617 
. NUT-FLANGE 
P&WA PART NO. PWA 53875-10 


Change 22 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-1158 


< 


< 


PART 
NUMBER 


MS35691-19 
PWA 53875-8 
PWA 53875-5 
MS16995-37 
MS9321-16 
MS35691-51 
PWA 53875-11 
PWA 53875-4 
PWA 53875-3 
PWA 53845 
PWA 53845-1 
AR-400 


PWA 53875-1 
RCH121K-1 


A-604K 
PWA 53889 
MS51971-8 


MS9321-17 
3 


PWA 53889-11 
CL-4-FN 

PWA 53889-12 
PWA 53889-3 
A-13 

PWA 53845 
PWA 53845-1 
AR-400 
RCH121K-1 


A-604K 


DESCRIPTION 


| CYLINDER-HYDRAULIC 
.. CYLINDER 


P&WA PART NO. PWA 53845-2 


. RING ASSEMBLY 


KIT-PACKING 

FOR REPAIR OF RCH-123 CYLINDER 
KIT-PACKING 

FOR REPAIR OF AR-400 COUPLER 


PUSHER-NO. 1 BEARING AND SEAL SEAT 


SUPERSEDES PWA 52557 


. KEY-WOODRUFF 


0.125 THICK X 0.5 IN. LONG 
P&WA PART NO. PWA 53889-13 


P&WA PART NO. PWA 53889-8 
. CYLINDER-HYDRAULIC 
.. CYLINDER 


P&WA PART NO. PWA 53845-2 
KIT-PACKING 
FOR REPAIR OF RCH-123 CYLINDER 
KIT-PACKING 
FOR REPAIR OF AR-400 COUPLER 


UNITS| USABLE 


PER 
ASSY 


оао 


ON 
CODE 


T.O. 2J-F100-94 


INDEX 1 PWA 57896 INDEX 2 PWA 57904 
СІ 
<<] es) 
oo 
> j 
t 
INDEX 3 PWA 56668 INDEX 4 PWA 57926 


INDEX 5 PWA 57927 


INDEX 6 PWA 57367 


98777 


FIGURE 480A. PUSHERS-CONTINUED 


(2-1158.1 Blank)/2-1158.2 Change 25 


Бе же ие ие Баз Баз Баз Баз Баз] 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57896 


PWA 57904 


PWA 56668 
PWA 57926 
PWA 57927 
PWA 57367 


MS16555-27 
PWA 57367-3 
PWA 57367-2 
MS9361-12 
MS51023-143 
PWA 57367-1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PUSHERS-CONTINUED 
PUSHER-PIN, REAR COMPRESSOR INLET 

STATOR SHROUD-229 

FOR DEPOT LEVEL USE ONLY 
PUSHER/PULLER-SLEEVE, SEALING, 

COMPRESSOR CASE, ELBOW-229 
PUSHER-NO.1 BEARING BUSHING 
PUSHER-BRUSH SEAL, COMBUSTOR OD 
PUSHER-BRUSH SEAL, COMBUSTOR ID 
PUSHER-DUPLEX BEARING, GEARBOX 

DRIVESHAFT 

FOR DEPOT LEVEL USE ONLY 


Change 25 


USABLE 
ON 
CODE 


2-1159 


T.O. 2J-F100-94 


INDEX 12 PWA 55156 


INDEX 24 PWA 55454 


INDEX 23 PWA 55332 


INDEX 25 PWA 57104 


13756 


FIGURE 481. PUSHERS-CONTINUED 


2-1160 Change 19 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52687 


MS35691-19 
PWA 52687-7 
MS9321-17 
RCH-121 


AR-400 


MS16995-26 
PWA 52687-9 
PWA 52687-5 
PWA 52687-13 
PWA 52687-15 
RC-112K 


RCH121K-1 


A-604K 
PWA 55156 


PWA 55156-4 
PWA 55156-5 
MS51975-6 
MS9321-10 
PWA 55156-2 
MS51975-17 
EB-2 


MS51975-1 
PWA 55156-10 
PWA 55156-1 
PWA 55332 
40304 
MS9321-17 
PWA 55332-4 
MS35691-59 
38734 

PWA 55332-1 
PWA 55454 


PWA 57104 


41106 


PWA 57104-2 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


PUSHERS-CONTINUED 
PUSHER-HYDRAULIC, NO. 4 BEARING AIR SEAL ... 
TO TURBINE HUB 


| CYLINDER-HYDRAULIC 


P&WA PART NO. PWA 52687-4 


` KEY ASSEMBLY 


KIT-PACKING 

FOR REPAIR OF RCH-121 CYLINDER WITH SERIAL 

NUMBERS STARTING WITH 0 (ZERO) 
KIT-PACKING 

FOR REPAIR OF RCH-123 CYLINDERS WITH 

SERIAL 

NUMBERS STARTING WITH THE LETTER B 
KIT-PACKING 

FOR REPAIR OF AR-400 COUPLER 
PUSHER-RIGHT ANGLE DRILL, BLIND BOLT 

SLEEVE HOLE 

FOR DEPOT LEVEL USE ONLY 


. EYE BOLT 


P&WA PART NO. PWA 55156-3 


PUSHER-ASSY, 3RD STAGE TURBINE DISK 
SUPERSEDES PWA 51707 


`PUSHER-BEARING ON TO CONVERGENT NOZZLE . 


GUIDE 
FOR DEPOT LEVEL USE ONLY 
PUSHER-IGNITION ALTERNATOR SHAFT BALL 
BEARING 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 50404 


. WASHER SET-SPHERICAL 


P&WA PART NO. PWA 57104-3 


. LOCATOR ASSEMBLY 


2-1161 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-1162 


PART 
NUMBER 


PWA 57104-1 
PWA 55290 


MS35307-533 
PWA 55290-5 
MS35307-332 
MS9321-11 

PWA 55290-2 
PWA 53845 

PWA 55290-1 


DESCRIPTION 


. PUSHER ASSEMBLY 
PUSHER-12TH STAGE COMPRESSOR STATOR, .... 


DISASSY 
FOR DEPOT LEVEL USE ONLY 


. SEGMENT 
. CYLINDER-HYDRAULIC 
. PULLER 


UNITS| USABLE 
PER ON 
ASSY CODE 


T.O. 2J-F100-94 


INDEX 1 PWA 57008 


INDEX 43 PWA 55724 INDEX 47 PWA 55289 


INDEX 56 PWA 52736 INDEX 61 PWA 53874 
13757 


FIGURE 482. PUSHERS-CONTINUED 


(2-1163 Blank)/2-1164 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57008 


MS51959-14 
MS16555-45 
PWA 57008-7 
MS24585-C295 
MS51971-2 
PWA 57008-6 
MS15795-812 
PWA 57008-5 
PWA 57008-8 
AR-400 


547 
RCH121 


PWA 57008-1 
PWA 57030 


MS51971-8 
MS35691-59 
PWA 57030-10 
LC-047EF-3 


LC-022D-5 


PWA 57030-12 
PWA 57030-16 
MS35691-3 
PWA 57030-5 
PWA 57030-6 
41102 


MS15795-810 
MS16995-50 
PWA 57030-35 


PWA 57030-28 


PWA 57030-2 
MS16555-54 
16901 


LS-047EF-5 


PWA 57030-33 
PWA 57030-32 
MS51959-14 
MS51959-13 
AR-400 


RCH-121 


MS15795-823 
CL-84-5BH 


PWA 57030-13 
PWA 57030-1 


DESCRIPTION 


PUSHERS-CONTINUED 
PUSHER-AIR SEAL, 1ST STAGE TURBINE 
FOR DEPOT LEVEL USE ONLY 


. ROD THREADED 
. COUPLER 


P&WA PART NO. PWA 57008-2 


. FILM-TEFLON 


P&WA PART МО. PWA 57008-3 


. CYLINDER-HYDRAULIC 


P&WA PART NO. PWA 57008-13 


. CLAMP HOLDER 


PUSHER-NO. 4 BEARING AIR SEAL 
SUPERSEDES PWA 52687 
FOR 220 ONLY 


P&WA PART NO. PWA 57030-34 
SUPERSEDES PWA 57030-11 


. SPRING-COMPRESSION 


P&WA PART МО. PWA 57030-11 
SUPERSEDED BY PWA 57030-34 


. CLAMP ASSEMBLY 


` WASHER-SPHERICAL 
P&WA PART NO. PWA 57030-7 


` NUT-CHECK 


P&WA PART МО. PWA 57030-31 


. SPRING 


P&WA PART NO. PWA 57030-30 


P&WA PART NO. PWA 57030-23 


. CYLINDER-HYDRAULIC 


P&WA PART NO. PWA 57030-22 


` HANDLE-SPEED 


P&WA PART NO. PWA 57030-25 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


— 


= ©з ООО WWW 00 CD 


Change 1 


USABLE 
ON 
CODE 


2-1165 


77797729 


T.O. 2J-F100-94 


FIGURE 
8 INDEX 
NUMBER 


2-1166 


PART 
NUMBER 


PWA 55724 
CL-5-FN 


PWA 55724-2 
PWA 55724-1 
PWA 55289 


MS35307-332 
MS9321-11 
PWA 55289-5 
MS16995-9 
PWA 55289-9 
PWA 53845 
PWA 55289-2 
PWA 55289-1 
PWA 52736 


MS16555-608 
LCO32E10SS 


PWA 52736-2 
PWA 52736-1 
PWA 53874 


40306 


MS51953-58 
FZ-1614 


PWA 53874-2 
PWA 53845 
RCH121K-1 
PWA 53874-15 


MS16995-36 
PWA 53874-4 
PWA 53874-14 


PWA 53874-6 
MS16995-63 
PWA 53874-13 
PWA 53874-1 


Change 21 


ОМІТ | USABLE 
РЕВ 
DESCRIPTION ASSY 


PUSHER-1ST AND 2ND TURBINE DISK ASSY 
SUPERSEDES PWA 52384 
. NUT-FLANGE 
P&WA PART NO. PWA 55724-3 


. ROD-THREADED 
PUSHER-12TH STAGE COMPRESSOR STATOR, 
INSTALLATION 


`PUSHER-REAR COMPRESSOR STATOR INLET 
VARIABLE VANE BEARING ASSY 


PUSHER-HYDRAULIC, REAR COMPRESSOR 
DRIVE TURBINE ASSY 
SUPERSEDES PWA 50538 
SUPERSEDED BY PWA 57042 
. HANDLE-SPEED 
P&WA PART NO. PWA 53874-11 


` COUPLING 
P&WA PART NO. PWA 53874-10 


ON 
CODE 


T.O. 2J-F100-94 


40 ў” 
зу Я 22 
Баса u 24 — р. (- 
o YE | + 
° 21 — =” NF 
| | 
Ü 


| jie 


AN 
‹ MO ду 
жеті KA JO ka м 
ТА hi 9 DSV 
pass N | 54 
| 
53 52 INDEX 1 PWA 57626 PS328AX1 


FIGURE 483. PUSHERS-CONTINUED 


(2-1167 Blank)/2-1168 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57626 


PWA 57626-33 
MS51959-15 
LE-034B-5 


4427 


PWA 57626-33-3 
PWA 57626-33-4 
MS16995-77 
PWA 57626-54 
AR-400 


PWA 57626-2 


CL-23-KA-10.0- 
LR 
PWA 57626-53 


PWA 57626-20 


PWA 57626-50 
PWA 57626-48 
PWA 57626-48-2 
PWA 57626-48-1 
CL-23-KA-10.0- 
LR 

PWA 57626-20 
PWA 57626-44 
CL-2-KP 


4432 
PWA 57626-44-10 
LC-032C-13-SS 


PWA 57626-44-7 
PWA 57626-44-6 


MS35650-304 
PWA 57626-44-14 
PWA 57626-44-13 
PWA 57626-44-5 
4430 


MS9321-10 
PWA 57626-44-1 
PWA 57626-44-2 
MS16996-14 
PWA 57626-44-4 
PWA 57626-44-3 
PWA 57626-42 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


PUSHERS-CONTINUED 
PUSHER/PULLER-FAN DRIVE TURBINE AND FAN 
INSTALLATION AND REMOVE 
SUPERSEDES PWA 50887 
SUPERSEDES PWA 56330 
SUPERSEDES PWA 56316 
. LOCK ASSY 


.. EXTENSION-SPRING 

P&WA PART NO. PWA 57626-33-5 
.. SCREW-SHOULDER 

P&WA PART NO. PWA 57626-33-2 
.. SEGMENT-LOCK 
.. SEGMENT-LOCK 


. COUPLER 
P&WA PART NO. PWA 57626-17 
. CYLINDER-HYDRAULIC 
MAKE FROM RCH-202, MFD BY 5G343 
. CABLE ASSY 
P&WA PART NO. PWA 57626-21 


· CABLE ASSY 
P&WA PART NO. PWA 57626-21 


.. PROTECTOR ASSY 
' RETAINER-COLLET 
' LOCATOR-INSTALL 


Change 10 


USABLE 
ON 
CODE 


2-1169 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-1170 


PART 
NUMBER 


PWA 57626-43 
PWA 57626-26 
PWA 57626-57 
PWA 57626-57-1 


MS16555-45 


PWA 57626-57-3 


PWA 57626-24 
PWA 57626-34 
PWA 57626-34-6 
PWA 57626-34-7 
PWA 57626-34-5 
PWA 57626-34-4 
MS16995-50 
PWA 57626-34-3 
PWA 57626-34-1 
PWA 57626-56 
DELETED 

PWA 57626-45 
PWA 57626-45-2 
PWA 57626-45-1 
PWA 57626-47 
PWA 57626-46 
PWA 57626-55 
MBIC-44-28-18- 
15 


Change 3 


DESCRIPTION 


SUPERSEDES PWA 57626-51 


.. PIN (AP) 


SUPERSEDES PWA 57626-8 


SUPERSEDES PWA 57626-49 


. PROTECTOR 
. SPLINE ASSY 


.. ADAPTER EXTENSION 


.. CONNECTOR 
.. CONNECTOR 


` CONTAINER 


P&WA PART МО. PWA 57626-52 


UNITS| USABLE 
PER ON 
ASSY CODE 


= = Да å å OPA 


аа а = = од — 


T.O. 2J-F100-94 


INDEX 1 PWA 56601 


SN 


(ие - — 


INDEX 19 PWA 70243 INDEX 28 PWA 57900 


87524 


FIGURE 484. PUSHERS-CONTINUED 


(2-1171 Blank)/2-1172 Change 18 


DUD 22252 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PUSHERS-CONTINUED 
PWA 56601 PUSHER-LPT SHAFT STIFFENERS 
DELETED 
GS22406-1 PUSHER 

FOR DEPOT LEVEL USE ONLY 
GS22413-1 PUSHER 

FOR DEPOT LEVEL USE ONLY 
PWA 50617 PUSHER-NO. 3 BEARING AND GEAR ASSY 

SUPERSEDED BY PWA 53875 

MS35690-604 
CL-4-FN 


PWA 50617-10 
PWA 50617-14 
MS15795-843 
MS51967-20 E 
AR-400 . COUPLER-FEMALE 
P&WA PART NO. PWA 50617-13 
A-604K .. KIT-PACKING 
RCH-102 - CYLINDER-HYDRAULIC 
P&WA PART NO. PWA 50617-7 
PWA 50617-4 
PWA 50617-2 
PWA 50617-1 
MS16995-37 
PWA 50617-3 
PWA 70243 
MS16624-43 
PWA 70243-3 
PWA 70243-5 
MS16555-27 
PWA 70243-2 
PWA 70243-1 i 
PWA 70243-4 . HOUSING ASSY 
PWA 57899 PUSHER-RING HALF BUSHING 
PWA 57900 PUSHER-INLET SYNC RING HALF BUSHING 


ашушы ый. ЕР a мы REE, 


Change 23 2-1173 


T.O. 2J-F100-94 


INDEX 26 PWA 56558 


57381 


FIGURE 485. PUSHERS-CONTINUED 


2-1174 Change 10 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57753 


CL-42-KA-18-R8- 
R 

MS35691-19 
PWA 57753-7 
MS16995-50 
PWA 57753-11 
RC-53 


PWA 57753-1 
MS18211-43C 
PWA 57753-1-3 
PWA 57753-1-1 
PWA 57753-4 
PWA 57753-2 
PWA 57753-10 
PWA 57753-9 


PWA 57753-3 
PWA 51632 


MS16995-41 
MS16555-50 
PWA 51632-3 
PWA 51632-8 
MS16555-17 
PWA 51632-6 
PWA 51632-4 
PWA 51632-7 
PWA 56558 


DESCRIPTION 


PUSHERS-CONTINUED 
PUSHER-HYDRAULIC, FDT SHAFT ASSY 
REPLACED BY PWA 57812 


. CABLE ASSY 


CYLINDER-HYDRAULIC 


P&W PART NO. PWA 57753-5 


. RING ASSY 


'PUSHER-4TH AND 5TH STAGE COMPRESSOR, 


CASE AND STATOR BEARING ASSY 
FOR DEPOT LEVEL USE ONLV 
SUPERSEDES PWA 53806 


. SCREW ASSY 
. BODY ASSY 

PUSHER-CLINCH NUT, TURBINE EXHAUST CASE, .. 

AUG NOZZLE SUPPORT ASSY 
SUPERSEDES PWA 55915 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


= ND — 


а = о 05 = — 0) — 


—- — 


— на åå о 


Сһапде 27 


USABLE 


ON 
CODE 


2-1175 


T.O. 2J-F100-94 


INDEX 1 PWA 57004 INDEX 2 PWA 56507 


INDEX 3 PWA 57779 INDEX 4 PWA 57813 


6 INDEX 18 PWA 56330 
< INDEX 5 PWA 57812 


106510 


FIGURE 486. PUSHERS-CONTINUED 


2-1176 Change 27 


ол? 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57004 


PWA 56507 


PWA 57779 


PWA 57813 
PWA 57812 
CL-42-KA-18-8-R 


MS16995-50 
CL-1000-SHR-1 


PWA 57753-11 
AR-400 


RC-53 


PWA 57753-4 
PWA 57812-10 
PWA 57753-9 


PWA 57812-3 
PWA 57753-2 
PWA 57812-1 
PWA 56330 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


PUSHERS-CONTINUED 
PUSHER-1ST STAGE TURBINE BLADE, RETAINER .. 
PLATE 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 52373 
FOR 100 8 200 ENGINE, 4KC ONLY 
PUSHER-NO. 3 BEARING SLEEVE AND INNER 
RACE 
SUPERSEDES PWA 50613 
PUSHER/PULLER-IGV RCVV OUTER BUSHING 
AND AUGMENTOR CONVERGENT SEGMENT 
BUSHING 
SUPERSEDES PWA 57535 
PUSHER/PULLER-FAN DRIVE TURBINE AND FAN ... 
INSTALLATION AND REMOVE 
PUSHER-HYDRAULIC, FDT SHAFT ASSY 
REPLACES PWA 57753 


. CABLE ASSY 


P&W PART NO. PWA 57812-8 


` COUPLER-FEMALE 


P&W PART NO. PWA 57812-13 


. CYLINDER-HYDRAULIC 


P&W PART NO. PWA 57753-5 


. SOCKET HD CAP SCREW ASSY 


PUSHER/PULLER-FAN DRIVE TURBINE MODULE ... 
FROM ENGINE 
SUPERSEDED BY PWA 57626 
SUPERSEDED BY PWA 57345 


Change 27 


ON 
CODE 


2-1177 


T.O. 2J-F100-94 


INDEX 1 PWA 12633 


FIGURE 487. RAMS 


2-1178 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 12633 
AR-400 


FZ-1615 
FZ-1608 
PY271 
1056S 


PWA 12633-10 
GA-2 


RCH 121 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


RAMS 
RAM-HYDRAULIC, ROTOR CLAMPING 


P&WA PART NO. PWA 12633-5 


. FITTING-REDUCER 


P&WA PART NO. PWA 12633-6 


. NIPPLE-SHAFT 


P&WA PART NO. PWA 12633-4 


. VALVE-NEEDLE 


P&WA PART NO. PWA 12633-3 


. GAGE-0-3000 PSI 


P&WA PART NO. PWA 12633-2 


. REDUCER-BUSHING 
. ADAPTER-GAGE 


P&WA PART NO. PWA 12633-11 


. CYLINDER-HYDRAULIC 


P&WA PART NO. PWA 12633-8 


2-1179 


T.O. 2J-F100-94 


INDEX 1 PWA 52896 INDEX 2 PWA 53326 


INDEX 3 PWA 56313 INDEX 6 PWA 55402 


INDEX 9 PWA 53791 


зу 


FIGURE 488. REAMERS 


2-1180 Change 19 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


REAMERS 
PWA 52896 REAMER-COMBINATION, COMBUSTION CHAMBER . 
BRACKETS 
FOR DEPOT LEVEL USE ONLY 
PWA 53326 REAMER-FUEL MANIFOLD TEE 
0.366 IN. DIA 
FOR DEPOT LEVEL USE ONLY 
PWA 56313 REAMER-REAR COMPRESSOR STATOR LINK ARM . 
BRACKET 
FOR DEPOT LEVEL USE ONLY 
PWA 56313-1 


PWA 56313-2 
PWA 55402 


PWA 55402-1 
MAKE FROM 31222, MFD BY 42970 

PWA 55402-2 . CONTAINER 

PWA 53791 REAMER-AUGMENTOR NOZZLE LEVER ANCHOR .. 
BOLT BUSHINGS 
FOR DEPOT LEVEL USE ONLY 


Change 19 2-1181 


T.O. 2J-F100-94 


INDEX 1 GS21677-1 
(DEPOT) 


PS330AX0 


FIGURE 489. REMOVERS 


2-1182 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


REMOVERS 
GS21677-1 REMOVER-SEAL 
FOR DEPOT LEVEL USE ONLY 


2-1183 


T.O. 2J-F100-94 


INDEX 1 PWA 21875 


FIGURE 490. REGULATORS 


2-1184 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 21875 
PWA 21875-10 


2B5 
3SB5 
2583-4-48 


MS14303-7-P-04 
MS51953-37 
6268-3-1/4-1 


MS14303-2-H-04 
MS51953-25 
MS51953-36 
11-002-015-1192- 
ОЕ 

MS51953-34 
F11-200-M37A 


MS51953-34 
3000-11 


MS16219-2 

PWA 21875-16 
PWA 21875-30 
PWA 21875-31 


.250-20X1.00 


MS9321-10 
MS51971-1 
PWA 21875-4 
PWA 21875-32 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


REGULATORS 
REGULATOR ASSY-AIR PRESSURE 


. GAGE, BOTTON CONNECTION 


P&WA PART NO 


. CLAMP-HOSE 


P&WA PART NO. 


` REGULATOR 


P&WA PART NO. 


` SCREW-WOOD, ВМО HD 


NO. 5 X 0.375 IN. LONG, BRASS (AP) 


` STAND ASSY 
SUPERSEDES PWA 21875-1 


USABLE 
ON 
CODE 


Change 20 


2-1185 


T.O. 2J-F100-94 


INDEX 27 PWA 50412 


XA 


8—37 


INDEX 34 PWA 51203 


INDEX 41 PWA 51207 INDEX 46 PWA 57798 


42337 


FIGURE 491. RETAINERS 


2-1186 Change 6 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 50317 
PWA 50317-6 


MS51972-10 
MS9321-19 
CL-22-KA-4.0 


PWA 50317-11 
MS17984-306 
CL-22-KA-6.0 


PWA 50317-11 
PWA 50317-16 
PWA 50317-3 
MS16995-82 
PWA 50317-4 
PWA 50317-5 
PWA 50317-2 
MS16995-53 
PWA 50317-1 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
PWA 50412 


PWA 51202 


MS16995-36 
PWA 51202-1 
36145 


CL-10-KHS 


PWA 51202-6 
NAS607-2-4 
PWA 51203 


PWA 51203-3 
PWA 51203-4 
MS9390-300 
PWA 51203-9 
PWA 51203-8 
MS16995-68 


. SCREW-ROUND HD (AP) 


` THUMBSCREW 
` AXLE-STUB 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


RETAINERS 
RETAINER-INLET FAN MODULE HANDLING, FRONT. 


MAKE FROM S-276, MFD ВУ 75535 


. NUT (AP) 
. WASHER (AP) 
. CABLE ASSY 


P&WA PART NO. PWA 50317-13 


. SCREW-ROUND HD (AP) 


P&WA PART NO. PWA 50317-12 


en 
= ~ — во — 00 — — ~ 


RETAINER-IGNITION ALTERNATOR DRIVESHAFT ... 
BALL BEARING 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 57105 
RETAINER-REAR COMPRESSOR ROTOR AND 
STATOR, FRONT 


. SUPPORT ASSY 
` SCREW-KNURLED 


P&WA PART NO. PWA 51202-4 


. SCREW-KNURLED HD 


P&WA PART NO. PWA 51202-4 


. SLEEVE 
. PIN-DOWEL 


RETAINER-REAR COMPRESSOR ROTOR AND 
STATOR, REAR 


. SCREW-KNURLED 


Change 20 


ON 
CODE 


2-1187 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PWA 51207 RETAINER-DIFFUSER CASE TO COMPRESSOR 
REAR HUB 
PARTIAL BREAKDOWN FOLLOWS 
MS16995-50 . 3 
PWA 51207-3 . 
MS16995-52 . 
PWA 51207-5 . NUT-RETAINER 
PWA 57798 RETAINER-FAN WASHER D 
REPLACED BY PWA 57880-4 


2-1188 Change 20 


T.O. 2J-F100-94 


У 
' к. 


Å 
— 
TR > 


20— $ INDEX 35 PWA 56682 


«2 INDEX 36 PWA 55606 о 
FIGURE 492. RETAINERS-CONTINUED 


(2-1189 Blank)/2-1190 Change 24 


77777759 


FIGURE 
8 INDEX 
NUMBER 


' ' 
art со о Чо вом ~ 


а а а ' 
ыы аел — 
овом ° 


PART 
NUMBER 


PWA 55560 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
PWA 51725 


MS16997-101 
MS122034 
PWA 51725-4 
MS35649-204 
MS122030 
MS15795-842 
MS16995-38 
MS16995-40 
PWA 51725-1 
PWA 56331 


MS16555-29 
MS51971-3 
MS9321-12 
MS16555-6 
PWA 56331-4 
PWA 56331-15 
PWA 56331-6 
47822 

PWA 56331-3 
MS35691-11 
PWA 56331-13 
PWA 56331-12 
PWA 56331-19 
PWA 56331-8 
47812 

PWA 56331-18 
PWA 56682 


PWA 55606 


PWA 55606-2 
47814 


PWA 55606-4 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


RETAINERS-CONTINUED 
RETAINER-2ND STAGE TURBINE, BLADE DAMPER . 


RETAINER-FAN DRIVE TURBINE 
SUPERSEDED BY PWA 56682 


RETAINER-INLET/FAN MODULE HANDLING, REAR .. 
SUPERSEDES PWA 50351 


MAKE FROM 43913, MFD BY 94882 


. INSERT-THREADED 


P&WA PART NO. PWA 56331-5 


. SPINDLE 


0.375 X 1.75 IN. 


. TRUNNION 
. PIN-DOWEL 


MAKE FROM MS16555-41, MFD BY 96906 
SUPERSEDES PWA 56331-17 


. BOLT ASSY 
. INSERT-THREADED 


P&WA PART NO. PWA 56331-7 


. RETAINER ASSY 


REPLACES PWA 56331-1 
RETAINER-FRONT, FAN DRIVE TURBINE MODULE .. 
SUPERSEDES PWA 51725 
RETAINER-PLATE, 1ST STAGE TURBINE BLADE .... 
RETAINING (BALANCE) 
FOR DEPOT LEVEL USE ONLY 


. SCREW-SOCKET HD CAP 


0.250-20 X 0.5 IN. LONG 
P&WA PART NO. PWA 55606-3 


. RING-RETAINER 


Change 24 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 46 PWA 51522 


INDEX 35 PWA 51321 


93351 


FIGURE 493. RETAINERS-CONTINUED 


2-1192 Change 20 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 51317 


PWA 51317-3 
MS35691-3 
MS35307-334 
MS15795-812 
PWA 51317-9 
MS9390-680 
MS16995-54 
PWA 51317-6 
PWA 51317-2 
PWA 51317-1 
PWA 51318 


PWA 51318-2 
MS35691-3 
MS16995-79 
PWA 51318-4 


PWA 51318-1 
PWA 51319 


PWA 51319-5 
MS51971-1 
MS35307-334 
MS9321-11 
PWA 51319-9 
MS9390-680 
MS16995-53 
PWA 51319-3 
PWA 51319-2 
PWA 51319-1 
PWA 51320 


PWA 51320-3 
MS51971-1 
MS16995-79 
MS9321-12 
PWA 51320-1 
PWA 51321 


PWA 51321-3 
MS51971-1 
MS35307-334 
MS15795-812 
PWA 51321-12 
MS9390-680 
MS16995-54 
PWA 51321-2 
PWA 51321-5 
PWA 51321-1 
PWA 51522 


NAS607-1-3 
19902 


PWA 51522-7 
PWA 51522-1 
PWA 51522-4 


DESCRIPTION 


RETAINERS-CONTINUED 
RETAINER-REAR COMPRESSOR BLADE, 9TH 
STAGE DISK 


`RETAINER-REAR COMPRESSOR BLADE, 10TH 


STAGE DISK 


. BOLT-EYE 


`RETAINER-REAR COMPRESSOR BLADE, 11TH 


STAGE DISK 


. BOLT-EYE 


RETAINER-REAR COMPRESSOR BLADE, 12TH 
STAGE DISK 


. BOLT-EYE 


`RETAINER-REAR COMPRESSOR BLADE, 13TH 
STAGE DISK 


`RETAINER-FAN DRIVE TURBINE MODULE, REAR ... 


REPLACED BY PWA 56701 


. PIN-DOWEL 
. NUT-FLANGE 


P&WA PART NO. PWA 51522-5 


Change 21 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


= 


000000 — — 


DO - a 


- = о) — — => — 0) (о 0) 0 со — — mi 


— — O — O © G) Q) Q) N — 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 1 PWA 51596 


INDEX 6 PWA 51744 


INDEX 14 PWA 51790 INDEX 21 PWA 51791 


INDEX 28 PWA 52386 INDEX 29 PWA 52387 


13762 


FIGURE 494. RETAINERS-CONTINUED 


2-1194 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 51596 


CL-42-SHS-N 


MS9390-200 
CL-16725 


PWA 51596-5 
MS15795-814 
PWA 51596-2 
MS35307-462 
CL-7-DEJF 


PWA 51596-13 
PWA 51596-1 
PWA 51744 


PWA 51744-7 
MS16995-36 
PWA 51744-6 
MS51971-11 
31 


PWA 51744-3 
PWA 51744-4 
PWA 51790 

PWA 51790-2 
PWA 51790-1 
PWA 51790-3 
PWA 51790-7 


PWA 51790-5 


UPC 540-H3-RC1 


PWA 51791 
PWA 51791-2 
PWA 51791-1 


PWA 51791-3 
PWA 51791-4 
PWA 51791-5 
PWA 51791-6 
PWA 52386 


PWA 52387 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


RETAINERS-CONTINUED 
RETAINER-REAR COMPRESSOR TURBINE 
ROTOR, REAR 
SUPERSEDED BY PWA 57029 
FOR 220 ENGINES ONLY 


. SCREW-SWIVEL HEAD 


P&WA PART NO. PWA 51596-7 


` KNOB-KNURLED 


P&WA PART NO. PWA 51596-6 


. CLAMP ASSY 


. FOOT-JIG 


P&WA PART NO. PWA 51596-10 


. SCREW ASSY 
. RETAINER ASSY 


RETAINER-SUPPORT AND LIFT, ROTOR AND 
STATOR ASSY, TURBINE FRONT COMPRESSOR 
DRIVE 


` SUPPORT ASSY 


RETAINER-NO. 4 BEARING INNER RACE ROLLERS . 


` SCREW-SOCKET 
` RING-COVER 


REPLACES PWA 51790-4 


. RING-RETAINER 


P&WA PART NO. PWA 51790-6 
RETAINER-NO. 1 BEARING INNER RACE ROLLERS . 


`RETAINER-1 ST STAGE TURBINE DISK AND 


BLADES ASSY 
RETAINER-2ND STAGE TURBINE DISK AND HUB ... 
ASSY 


Change 14 


USABLE 
ON 
CODE 


2-1195 


T.O. 2J-F100-94 


INDEX 1 PWA 52755 


INDEX 7 PWA 57029 


INDEX 33 PWA 57105 INDEX 34 PWA 57709 


13763 


FIGURE 495. RETAINERS-CONTINUED 


2-1196 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52755 


PWA 55306 
CL-23-KA-12LR 


PWA 55306-1 
NAS1756-24 
PWA 55306-4 
PWA 57029 


MS16995-66 
MS16555-53 
MS16555-28 
CL-16625 


MS15795-812 
5100-68 


PWA 57029-18 
MS16555-42 
PWA 57029-13 
PWA 57029-12 
PWA 57029-15 
MS35691-35 
PWA 57029-20 
PWA 57029-22 
DELETED 
47811 


MS16555-44 
MS16555-52 
PWA 57029-23 
PWA 57029-28 
LC-063J-6 


CL-14-RB 
PWA 57029-32 
PWA 57029-31 


PWA 57029-1 
PWA 57105 


PWA 57709 

PWA 57709-4 
PWA 57709-8 
PWA 57709-2 
MS16555-606 


PWA 57709-6 
PWA 57709-1 


DESCRIPTION 


RETAINERS-CONTINUED 
RETAINER-REAR COMPRESSOR REAR HUB, 
BUILD STAND 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 50504 
RETAINER-COMPRESSOR BLEED VALVE ASSY 
SUPERSEDED BY 57143 


. CABLE ASSY 


P&WA PART NO. PWA 55306-2 


`RETAINER-REAR COMPRESSOR DRIVE TURBINE, . 


REAR 
SUPERSEDES PWA 51596 
FOR 220 ENGINE ONLY 


` KNOB-KNURLED 


P&WA PART NO. PWA 57029-14 


. RING-RETAINING 


P&WA PART NO. PWA 57029-19 


. LOCATOR 


. INSERT 


P&WA PART NO. PWA 57029-34 


P&WA PART NO. PWA 57029-26 


. BUTTON-REST 


P&WA PART NO. PWA 57029-27 


. TRUNNION ASSY 
RETAINER-IGNITION ALTERNATOR BALL 
BEARING, DISASSY 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 50412 
RETAINER ASSY 
SEE FIG. 517 FOR NHA 


Change 10 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
ASSY 


+ о — ~ + со N + O + + + + + 


= 


ON 
CODE 


T.O. 2J-F100-94 


> ЕЦ 
IE 


INDEX 24 PWA 57614 => INDEX 41 PWA 57933 


PS335AX4 


FIGURE 496. RETAINERS-CONTINUED 


2-1198 Change 25 


2222 


FIGURE 
& INDEX 
NUMBER 


— © соч O O ол B G) ND ~ 


' 
= 
= о 


а 
да 
о г 


PART 
NUMBER 


PWA 57615 
MS16555-61 
MS16995-81 
PWA 57615-2 
MS16995-52 
PWA 57615-17 
PWA 57615-31 
MS16555-49 
MS16995-54 
PWA 57615-6 
MS51831-102 
PWA 57615-23 
MS16555-31 
CL-3-FN 


PWA 57615-28 
MS35307-334 
PWA 57615-24 
MS16995-86 
MS35649-2384 
PWA 57615-27 
PWA 57615-1 
PWA 57615-30 
MS16995-48 
PWA 57615-30-1 
PWA 57615-30-2 
PWA 57614 


MS16995-50 
PWA 57614-15 
MS16555-60 
PWA 57614-22 


PWA 57614-10 
CL-23-KA-10-LR 


MS51491-044 
31905 


PWA 57614-6 


ANSIL-32-10 
PWA 57614-5 
25717 


PWA 57614-3 
PWA 57614-2 
PWA 57614-1 
PWA 57614-18 
PWA 57933 


DESCRIPTION 


RETAINERS-CONTINUED 


RETAINER-INLET, FAN MODULE HANDLING, REAR . 


` BASE ASSY 


ADAPTER ASSY-PROOF LOAD 


`RETAINER-INLET, FAN MODULE HANDLING, 


FRONT 
REPLACED BY PWA 57803 


| SCREW-SOCKET НО 


МАКЕ FROM MS51484-16, MFD BY 96906 


. TRUNNION ASSY 
. CABLE ASSY 


P&WA PART NO. PWA 57614-9 


. FOOT-JIG 


P&WA PART NO. PWA 57614-12 


`ADAPTER-TEST 
RETAINER-SET, CASE SIMULATOR, HP TURB AND . 
TURBINE FRONT 


Change 25 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


as 
= 0101 + — = ~ со NO ND ~ 


— — — N — — O) O O — + G ww 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 19 PWA 70702 


INDEX 21 PWA 56701 


INDEX 23 PWA 56732 
= INDEX 22 PWA 56731 36808 


FIGURE 497. RETAINERS-CONTINUED 


2-1200 Change 21 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57648 


PWA 57648-21 
441203 


PWA 57648-12 
MS16555-42 
41702 


PWA 57648-3 
MS16995-36 
603 


MS15795-806 
PWA 57648-11 


MS16555-42 
MS24671-14 
PWA 57648-22 
MS16995-36 
PWA 57648-24 
PWA 57648-25 
PWA 57648-23 
PWA 70702 


PWA 57803 


PWA 56701 


PWA 56731 


PWA 56732 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


RETAINERS-CONTINUED 
RETAINER ASSY 
SEE FIG. 517 FOR NHA 


. ПЕТ ASSY 
. PROTECTOR 


RETAINER-WELD, В 17,000 SPRAY RING (ZONE III) . 
FOR DEPOT LEVEL USE ONLY 
RETAINER-INLET/FAN MODULE, HANDLING, 
FRONT 
REPLACES PWA 57614 
RETAINER-LOW PRESSURE TURBINE REAR 
REPLACES PWA 51522 
RETAINER-FRONT, CORE ENGINE MODULE 
SUPERSEDES PWA 50996 
RETAINER-REAR, CORE ENGINE MODULE 
SUPERSEDES PWA 57176 


Change 22 


USABLE 
ON 
CODE 


2-1201 


T.O. 2J-F100-94 


INDEX 1 GS21692-1 INDEX 2 PWA 10001 
X8951805 


cl INDEX 16 PWA 51579 ë INDEX 21 PWA 51582 


FIGURE 498. RINGS 


96807 


2-1202 Change 21 


22222 


DUD 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


GS21692-1 


PWA 10001 


X8951805 


PWA 50325 


MS16996-23 

PWA 50325-4 
PWA 50325-6 
PWA 50325-7 
PWA 50325-8 
PWA 50325-9 
PWA 51305 

PWA 51305-5 
MS35691-33 

PWA 51305-3 


PWA 51305-2 
PWA 51305-1 
PWA 51579 


PWA 51579-1 
MS16555-341 
PWA 51579-3 


UPC540-H3-RC1 


PWA 51582 


PWA 51582-1 
MS16559-43 
PWA 51582-3 


DESCRIPTION 


RINGS 
RING-ROTOR SUPPORTING 

FOR DEPOT LEVEL USE ONLY 
RING-ENGINE BUILD STAND 

FOR DEPOT LEVEL USE ONLY 

SUPERSEDED BY PWA 56572 

RING-ENGINE BUILD STAND 

AF ASSIGNED APPLICATION 

FOR DEPOT LEVEL USE ONLY 


RING-FAN INLET CASE HORIZONTAL MOUNTING ... 


PARTIAL BREAKDOWN FOLLOWS 


. SEGMENT 
. SEGMENT 


RING-ENGINE ASSV VERTICAL STORAGE 


. BOLT-EVE 


. SCREW-SOCKET 
5-40 X 0.3750 IN. LONG, STEEL 


` PLATE ASSY 


RING-GRADUATED NO. 2 BEARING CONTACT 
ANGLE 
FOR DEPOT LEVEL USE ONLV 


P&WA PART NO. PWA 51579-4 
RING-GRADUATED NO. 3 BEARING CONTACT 
ANGLE 
FOR DEPOT LEVEL USE ONLV 
REPLACED BV PWA 56596 


Change 21 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


— 


= 00 Dina KK 


USABLE 
ON 
CODE 


2-1203 


T.O. 2J-F100-94 


INDEX 1 PWA 57018 INDEX 5 PWA 53329 


INDEX 6 PWA 50996 = INDEX 10 PWA 70379 


е М = o 
=== === = > 
Sy 
R 
5; - 
X 2 


š Заст 
72 


INDEX 11 PWA 70383 I 52229 


FIGURE 499. RINGS-CONTINUED 


2-1204 Change 8 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57018 
PWA 57018-3 
5144-31 

PWA 57018-1 
PWA 53329 
PWA 50996 
MS16996-11 
PWA 50996-3 
PWA 50996-1 
PWA 70379 


PWA 70383 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


RINGS-CONTINUED 
RING-COMPRESSOR, 2ND STAGE TURBINE 

BLADE RETAINING, REAR 

FOR DEPOT LEVEL USE ONLY 


` RING-RETAINING 


P&WA PART NO. PWA 57018-2 


`RING-HYDRAULIC LOADING, FRONT TURBINE 


DUCT SEALS 
FOR DEPOT LEVEL USE ONLY 
RING-ADAPTER, COMPRESSOR INTERMEDIATE .... 
CASE SUPPORT 
SUPERSEDED BY PWA 56731 


0.375 DIA X 1.000 IN. LONG 


. RING ASSY 


RING-SUPPORT, 11TH AND 12TH STAGE 
COMPRESSOR STATORS (ID) 
FOR DEPOT LEVEL USE ONLY 
RING-SUPPORT, 9TH AND 10TH STAGE 
COMPRESSOR STATORS (OD) 
FOR DEPOT LEVEL USE ONLY 


Change 22 2-1205 


T.O. 2J-F100-94 


ë INDEX 18 PWA 53694 


INDEX 19 PWA 53331 INDEX 20 PWA 53342 


21А 


INDEX 21 Р\МА 53695 INDEX 22 PWA 71153 


KS 


98778 


FIGURE 500. RINGS-CONTINUED 


2-1206 Change 23 


FIGURE 
& INDEX 
NUMBER 


— © омо вог 


° 


' 
= 
— 


а а а pora 
Za — aaa 
оо SI 0) O1 ~ о г 


PART 
NUMBER 


PWA 52411 


MS51971-5 
MS9320-14 
PWA 52411-13 
MS90725-111 
MS90725-64 
MS90725-62 
PWA 52411-17 
PWA 52411-19 
25906 


NAS607-6-12 
MS35307-310 
PWA 52411-18 
47609 
MS20033-2 
PWA 52411-15 


PWA 52411-16 
PWA 53694 


PWA 53694-1 
MP380-H3-RC1 
UPC540-H3-RC1 


PWA 53331 


CL-23-KA-15-LR 
PWA 53331-3 
PWA 53331-2 
PWA 53342 
PWA 53695 
PWA 53695-1 
MP380-H3-RC1 
UPC540-H3-RC1 
PWA 71153 


DESCRIPTION 


RINGS-CONTINUED 


RING-AUGMENTOR EXHAUST NOZZLE HANDLING.. 


AND HORIZONTAL SUPPORT 
SUPERSEDED BY PWA 56718 


`RING-CHILL, INLET COMPRESSOR STATOR 


SYNCHRONIZING RING, WELDING 
FOR DEPOT LEVEL USE ONLY 


. SEGMENT 


P&WA PART NO. PWA 53694-2 


. CONTAINER 


P&WA PART NO. PWA 53694-2 
RING-HYDRAULIC LOADING, REAR TURBINE 
DUCT SEALS 
FOR DEPOT LEVEL USE ONLY 


. CABLE ASSY 


P&WA PART NO. PWA 53331-4 


0.4998 DIA X 5.875 IN. LONG, STEEL 


. RING ASSY 


RING-EXPANSION 3RD STAGE TURBINE AIR 
SEALING RING 
FOR DEPOT LEVEL USE ONLY 


RING-CHILL, 4TH STAGE COMPRESSOR STATOR... 


SYNCHRONIZING RING, WELDING 
FOR DEPOT LEVEL USE ONLY 


. SEGMENT 


P&WA PART NO. PWA 53695-2 


. CONTAINER 


P&WA PART NO. PWA 53695-2 
RING-SUPPORT, 12TH STAGE COMPR STATOR 
REAR INT SNAP DIA 
FOR DEPOT LEVEL USE ONLY 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


+ — — + O + ND ND ND 


ho 


го 
0 


USABLE 
ON 
CODE 


Change 25 


T.O. 2J-F100-94 


INDEX 2 PWA 53493 


INDEX 3 PWA 53504 INDEX 4 PWA 53518 


INDEX 5 PWA 53523 INDEX 6 PWA 53536 


98779 


FIGURE 501. RINGS-CONTINUED 


2-1208 Change 23 


22222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53696 
PWA 53696-1 
MP380-H3-RC1 
UPC540-H3-RC1 


PWA 53493 


PWA 53504 


PWA 53518 


PWA 53523 


PWA 53536 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


RINGS-CONTINUED 

RING-CHILL, 5TH STAGE COMPRESSOR STATOR... 
SYNCHRONIZING RING, WELDING 
FOR DEPOT LEVEL USE ONLY 


. SEGMENT 


P&WA PART МО. PWA 53696-2 


. CONTAINER 


P&WA PART NO. PWA 53696-2 

RING-ADAPTER, 6TH AND 10TH STAGE 

COMPRESSOR STATOR SEAL RING 

FOR DEPOT LEVEL USE ONLY 
RING-BRAZING, 6TH STAGE COMPRESSOR 

STATOR TIP SEAL 

FOR DEPOT LEVEL USE ONLY 
RING-ADAPTER, 7TH, 9TH AND 11TH STAGE 

COMPRESSOR STATOR SEAL RING 

FOR DEPOT LEVEL USE ONLY 
RING-BRAZING, 7TH STAGE COMPRESSOR 

STATOR TIP SEAL 

FOR DEPOT LEVEL USE ONLY 
RING-ADAPTER, 8TH AND 12TH STAGE 

COMPRESSOR STATOR SEAL RING 

FOR DEPOT LEVEL USE ONLY 


Change 23 2-1209 


T.O. 2J-F100-94 


INDEX 1 PWA 53541 INDEX 6 PWA 70380 
INDEX 2 PWA 53557 
INDEX 3 PWA 53574 
INDEX 4 PWA 53590 
INDEX 5 PWA 53606 


INDEX 7 PWA 70381 INDEX 8 PWA 70382 


Saas 
= 


INDEX 9 PWA 70384 


55129 


FIGURE 502. RINGS-CONTINUED 


2-1210 Change 9 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


RINGS-CONTINUED 

PWA 53541 RING-BRAZING, 8TH STAGE COMPRESSOR 
STATOR TIP SEAL 
FOR DEPOT LEVEL USE ONLY 

PWA 53557 RING-BRAZING, 9TH STAGE COMPRESSOR 
STATOR TIP SEAL 
FOR DEPOT LEVEL USE ONLY 

PWA 53574 RING-BRAZING, 10TH STAGE COMPRESSOR 
STATOR TIP SEAL 
FOR DEPOT LEVEL USE ONLY 

PWA 53590 RING-BRAZING, 11ТН STAGE COMPRESSOR 
STATOR TIP SEAL 
FOR DEPOT LEVEL USE ONLY 

PWA 53606 RING-BRAZING, 12TH STAGE COMPRESSOR 
STATOR TIP SEAL, FRONT 
FOR DEPOT LEVEL USE ONLY 

PWA 70380 RING-SUPPORT, 6TH STAGE COMPRESSOR 
STATORS (OD) 
FOR DEPOT LEVEL USE ONLY 

PWA 70381 RING-SUPPORT, 7TH STAGE COMPRESSOR 
STATORS (OD) 
FOR DEPOT LEVEL USE ONLY 

PWA 70382 RING-SUPPORT, 8TH STAGE COMPRESSOR 
STATORS (OD) 
FOR DEPOT LEVEL USE ONLY 

PWA 70384 RING-SUPPORT, 11TH STAGE COMPRESSOR 
STATORS (OD) 
FOR DEPOT LEVEL USE ONLY 


Change 9 2-1211 


T.O. 2J-F100-94 


INDEX 2 PWA 53659 


INDEX 1 PWA 53621 


INDEX 3 PWA 55180 INDEX 4 PWA 55181 


— 5А 


— 5B 


INDEX 5 PWA 53470 


INDEX 6 PWA 55061 


98780 


FIGURE 503. RINGS-CONTINUED 


2-1212 Change 23 


DDD 


22222 


22222 


== 


2222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53621 


PWA 53621-1 
PWA 53621-2 
PWA 53621-3 
PWA 53659 


PWA 55180 


MS16995-52 
PWA 55180-2 
PWA 55180-5 
PWA 55180-4 
PWA 55180-1 
PWA 55181 


MS16995-52 
PWA 55181-2 
PWA 55181-5 
PWA 55181-4 
PWA 55181-1 
PWA 53470 


PWA 53470-2 
PWA 53470-1 
PWA 55061 


PWA 55061-3 
PWA 55061-2 
PWA 55061-1 
PWA 55061-4 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


RINGS-CONTINUED 

RINGS-BRAZING, 5TH STAGE COMPRESSOR 
STATOR SHROUD 
FOR DEPOT LEVEL USE ONLY 


`RING-BRAZING, 12TH STAGE COMPRESSOR 


STATOR TIP SEAL, REAR 
FOR DEPOT LEVEL USE ONLY 
RING-SUPPORT, CHILL TURBINE EXHAUST CASE .. 
TAIL CONE MOUNT FLANGE, FORWARD 
FOR DEPOT LEVEL USE ONLY 


RING-SUPPORT, CHILL TURBINE EXHAUST CASE .. 
TAIL CONE MOUNT FLANGE, AFT 
FOR DEPOT LEVEL USE ONLY 


`RING-BRAZING, 4TH STAGE COMPRESSOR 


STATOR SHROUD 
FOR DEPOT LEVEL USE ONLY 


`RING-BRAZING, NO. 3 BEARING AIR SEALING RING 
FOR DEPOT LEVEL USE ONLY 


Change 23 


USABLE 
ON 
CODE 


2-1213 


T.O. 2J-F100-94 


Ж 
ë INDEX 1 PWA 53467 
INDEX 2 PWA 55653 


INDEX 13 PWA 55089 


INDEX 15 PWA 55610 
INDEX 14 PWA 55672 
98781 


FIGURE 504. RINGS-CONTINUED 


2-1214 Change 23 


22220225052 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53467 


PWA 53467-4 
PWA 53467-3 
PWA 53467-2 
PWA 53467-1 
MP380-H3-RC1 


UPC540-H3-RC1 


PWA 55653 
MS16555-81 
35308 

19906 
MS35307-310 
MS9321-10 
MS35691-3 
MS51021-62 
47506 

36911 

17103 


PWA 55089 


PWA 55672 
MS16995-50 
PWA 55672-1 
PWA 55610 
PWA 55610-2 
47816 


PWA 55610-1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


RINGS-CONTINUED 

RING-BRAZING, NO. 4 BEARING FRONT AIR 
SEALING 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 53467-5 


. CONTAINER 


P&WA PART NO. PWA 53467-5 
RING-SIZING, CASE, COMPRESSOR 10TH THRU ... 
13TH STAGE FRONT FLANGE 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 55653-12 


. NUT-FLANGE 


P&WA PART NO. PWA 55653-11 


P&WA PART NO. PWA 55653-6 


. STRAP-TAPPED 


P&WA PART NO. PWA 55653-5 


. PAD-STRAP 


P&WA PART NO. PWA 55653-4 
RING-BRAZING, INNER SEAL SEGMENT, 9TH 
THRU 12TH STAGE 
FOR DEPOT LEVEL USE ONLY 
RING-DISASSY, SEPARATION OF 1ST AND 2ND .... 
STAGE TURBINE DISKS 


RING-RETAINER, 4TH STAGE TURBINE BLADES, ... 
BALANCE 
FOR DEPOT LEVEL USE ONLY 

. SCREW-HEX HD CAP 
0.312 X 18 X 0.500 IN. LONG 


P&WA PART NO. PWA 55610-3 


. RING-RETAINER 


USABLE 
ON 
CODE 


Change 23 


2-1215 


T.O. 2J-F100-94 


INDEX 1 PWA 70357 INDEX 2 PWA 70358 


INDEX 4 PWA 70378 


INDEX 5 PWA 55601 


101618 


FIGURE 504A. RINGS-CONTINUED 


2-1216 Change 24 


=== 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 70357 


PWA 70358 


PWA 70359 


PWA 70378 


PWA 55601 
CL-22-KA-12-L 


MS17984-820 
19906 


31905 
PWA 55601-12 
PWA 55601-1 


PWA 55601-2 
PWA 55601-3 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


RINGS-CONTINUED 
RING-SUPPORT, 6TH STAGE COMPRESSOR 
STATORS (ID) 
FOR DEPOT LEVEL USE ONLY 
RING-SUPPORT, 7TH STAGE COMPRESSOR 
STATORS (ID) 
FOR DEPOT LEVEL USE ONLY 
RING-SUPPORT, 8TH STAGE COMPRESSOR 
STATORS (ID) 
FOR DEPOT LEVEL USE ONLY 
RING-SUPPORT, 9TH AND 10ТН STAGE 
COMPRESSOR STATORS (ID) 
FOR DEPOT LEVEL USE ONLY 
RING-SIZING, CASE, COMPRESSOR 10-13 STAGE .. 
FOR DEPOT LEVEL USE ONLY 


. CABLE ASSY 


P&WA PART МО. PWA 55601-15 


P&WA PART NO. PWA 55601-11 


. WASHER 


P&WA PART МО. PWA 55601-16 


Change 24 2-1216.1 


T.O. 2J-F100-94 


1B 1A 
| | 
INDEX 1 PWA 51619 INDEX 2 PWA 52364 
— 6C 
6A — 
6B — 
INDEX 6 PWA 53899 INDEX 7 PWA 55994 


96808 


FIGURE 505. RIVET SETS 


2-1216.2 Change 21 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 51619 


P-92706 
PWA 51619-1 
F17871 

PWA 52364 


PWA 52364-1 
P-92705Y 


F17870 


PWA 53899 


PWA 53899-2 


PWA 53899-3 


F17871 
PWA 55994 


PWA 55994-1 
P-92705Y 


F17870 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


RIVET SETS 

RIVET SET-FLUSH, 6ТН, 7TH, 8TH AND 9TH STAGE. 
COMPRESSOR STATOR RIVET 
FOR DEPOT LEVEL USE ONLY 


. RING-RETAINING 


P&W PART NO. PWA 51619-2 


. SET-RIVET 


MAKE FROM P-89504, MFD BY 11976 


. CONTAINER 


P&W PART NO. PWA 51619-4 
RIVET SET-1ST STAGE TURBINE BLADE 
RETAINING PLATE 


. SET-RIVET 
. RING-RETAINER 


P&W PART NO. PWA 52364-2 


. CONTAINER-PLASTIC 


P&W PART NO. PWA 52364-3 
RIVET SETS 
0.094 IN. DIA RIVET 
FOR DEPOT LEVEL USE ONLY 


. SET-FLUSH 


MAKE FROM P-089497, MFD BY 11976 


. SET-FLUSH 


MAKE FROM P-089498, MFD BY 11976 


. CONTAINER 


P&W PART NO. PWA 53899-1 
RIVET SET-1ST STAGE TURB BLADE RETAINING ... 
PLATE 


. SET-RIVET 
. RING-RETAINER 


P&W PART NO. PWA 55994-2 


. CONTAINER-PLASTIC 


P&W PART NO. PWA 55994-3 


Change 27 


USABLE 
ON 
CODE 


2-1217 


T.O. 2J-F100-94 


INDEX 1 PWA 22688 


12 
С? INDEX 13 PWA 50338 


INDEX 24 PWA 50425 INDEX 30 PWA 50888 


13775 


FIGURE 506. RIVETERS 


2-1218 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 22688 


PWA 22688-2 
CP-355 


PWA 22688-1 
PWA 26523 


PWA 26523-3 
PWA 26523-2 
PWA 26523-1 
PWA 50310 


PWA 50310-1 
PWA 50310-2 
PWA 50310-3 
PWA 50338 


MS9390-460 


SC0.75X0.125X0. 


016 

PWA 50338-10 
PWA 50338-9 
PWA 50338-8 
MS51030-27 
MS16995-81 
PWA 50338-11 
PWA 50338-2 
249001001 


PWA 50425 


PWA 50425-2 
PWA 50425-6 
PWA 50425-4 
PWA 50425-5 
1008-A 


PWA 50888 
PWA 50888-3 
PWA 50888-7 
PWA 50888-6 
DA-1 


PWA 50888-8 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


RIVETERS 

RIVETER-FAN EXIT CASE 4TH STAGE AIR SEAL ... 
RING, PIN RIVET 
FOR DEPOT LEVEL USE ONLY 


`RIVETER-FLARE HOLLOW RIVETS 60 DEG 


FOR DEPOT LEVEL USE ONLY 


` PLIERWRENCH 


RIVETER-NO. 1 BEARING INNER RACE RETAINING 
NUT 


. PLIERWRENCH 


`RIVETER-FRONT COMPRESSOR DISK BALANCE 


COUNTERWEIGHT RIVET 
FOR DEPOT LEVEL USE ONLY 


` HANDLE ASSEMBLY 


P&WA PART NO. PWA 50338-1 
RIVETER-IDLER STUB SHAFT BEARING 
RETAINING NUT 
FOR DEPOT LEVEL USE ONLY 


. PIN-FLARE 


P&WA PART NO. PWA 50425-3 
RIVETER-NO. 5 BEARING SUPPORT SEAT 
FOR DEPOT LEVEL USE ONLY 


` HANDLE ASSY 
P&WA PART NO. PWA 50888-4 


USABLE 
ON 
CODE 


Change 5 


2-1219 


T.O. 2J-F100-94 


6 INDEX 1 PWA 50889 


INDEX 7 PWA 50917 


(7 A 


INDEX 13 PWA 50974 INDEX 19 PWA 50980 


INDEX 23 PWA 51171 


13776 


FIGURE 507. RIVETERS-CONTINUED 


2-1220 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 50889 


PWA 50889-3 
PWA 50889-5 
PWA 50889-6 
DA-1 


PWA 50889-1 
PWA 50917 


PWA 50917-3 
AN150409 
AN470 

DA-1 


PWA 50917-2 
PWA 50974 
MS9105-78 
PWA 50974-6 
PWA 50974-7 
PWA 50974-2 
G-Z 


PWA 50980 


PWA 50980-2 
PWA 50980-3 
PWA 50980-1 
PWA 51171 


PWA 51171-2 
MS35650-3254 
PWA 51171-1 
1086-Z-7 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


RIVETERS-CONTINUED 
RIVETER-NO. 5 BEARING SUPPORT SEAL PIN 
FOR DEPOT LEVEL USE ONLY 


. NUT-LOCK 
. HANDLE ASSY 


P&WA PART NO. PWA 50889-4 


`RIVETER-FUEL CONTROL SUPPORT ASSY RIVET .. 


FOR DEPOT LEVEL USE ONLY 


` HANDLE ASSY 


P&WA PART NO. PWA 50917-1 


` HANDLE ASSY 


P&WA PART NO. PWA 50974-1 
RIVETER-REAR BALANCE COUNTERWEIGHTS, .... 
LOW TURBINE ROTOR AND STATOR 
FOR DEPOT LEVEL USE ONLY 


`RIVETER-1ST AND 2ND STAGE TURBINE DISKS 


BALANCE COUNTERWEIGHT RIVET 
FOR DEPOT LEVEL USE ONLY 


` HANDLE ASSY 
P&WA PART NO. PWA 51171-4 


Change 19 


USABLE 
ON 
CODE 


2-1221 


T.O. 2J-F100-94 


INDEX 5 PWA 51762 


INDEX 1 PWA 51244 


INDEX 9 PWA 52357 


INDEX 22 PWA 52617 
INDEX 32 PWA 52669 


13777 


FIGURE 508. RIVETERS-CONTINUED 


2-1222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 51244 


PWA 51244-1 
PWA 51244-2 
PWA 51244-4 
PWA 51762 


MS16995-17 
PWA 51762-6 
PWA 51762-7 
MS16555-3 
PWA 51762-9 


PWA 52357 


MS16995-40 
PWA 52357-5 
MS9390-22 
MS35691-23 
PWA 52357-8 
PWA 52357-2 
PWA 52439 


NAS607-4-6 
PWA 52439-4 
PWA 52439-3 
PWA 52439-2 
PWA 52439-1 
PWA 52617 
MS16228-46 
MS15795-812 
PWA 52617-8 
PWA 52617-16 
PWA 52617-13 
PWA 52617-15 
PWA 52617-14 
PWA 52617-9 
PWA 52617-1 
PWA 52669 


PWA 52669-1 
PWA 52669-3 


DESCRIPTION 


RIVETERS-CONTINUED 

RIVETER-REAR COMPRESSOR ROTOR AND 
STATOR REAR BALANCE COUNTERWEIGHT 
FOR DEPOT LEVEL USE ONLY 


. PLIERWRENCH 
. PIN-FLARE 


'RIVETER-3RD STAGE TURBINE AIR SEALING 


RING, INNER 


` PLIERWRENCH 


MAKE FROM 81/2, MFD BY 38816 
RIVETER-TURBINE SHAFT COUPLING LOCK, RIVET 
FOR DEPOT LEVEL USE ONLV 


'RIVETER-1ST STAGE TURBINE INNER AIR 


SEALING RING, SINGLE LAND 
FOR DEPOT LEVEL USE ONLV 


. RIVET-SET 
` RIVET-SET 


` HANDLE ASSY 
` HANDLE ASSY 
RIVETER-FLATHEAD RIVET, NO. 5 BEARING SEAL .. 


SUPPORT SHIELD 
FOR DEPOT LEVEL USE ONLY 


Change 27 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


2 
4 
4 
4 
4 
4 
4 
8 
4 
4 
4 
4 
4 
4 
4 
1 


USABLE 
ON 
CODE 


2-1223 


T.O. 2J-F100-94 


ba 
| 
f 


45 
34 INDEX 23 PWA 55304 INDEX 35 PWA 55343 


13778 


FIGURE 509. RIVETERS-CONTINUED 


2-1224 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52783 
PWA 52783-7 
PWA 52783-6 
P-92705Y 
CP-351-C 


PWA 53378 
P-089495 


P92705Y 
PWA 53378-3 
PWA 53378-2 
CP-351-C 


PWA 55276 


71653 
P083254 
71249 
71079 
24068 
71057 


MS20074-0302 
71161 


PWA 55276-2 
10230A 


PWA 55304 


CL-21KA-12LR 


MS169995-38 
MS9361-18 
22002 


PWA 55304-3 
PWA 55304-9 
NTA-512 


PWA 55304-7 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


RIVETERS-CONTINUED 
RIVETER-1ST STAGE TURBINE BLADE PIN 
FOR DEPOT LEVEL USE ONLY 


` RING-RETAINER 


P&WA PART NO. PWA 52783-4 


P&WA PART NO. PWA 52783-1 
RIVETER-DIFFUSER CASE FRONT FLANGE PIN .... 


P&WA PART МО. PWA 53378-4 


. RING-RETAINER 


P&WA PART МО. PWA 53378-5 


. RIVETER 


P&WA PART NO. PWA 53378-1 
RIVETER-AUGMENTER NOZZLE LEVER ANCHOR .. 
BOLT RIVET 
SUPERSEDES PWA 53794 
SUPERSEDED BY PWA 56571 


P&WA PART МО. 


. PLUNGER 


P&WA PART МО. 


P&WA PART МО. PWA 55276-1 
RIVETER-1ST STAGE TURBINE INNER AIR 
SEALING RING 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 52440 


. CABLE ASSEMBLY-NYLON 


P&WA PART МО. PWA 55304-11 


. SET SCREW-SOCKET 
P&WA PART NO. PWA 55304-4 


P&WA PART МО. PWA 55304-5 


. BUSHING-THREADED 


Change 15 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-1226 


PART 
NUMBER 


PWA 55304-6 
PWA 55304-2 
PWA 55304-1 
PWA 55343 


P-003093 
P-003092 
P-006315 
P-073047 
PWA 55343-5 
PWA 55343-4 
P92705Y 
CP351-G 
PWA 55343-3 
MS16555-48 


PWA 55343-6 
PWA 55343-1 


UNITS 
PER 
DESCRIPTION ASSY 


RIVETER-FLARING, HOLLOW PIN 


SUPERSEDES PWA 50731 


. RIVET SET 
` RING-RETAINER 


P&WA PART NO 
P&WA PART NO 


. RIVET SET 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


6 
INDEX 1 PWA 55209 INDEX 7 PWA 55227 


13H 
136 "1 13) ЗИЗКзм 


14A 


140 MB 
14C 


1ЗА 13C 
KÍ INDEX 13 PWA 55412 INDEX 14 PWA 55455 


INDEX 27 PWA 55582 INDEX 33 PWA 55578 


PS347X1 


FIGURE 510. RIVETERS-CONTINUED 


(2-1227 Blank)/2-1228 


D о пп DD 


FIGURE 
8 INDEX 
NUMBER 


PART 
NUMBER 


PWA 55209 


PWA 55209-3 
P-092705 


PWA 55209-2 
CP-0214-CELEL 


PWA 55209-1 
PWA 55227 


PWA 55227-3 
PWA 55227-4 
P-092705 


PWA 55227-2 
CP-0214-CELEL 


PWA 55412 


10304 

CL-3-F 
CL-21-KA-12LR 
PWA 55412-5 


PWA 55412-13 
MS51838-28 
PWA 55412-12 
TRB-512 


NTA-512 


MS35691-71 
PWA 55412-9 
PWA 55412-7 
PWA 55412-6 
PWA 55412-1 
PWA 55455 


MS51021-45 
PWA 55455-3 
PWA 55455-2 
PWA 55455-1 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


RIVETERS-CONTINUED 


RIVETER-DIFFUSER CASE RE-OP 


FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 55209-5 


. SET-RIVET 


MAKE FROM P-91601, MFD BY 11976 


P&WA PART NO. PWA 55227-1 


RIVETER-4TH STAGE COMPRESSOR DISK 


COUNTERWEIGHT RIVET 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 51676 


P&WA PART МО. PWA 55412-14 


- FERRULE-CABLE 


P&WA PART МО. PWA 55412-3 


. CABLE ASSY 


P&WA PART МО. PWA 55412-4 


. DRIVER-TORQUE 


MAKE FROM NTS-130, MFD BY 53870 


` WASHER-THRUST 


P&WA PART NO. PWA 55412-11 


'RIVETER-AIR SUPPLV TUBE SLEEVE, RIVET 
SUPERSEDES PWA 52984 
. SETSCREW 


Change 21 


USABLE 
ON 
CODE 


2-1229 


D то то DVD 


дп 


DID 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


DELETED 

DELETED 

DELETED 

DELETED 

DELETED 

PWA 55582 RIVETER-SQUEEZER COMBUSTION CHAMBER 
DUCT SEAL RIVET 
FOR DEPOT LEVEL USE ONLY 

PWA 55582-2 . SET-RIVET 

PWA 55582-5 

P-089435 


P-083256 


CP-0351-ASKEL 
P&WA PART МО. PWA 55582-1 
PWA 55578 RIVETER-UNIVERSAL HEAD RIVET, NO. 5 
BEARING SEAL SUPPORT HEAT SHIELD 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 52670 
MS16624-4025 
PWA 55578-6 
MS35425-68 
MS51975-4 
PWA 55578-11 
PWA 55578-10 
MS16555-6 
SM204-4702 . SET-RIVET 
P&WA PART NO. PWA 55578-4 


ANS 


MS16555-41 
PWA 55578-3 
PWA 38176 


= № 


2-1230 Change 24 


T.O. 2J-F100-94 


кла INDEX 33 PWA 56319 


INDEX 37 PWA 57346 ms 


FIGURE 511. RIVETERS-CONTINUED 


(2-1231 Blank)/2-1232 Change 15 


DD 22 


FIGURE 
8 INDEX 
NUMBER 


PART 
NUMBER 


PWA 55816 
PWA 55816-1 
P-089497 
P-083256 


PWA 52670 


PWA 52670-6 


PWA 52670-7 
PWA 52670-4 


PWA 52670-3 
5133-25 
PWA 52670-2 


PWA 52670-5 
PWA 52670-14 


PWA 52670-12 
PWA 52670-15 
PWA 52670-13 


4422 


PWA 52670-8 
PWA 52670-9 
PWA 55281 


CL-21KA-12-LR 
10304 

NTS-130 

22002 


PWA 55281-3 
NTA-512 


PWA 55281-5 
PWA 55281-2 
MS9361-18 
MS9321-18 
PWA 55281-10 
PWA 55281-1 
PWA 56319 
PWA 56319-4 


PWA 56319-5 
CP-0351-ASGEL 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


RIVETERS-CONTINUED 
RIVETER-NOZZLE SEGMENT DIVERGENT, LOCK ... 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 55293 


. RIVET SET 
P&WA PART МО. PWA 55816-2 


P&WA PART NO. PWA 55816-3 
RIVETER-UNIVERSAL HEAD RIVET, NO. 5 
BEARING SEAL SUPPORT HEAT SHIELD 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 55578 
. PIN-DOWEL 
0.062 DIA X 0.500 IN. LONG 
. RIVET SET 


NO. 10-24 THD 
. SCREW-SHOULDER, SOCKET HD 
0.250-24 X 0.750 IN. LONG 
. RING-RETAINING 
P&WA PART NO. PWA 52670-1 
. PIN-HEADLESS 
0.250 DIA. X 1.000 IN. LONG 


` NUT-PLANE, HEX 
NO. 10-24 THD 
. SCREW-SHOULDER 


. NUT-PLANE, НЕХ 
NO. 8-32 THD 
. SCREW-SHOULDER, SOCKET HD 
P&WA PART NO. PWA 52670-11 


RIVETER-4TH STAGE COMPRESSOR DISK BLADE .. 
RETAINING RING (F100-PW-3) 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 51672 
. CABLE ASSY 
P&WA PART NO. PWA 55281-7 


P&WA PART NO. PWA 55281-12 
. DRIVER-TORQUE 

P&WA PART NO. PWA 55281-6 
. SETSCREW-SOCKET 

P&WA PART NO. PWA 55281-11 


RIVETER-DEFLECTOR, TURBINE EXHAUST CASE .. 
. HEAD-RIVET, CUPPED SET 
MAKE FROM P-089435, MFD BY 11976 
. HEAD-RIVET, FLUSH SET 
. RIVETER-PNEUMATIC 
P&WA PART NO. PWA 56319-1 


Change 24 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-1234 


PART 
NUMBER 


PWA 57346 


MS20074-03-02 
P-083254 


P-083255 
P-083256 
P-089525 


PWA 57346-3 
P92705Y 


CP-0214-CENEL 


PWA 57346-9 


Change 15 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


RIVETER-AUGMENTOR SPRAY MANIFOLD LINK 
RIVET FLARE (SEGMENT | AND IV) 


P&WA PART NO 


. RIVET SET 


P&WA PART NO 


. RIVET SET 
. RING-RETAINER 


P&WA PART NO 


. SQUEEZER 


P&WA PART NO 


T.O. 2J-F100-94 


TUL 


> ў 


INDEX 1 PWA 12639 


PS348X1 


FIGURE 512. RODS 


(2-1234.1 Blank)/2-1234.2 Change 15 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


RODS 
PWA 12639 ROD-COMPRESSOR ROTOR CLAMPING 
FOR DEPOT LEVEL USE ONLY 


2-1235 


T.O. 2J-F100-94 


INDEX 2 PWA 57538 


52269 


FIGURE 513. ROTATORS 


2-1236 Change 8 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


ROTATORS 
DELETED 
PWA 57538 


MS16555-21 Я 
67316-55-1 . МОТ-ТНОМВ, KNURLED 

P&WA PART NO. PWA 57538-11 
356-250-SS-1 . WASHER-FLAT 

P&WA PART NO. PWA 57538-12 
PWA 57538-13 я 
5100-62 . RING-RETAINER, EXT 

P&WA PART NO. PWA 57538-5 
PWA 57538-1 5 
№000-137 . RING-RETAINER, INT 

P&WA PART NO. PWA 57538-8 
202KLD3 . BEARING-RADIAL 

P&WA PART NO. PWA 57538-7 
PWA 57538-6 


Change 8 2-1236.1 


T.O. 2J-F100-94 


FIGURE 513A. ROTATORS-CONTINUED 
(SHEET 1 OF 3) 


2-1236.2 Change 8 


T.O. 2J-F100-94 


Lo! | 
SIE 4 
А ОИ Bam 
| 


/ 
63 64 65 66 67 68’ 67 66 gs 


— 50 


63 62 61 


FIGURE 513А. ROTATORS-CONTINUED 
(SHEET 2 OF 3) 


Change 8 2-1236.3 


T.O. 2J-F100-94 


FIGURE 513A. ROTATORS-CONTINUED 
(SHEET 3 OF 3) 


2-1236.4 Change 8 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 56018 
PWA 56018-102 


PWA 56018-47 
EPP202028 


PWA 56018-91 
43-43220 
EDP202017 
EDP202018 


43-43220 
43-43220 


PWA 56018-86 
PWA 56018-76 
MS24671-8 
PWA 56018-69 
78042 


MS16995-26 
PWA 56018-97 


PWA 56018-35 
EDP202023 


PWA 56018-46 
PWA 56018-44 
MS24671-2 

PWA 56018-34 


PWA 56018-33 
5100-25-H 


PWA 56018-37 
PWA 56018-39 
B44 


SCE44 
MS51021-34 


PWA 56018-28 
PWA 56018-26 
C0300-026/1500- 
s 

PWA 56018-25 
PWA 56018-4 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


ROTATORS-CONTINUED 
ROTATOR-BORESCOPE INSPECTION 


. SCREW-SOCKET BUTTON HEAD САР 


MAKE FROM EPP202028, MFD BY 2F074 


. PLATE-NAME 


P&WA PART МО. PWA 56018-93 


. SCREW-BUTTON HEAD SOCKET САР 


MAKE FROM EDP202017, MFD BY 2F074 


0.112-40 X 0.38 IN. 
P&WA PART NO 


P&WA PART МО. PWA 56018-87 


. LABEL-INSTRUCTION 


0.190-24 X 0.75 IN. 
P&WA PART NO. PWA 56018-89 


. SCREW-SOCKET FLAT HEAD CAP 


MAKE FROM MS24671-15, MFD BY 96906 


. RETAINER 


` GEAR-SPUR (WRENCH) 
MAKE FROM IC2-N24084, MFD BY 6F689 


MAKE FROM SSC-3003 OR CC3002, MFD BY 70417 


. RING-SNAP 


P&WA PART МО. PWA 56018-38 


. BEARING-NEEDLE 


P&WA PART NO. PWA 56018-50 


. BEARING-NEEDLE 


P&WA PART NO. PWA 56018-50 


` BUSHING 
` SPRING-COMPRESSION 


P&WA PART NO. PWA 56018-27 


Change 8 


ON 
CODE 


2-1236.5 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-1236.6 


PART 
NUMBER 


5100-31-H 

PWA 56018-30 
PWA 56018-109 
TT-602 


PWA 56018-106 
PWA 56018-24 
MS24671-13 
PWA 56018-13 
MS16995-27 
PWA 56018-8 
PWA 56018-48 
PWA 56018-48-4 


MS16995-51 
PWA 56018-48-1 
PWA 56018-48-2 
MS16995-50 
PWA 56018-12 
MS16555-44 
MS16555-49 
MS16555-28 
72034 


PWA 56018-54 
CL-51-SPS-1 


PWA 56018-2 
PWA 56018-94 
PWA 56018-1 
PWA 56018-17 


PWA 56018-21 
B0625-032-S 


31903 


79NE-058 


MS35691-11 
PWA 56018-19 


Change 8 


DESCRIPTION 


. RING-SNAP 


P&WA PART NO. PWA 56018-31 


. WASHER-BACKUP 


MAKE FROM 5900-31, MFD BY 79136 


. WASHER-THRUST 


MAKE FROM TT-710-1, MFD BY 70417 


. WASHER-THRUST 


P&WA PART NO. PWA 56018-77 


. GEAR ASSY 


P&WA PART NO. PWA 56018-68 


. BLOCK-LOCATOR 
. PLUNGER 


P&WA PART NO. PWA 56018-90 


0.250 X 0.75 IN. 


MAKE FROM MS16555-46, MFD BY 96906 
. ARM-CLAMP 


MAKE FROM 72132, MFD BY 74445 
. BLOCK-CLEVIS 
. WASHER-SPRING 
P&WA PART NO. PWA 56018-15 


UNITS| USABLE 
PER ON 
ASSY CODE 


= = ND — A 


№ є о = = — ~ 


oo 


FIGURE 
& INDEX 
NUMBER 


< 


PART 
NUMBER 


PWA 56018-7 
MS24671-2 
PWA 56018-75 
PWA 56018-73 
PWA 56018-55 


PWA 56018-42 
PWA 56018-95 


AA-521-4 
PWA 56018-9 


PWA 56018-81 
PWA 56018-62 
PWA 56018-60 


MS16995-25 
PWA 56018-61 
5900-19 


5100-18 


PWA 56018-57 
AA-225-6 


PWA 56018-53 
U312-0130 


TT-602 


PWA 56018-52 
AA-628-7 


PWA 56018-79 
TT-602 


PWA 56018-41 
PWA 56018-107 
AA-407-7 


PWA 56018-108 


PWA 56018-78 
TT-602 


PWA 56018-80 
PWA 56018-40 
PWA 56018-74 
PWA 56018-51 
PWA 56018-83 


T.O. 2J-F100-94 


UNITS| USABLE 
PER 
DESCRIPTION ASSY 


MAKE FROM 5280, MFD BY 93389 


. PINION SHAFT ASSY 


P&WA PART NO. PWA 56018-82 


. RATCHET ASSY 


MAKE FROM GFN720, MFD BY 55719 


. END CAP ASSY 


` WASHER-SUPPORT 


P&WA PART NO. PWA 56018-59 


. RING-SNAP 


P&WA PART МО. PWA 56018-58 


. BLOCK ASSY 


P&WA PART МО. PWA 56018-105 


. WASHER-THRUST 


P&WA PART МО. PWA 56018-77 


. COUNTER SCREW ASSY 
. BUSHING 


P&WA PART МО. PWA 56018-65 


. SHAFT SUPPORT ASSY 
. WASHER-THRUST 


P&WA PART МО. PWA 56018-77 


. CLUTCH SHAFT ASSY 
. PRIMARY SHAFT ASSY 


P&WA PART МО. PWA 56018-67 


. WASHER-THRUST 


MAKE FROM 18804, MFD BY 08094 


. SHAFT SUPPORT ASSY 
. WASHER-THRUST 


P&WA PART NO. PWA 56018-77 


. SHAFT SUPPORT ASSY 
. SHAFT ASSY 

. KEY-SHORT 

. SUPPORT-SHAFT 

. BOX-STORAGE 


Change 8 


ON 
CODE 


2-1237 


T.O. 2J-F100-94 


INDEX 9 PWA 57703 


INDEX 17 PWA 55670 


FIGURE 514. ROTORS 


2-1238 Change 25 


222222 DV 


ол п 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57087 


PWA 57087-7 
MS51975-30 

PWA 57087-6 
PWA 57087-4 
PWA 57087-1 
PWA 57087-3 
PWA 57087-2 
PWA 57703 


PWA 57703-7 
MS51975-30 

PWA 57703-6 
PWA 57703-4 
PWA 57703-1 
PWA 57703-3 
PWA 57703-2 
PWA 55670 


PWA 55670-7 
MS51975-30 

PWA 55670-4 
PWA 55670-3 
PWA 55670-6 
PWA 55670-1 
PWA 55670-2 


DESCRIPTION 


ROTORS 


ROTOR-HIGH PRESSURE TURBINE, BALANCING ... 


SIMULATED 
FOR DEPOT LEVEL USE ONLY 


. EYE-LIFTING 


. CAP-BEARING 

. CAP-BEARING 

. HIGH PRESSURE TURBINE-SIMULATED 
. WEIGHT-BALANCE 

. CRADLE ASSY 

ROTOR-HIGH PRESSURE TURBINE BALANCING.... 


SIMULATED 
FOR DEPOT LEVEL USE ONLY 


. CAP-BEARING 

. CAP-BEARING 

. HIGH PRESSURE TURBINE-SIMULATED 
. WEIGHT-BALANCE 

. CRADLE ASSY 


ROTOR-CALIBRATION, SIMULATED HPT, FOR 
PWA 52391 
FOR DEPOT LEVEL USE ONLY 


. EYE-LIFT 


. CAP-BEARING 

. WEIGHTS-BALANCE 

. CAP-BEARING 

. HIGH PRESSURE TURBINE-SIMULATED 
. CRADLE 


T.O. 2J-F100-94 


UNITS 


PER 
ASSY 


№ 
а акалар о 


№ 
= Roan A po 


USABLE 
ON 
CODE 


Change 25 


2-1239 


T.O. 2J-F100-94 


INDEX 1 PWA 55097 


13779 


FIGURE 515. SCRAPERS 


2-1240 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


PWA 55097 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


SCRAPERS 

SCRAPER-REMOVE RESIDUAL ADHESIVE, BAND .. 
SEGMENT AND FAN DUCT 
FOR DEPOT LEVEL USE ONLY 


2-1241 


T.O. 2J-F100-94 


INDEX 1 PWA 21739 (E INDEX 2 PWA 21740 


96809 


FIGURE 516. SCREWS 


2-1242 Change 21 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 21739 


PWA 21740 


PWA 21740-2 
F-17871 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


SCREWS 

SCREWS-HOLD DOWN, STATIC BALANCE 2 |G 
FOR DEPOT LEVEL USE ONLY 

SCREWS-HOLD DOWN, STATIC BALANGE 1 IG 
1.250 IN. 
FOR DEPOT LEVEL USE ONLY 

. SCREW-SOCKET HD CAP 2 

. CONTAINER 1 

P&WA PART NO. PWA 21740-1 


Change 21 2-1243 


T.O. 2J-F100-94 


INDEX 5 M-PW-9006 


INDEX 10 PWA 71195 INDEX 14 PWA 71108 
88600 


FIGURE 517. SETS 


2-1244 Change 18 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57660 
PWA 57659 
PWA 57648 
PWA 57709 
M-PW-9006 


PWA 57767 


PWA 57766 
PWA 57709 
PWA 57648 
PWA 71195 
PWA 71195-1 
PWA 71195-2 


PWA 71195-3 
PWA 71108 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


SETS 
SET-TOOL, FDT MODULE HANDLING 
SUPERSEDED BY PWA 57767 
- ADAPTER ASSY 
SEE FIG. 049-1 FOR DETAIL PARTS 
. RETAINER ASSY 
SEE FIG. 497-1 FOR DETAIL PARTS 
. RETAINER ASSY 
SEE FIG. 495-34 FOR DETAIL PARTS 
SET-EMS CABLE TEST ASSY 
P&WA PART МО. PWA 56042 
SET-TOOL, FDT MODULE HANDLING 
SUPERSEDES PWA 57660 
REPLACED BY PWA 57833 
. ADAPTER-LIFT AND TRUNNION, РОТ MODULE .... 
SEE FIG. 049-19 FOR DETAIL PARTS 
. RETAINER ASSY 
SEE FIG. 495-34 FOR DETAIL PARTS 
. RETAINER ASSY 
SEE FIG. 497-1 FOR DETAIL PARTS 
SET-TORQUE ADAPTER-COMBUSTION CHAMBER . 
DEFLECTOR NUT 
- ADAPTER-TORGUE 
- ADAPTER-TORGUE 
. CONTAINER 
SET-PRESSURE CHECK CASE, FAN INLET 
FOR DEPOT LEVEL USE ONLY 


Change 18 2-1244.1 


T.O. 2J-F100-94 


INDEX 20 PWA 57833 INDEX 24 PWA 57836 


78315 


FIGURE 517A. SETS-CONTINUED 


2-1244.2 Change 16 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57796 


B23A 
FA5198AEA0060 
SVT270 

HOC 
MS16555-630 
PWA 57371-3 
MS9068-113 
PWA 57371-1 
CL52KA81414LR 
H1G 
FA5198AEA0600 


PWA 57796-10 
5416K15 


PWA 57796-11 
.720X.09475S 


PWA 57796-14 
PWA 57796-17 
MBIC-15X12X6 


PWA 57833 
PWA 57824 
PWA 57819 
PWA 57766 


PWA 57836 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


SETS-CONTINUED 
SET-VACUUM TESTER, PS2 AND PT6 SYSTEMS.... 
SUPERSEDES PWA 57371 FOR 
F100-PW-229 ONLY 


P&WA PART NO. PWA 57796-4 
. HOSE ASSY 

P&WA PART NO. PWA 57796-2 
. PUMP/GAGE-VACUUM 

P&WA PART NO. PWA 57796-1 


` CABLE ASSY 
P&WA PART NO. PWA 57796-8 


P&WA PART NO. PWA 57796-3 
. HOSE ASSY 

P&WA PART NO. PWA 57796-16 
. СОММЕСТОВ 
. CLAMP-HOSE 

P&WA PART NO. PWA 57796-13 


` SEAL-O-RING 
P&WA PART NO. PWA 57796-12 
. ATTACHMENT-END 


. CONTAINER 
P&WA PART NO. PWA 57796-18 
SET-TOOL, FDT MODULE HANDLING 
REPLACES PWA 57767 
. RETAINER-FDT, REAR 
. RETAINER-FDT MODULE, FRONT 
. ADAPTER-LIFT AND TRUNNION, FDT MODULE .... 
SEE FIG. 049-19 FOR DETAIL PARTS 
SET-INSPECTION, 7TH THRU 13TH STAGE 
COMPRESSOR DRUM ROTOR 
FOR DEPOT LEVEL USE ONLY 


Change 16 


USABLE 
ON 
CODE 


2-1245 


T.O. 2J-F100-94 


KA dia «НУ | | | 8 8 
18 —— Дуа | с) 71 SD | | | 
9 РІ ЕСТЕ | o 22 
3 — Me > 7 | 
14 зна 
15 ян 5 


INDEX 33 PWA 57653-1 38 INDEX 36 PWA 57653-5 
INDEX 1 PWA 57810 


F-57363 (48X2) 


FIGURE 517B. SETS-CONTINUED 
(SHEET 1 OF 3) 


2-1246 Change 10 


T.O. 2J-F100-94 


INDEX 42 PWA 57653-6 


INDEX 59 PWA 57653-15 


INDEX 62 PWA 57653-9 INDEX 74 PWA 57653-10 


PS351B_2 


FIGURE 517B. SETS-CONTINUED 
(ЗНЕЕТ 2 OF 3) 


Change 10 2-1246.1 


T.O. 2J-F100-94 


2-1246.2 


INDEX 81 PWA 71205 


¿ë INDEX 82 PWA 57880 


FIGURE 517B. SETS-CONTINUED 
(SHEET 3 OF 3) 


94200 


Change 20 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57810 


PWA 57810-4 
PWA 57810-4-1 
PWA 57810-4-2 
MS16555-49 
PWA 57810-4-4 
MS18211-18G 
PWA 57810-4-20 
PWA 57810-4-7 
LC-026E-3 


PWA 57810-4-8 
MS16995-79 
PWA 57810-4-9 
LC-055H-1 


MS51975-20 
MS9321-12 
MS16555-50 
PWA 57810-4-17 
PWA 57810-4-19 
MS18211-18C 
PWA 57810-4-11 
PWA 57653-3 
LE-034B-5 


MS24671-2 
4427 


PWA 57653-3-3 
PWA 57653-3-4 
PWA 57653-17 
AR-400 


FZ-1616 


PWA 57653-17-1 
RD-91 


PWA 57653-1 
PWA 57653-1-2 
PWA 57653-1-1 
PWA 57653-5 
PWA 57653-5-2 
MS18211-18C 
PWA 57653-5-3 
MS18211-18C 
PWA 57653-5-1 
PWA 57653-6 
AR-400 


FZ-1615 


PWA 57653-6-5 
PWA 57653-6-2 


DESCRIPTION 


SETS-CONTINUED 

SET-TOOL, FAN DRIVE TURBINE ROTOR 
ASSY/DISASSY 

. PULLER ASSY-4TH STAGE 


.. SPRING-COMPRESSION 
P&W PART NO. PWA 57810-4-13 


.. SPRING-COMPRESSION 
P&W PART NO. PWA 57810-4-18 


. LOCK ASSY 
`. EXTENSION-SPRING 
PAW PART NO. PWA 57653-3-5 


P&W PART NO. PWA 57653-3-2 
.. SEGMENT-LOCK 
.. SEGMENT-LOCK 
. CYLINDER ASSY 
.. COUPLER-FEMALE 
P&W PART NO. PWA 57653-17-4 


.. CYLINDER-HYDRAULIC 
P&W PART NO. PWA 57653-17-1 
. HUB ADAPTER ASSY 
.. NUT-LOCK, HUB ADAPTER 
.. ADAPTER-HUB 
. PUSHER/SUPPORT ASSY-3RD STAGE 


. CYLINDER ASSY-AUX 
.. COUPLER-FEMALE 

P&W PART NO. PWA 57653-6-6 
.. FITTING-REDUCER 

P&W PART NO. PWA 57653-6-4 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


= 


— N N = о 02 ON ооо Q) — 


аа а Koi = = A 


Change 27 


USABLE 
ON 
CODE 


2-1246.3 


22222 


Т.О. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-1246.4 


PART 
NUMBER 


PWA 57653-6-1 
RCH-120 


PWA 57653-7 
PWA 57653-7-2 
MS16555-52 
23410 


47822 


PWA 57653-7-3 
PWA 57653-8 
CL-23-KA-10-LR 


PWA 57653-8-2 


PWA 57653-8-1 
PWA 57635-15 
MS16555-54 
PWA 57653-15-1 
PWA 57653-9 
Z2-3 


PWA 57653-9-8 
PWA 57653-9-2 
MS51975-11 
LC-051G-4 


PWA 57653-9-7 
MS16995-36 
EF-6 


MS24672-5 
25922 


PWA 57653-9-1 
PWA 57653-10 
MS16555-47 
PWA 57653-10-1 
PWA 57809 


PWA 57525 
PWA 57600 
PWA 57810-16 


PWA 71205 


PWA 57880 
PWA 57797 
PWA 57780-4 


PWA 57880-3 


Change 20 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


P&WA PART МО. PWA 57653-6-3 
. LIFTING ASSY 


.. EYE-LIFTING 


P&WA PART NO. PWA 57653-7-6 


.. INSERT-THREADED 


P&WA PART NO. PWA 57653-7-7 


.. PLATE-SPIDER 
. SUPPORT ASSY 
.. CABLE ASSY 


P&WA PART NO. PWA 57653-8-3 


.. PIN-QUICK RELEASE 


MAKE FROM MS17984C610, MFD BY 96906 


.. PLATE-BASE 
. CROSSBAR ASSY 


· PULLER ASSY-3RD OUTER AIR SEAL 
.. RING-RETAINING 


P&WA PART МО. PWA 57653-9-9 


P&WA PART МО. PWA 57653-9-4 


.. PIN-LOCATING 


.. INSERT-THREADED 


P&WA PART МО. PWA 57653-9-5 


.. CRUCIFORM 
. NUT-SPANNER 


| ADAPTER-TORQUE SET, INSTALL/REMOVE LOW .. 


TURBINE TIE BOLTS 
SEE FIG. 55B-4 FOR DETAIL PARTS 


. PULLER-3RD STAGE, INNER AIR SEAL 


SEE FIG. 467-1 FOR DETAIL PARTS 


. PULLER-4TH STAGE TURBINE AIR SEAL 


SEE FIG. 467-10 FOR DETAIL PARTS 


. CART ASSY 


SET-RIVET EXTRACTOR, REAR COMPRESSOR 
STATOR SYNC RING 
FOR DEPOT LEVEL USE ONLY 

SET-FAN WASHER, ASSY/DISASSY 


. FIXTURE-INSTALLATION 
. RETAINER ASSY 


SUPERSEDES PWA 57880-1 


. CONTAINER 


ON 
CODE 


T.O. 2J-F100-94 


INDEX 1 PWA 57658 


FIGURE 518. SETS-CONTINUED 


(2-1246.5 Blank)/2-1246.6 Change 22 


2222222 


22222222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57658 
PWA 57645 
PWA 57655 
PWA 57717 
CL-672-PB 
PWA 57717-8 
PWA 57717-10 
EW1-1/8 
MS16555-27 
PWA 57717-9 
EW1-1/8 

PWA 57717-12 
MS16695-38 
PWA 57717-44 
PWA 57717-45 
JTT-814 

PWA 57717-51 


PWA 57717-35 
PWA 57717-52 


MS9321-09 
PWA 57717-41 
MS35307-358 
PWA 57717-48 


PWA 57717-43 
MS16555-46 
PWA 57717-42 


PWA 57658-4 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


SETS-CONTINUED 

SET-TOOL, NO. 5 BRG. INNER RACE RACE, 
DISASSY 

. PULLER-NO. 5 BEARING ASSY 
SEE FIG. 466 FOR DETAIL PARTS 

. FIXTURE-TORQUE, REMOVE/INSTALL NO. 5 
BEARING RETAINING NUT 
SEE FIG. 192 FOR DETAIL PARTS 

. PULLER ASSY 


P&WA PART NO. PWA 57717-11 
.. COUPLING 


REPLACES PWA 57717-27 
.. BEARING-NEEDLE ROLLER 
P&WA PART NO. PWA 57717-50 
.. SCREW-SOCKET HD CAP 
SUPERSEDES PWA 57717-29 
.. BASE ASSY 
.. SCREW-SOCKET HD CAP 
SUPERSEDES PWA 57717-37 


REPLACES PWA 57717-39 
. CONTAINER ASSY 


Change 22 


USABLE 
ON 
CODE 


2-1247 


T.O. 2J-F100-94 


а. 


С 


INDEX 1 PWA 70765 INDEX 2 PWA 70517 


106511 


FIGURE 519. SETS-CONTINUED 


2-1248 Change 27 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


PWA 70765 


PWA 70517 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
1234567 DESCRIPTION ASSY CODE 


SETS-CONTINUED 
SET-PUSHER/EXPANDER, ELECTRICAL ТІР 
CONNECTOR EMI BAND REPAIR 
SET-JAW, REAR VANE LAND, 10ТН STAGE 1 |Е PFFFF 
COMPRESSOR STATOR ASSY 
FOR DEPOT LEVEL USE ONLY 


Pages 2-1250 — 2-1252.1 deleted. 


Change 27 2-1249 


T.O. 2J-F100-94 


- — ul — = 


38924 


FIGURE 519A. SETS-CONTINUED 


2-1252.2 Change 27 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57788 


B7O 


MS16995-37 
MS16555-33 
MS9321-12 
S-128 


MS16624-37 
PWA 57788-6 
PWA 57788-10 
MS16995-56 
MS9321-10 
LC-045E-7 


B21-SDL85 


MS16995-37 
PWA 57788-27 
PWA 57788-9 
MS16995-56 
MS9321-10 
LC-045E-7 


B3K 


MS16995-37 
MS16624-37 
S-128 


MS9321-12 
PWA 57788-7 
PWA 57788-11 
MS16995-56 
MS9321-10 
LC-045E-7 


MS16555-49 
MS16995-53 
MS16555-48 
PWA 57788-8 
91744A247 


PWA 57788-53 
MS16995-26 
MS16555-33 
PWA 57788-35 
PWA 57788-55 
LC-026D-6 


PWA 57788-54 
MS16995-26 
MS16995-41 
PWA 57788-52 
MS16555-46 
PWA 57788-4 
MS16995-53 
MS19555-53 
PWA 57788-51 


DESCRIPTION 


SETS-CONTINUED 
SET-CHECKING, 4TH STAGE TURBINE BLADE 
REPLACES PWA 57672 
REPLACED BY PWA 57855 
. INDICATOR-DIAL, FLATBACK 
P&WA PART NO. PWA 57788-25 
. SCREW (AP) 


` SPRING-COMPRESSION 


P&WA PART NO. PWA 57788-21 


. PIN-INDICATOR 

. HOLDER-INDICATOR 

. SCREW (AP) 

. WASHER (AP) 

. SPRING-COMPRESSION (AP) 


P&WA PART NO. PWA 57788-17 


. INDICATOR-DIAL, FLATBACK 


P&WA PART NO. PWA 57788-28 


. SCREW (AP) 

. POINT-CONTACT 

. HOLDER-INDICATOR 

. SCREW (AP) 

. WASHER (AP) 

. SPRING-COMPRESSION (АР) 


P&WA PART МО. PWA 57788-17 


. INDICATOR-DIAL, FLATBACK 


P&WA PART МО. PWA 57788-22 


. SCREW (AP) 


` SPRING-COMPRESSION 


P&WA PART МО. PWA 57788-21 


. PIN-INDICATOR 

. HOLDER-INDICATOR 

. SCREW (AP) 

. WASHER (AP) 

. SPRING-COMPRESSION (AP) 


P&WA PART МО. PWA 57788-17 


` BLOCK-INDICATOR 
` THUMBSCREW 


P&WA PART МО. PWA 57788-62 


. PLATE-CAP 
. SCREW (AP) 


. SPRING-COMPRESSION 


P&WA PART МО. PWA 57788-41 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
ASSY 


= № мо № ANA G нина на 


AN Суч 


D 8 B = D = D D — 


Change 22 


ON 
CODE 


2-1252.3 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-1252.4 


PART 
NUMBER 


MS16995-41 
PWA 57788-12 
9598K18 


PWA 57788-48 
92949A148 


PWA 57788-50 
PWA 57788-46 
MS16995-26 
PWA 57788-43 
MS16995-50 
MS19555-29 
MS16555-45 
PWA 57788-47 
PWA 57788-45 
MS16995-50 
LC-055H-4 


PWA 57788-44 
148-112 


MS16555-60 
LC-042G-5 


303560 


MS16995-11 
PWA 57788-13 
MS16995-42 
MS16555-48 
PWA 57788-42 
MS16995-18 
PWA 57788-2 
MS16995-27 
PWA 57788-3 
MS16995-52 
MS19555-53 
MS16555-46 
PWA 57788-1 
МВЗС 
12X13X20-9 


Change 5 


DESCRIPTION 


. SCREW (AP) 
. HOLDER - ROOT 
. BALL-CARBIDE 


P&WA PART МО. PWA 57788-49 


. RETAINER - BALL 
. SCREW-BUTTONHEAD SOCKET CAP (AP) 


P&WA PART МО. PWA 57788-36 


. PLATE - CAP 
. SCREW (AP) 


` SCREW (АР) 
. SPRING-COMPRESSION 


P&WA PART МО. PWA 57788-59 


` SPRING-COMPRESSION 


P&WA PART МО. PWA 57788-39 


. FIXTURE-MICROMETER 


P&WA PART МО. PWA 57788-33 


. SCREW (АР) 
` ЗНАЕТ - DOUBLE, FULLY SUPPORTED SYSTEM ... 


` CONTAINER 


P&WA PART МО. PWA 57788-63 


UNITS| USABLE 


PER 
ASSY 


ND = = = NN = ND = — 


4 
1 
2 
2 
1 
6 
1 
8 
2 
4 
4 
4 
1 
1 


ON 
CODE 


T.O. 2J-F100-94 


FIGURE 519B. SETS-CONTINUED 


(2-1252.5 Blank)/2-1252.6 Change 6 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57789 
B7O 


MS16995-37 
MS16555-33 
MS9321-12 
LG038G-4 


MS16624-37 
PWA 57789-6 
PWA 57789-10 
MS16995-56 
MS9321-10 
LC-045E-7 


B21-SDL85 


MS16995-37 
PWA 57789-27 
PWA 57789-9 
MS16995-56 
MS9321-10 
LC-045E-7 


B3K 


MS16995-37 
MS16624-37 
MS9321-12 
LG038G-4 


MS16624-37 
PWA 57789-7 
PWA 57789-11 
MS16995-56 
MS9321-10 
LC-045E-7 


MS16555-49 
MS16995-53 
MS16555-48 
PWA 57789-8 
91744A247 


PWA 57789-46 
92949A148 


PWA 57789-47 
LC-026D-6 


PWA 57789-48 
MS16995-26 
MS16555-49 
MS16995-41 
PWA 57789-5 
MS16555-46 


DESCRIPTION 


SETS-CONTINUED 


SET-CHECKING, 3RD STAGE TURBINE BLADE 


REPLACES PWA 57670 


. INDICATOR-DIAL, FLATBACK 


P&WA PART NO. PWA 57789-25 


` SPRING-COMPRESSION 


P&WA PART NO. PWA 57789-21 


. PIN-INDICATOR 

. HOLDER-INDICATOR 

. SCREW (AP) 

. WASHER (AP) 

. SPRING-COMPRESSION (AP) 


P&WA PART NO. PWA 57789-17 


. INDICATOR-DIAL, FLATBACK 


P&WA PART NO. PWA 57789-28 


. SCREW (АР) 
. WASHER (AP) 
. SPRING-COMPRESSION (AP) 


P&WA PART NO. PWA 57789-17 


. INDICATOR-DIAL, FLATBACK 


P&WA PART NO. PWA 57789-22 


` SPRING-COMPRESSION 


P&WA PART NO. PWA 57789-21 


. PIN-INDICATOR 

. HOLDER-INDICATOR 

. SCREW (AP) 

. WASHER (AP) 

. SPRING-COMPRESSION (AP) 
P&WA PART NO. PWA 57789-17 


` BLOCK-INDICATOR 
` SCREW - THUMB 


P&WA PART МО. PWA 57789-61 


. РЕАТЕ-САР 
. SCREW-BUTTONHEAD SOCKET САР (АР) 


P&WA PART NO. PWA 57789-52 


. SPRING-COMPRESSION 


P&WA PART МО. PWA 57789-60 


. PLATE-CAP 
. SCREW (AP) 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
ASSY 


Change 6 


ON 
CODE 


2-1252.7 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-1252.8 


PART 
NUMBER 


PWA 57789-4 
MS16995-53 
MS16555-53 
PWA 57789-53 
MS16995-40 
PWA 57789-12 
9598K18 


PWA 57789-49 
92949A148 


PWA 57789-51 
PWA 57789-43 
MS16995-26 
PWA 57789-41 
MS16995-40 
MS16555-29 
MS16555-53 
PWA 57789-45 
PWA 57789-44 
MS16995-40 
LC-055H-4 


PWA 57789-42 
148-112 


LC-042G-5 


MS16555-60 
303560 


MS16995-11 
PWA 57789-13 
MS16995-42 
MS16555-48 
PWA 57789-40 
MS16995-18 
PWA 57789-2 
MS16995-27 
PWA 57789-3 
MS16995-52 
MS16555-53 
MS16555-46 
PWA 57789-1 
PWA 57789-62 


Change 6 


DESCRIPTION 


. BRIDGE 
. SCREW (AP) 


` SCREW (AP) 
. HOLDER-ROOT 
` BALL-CARBIDE 


P&WA PART NO. PWA 57789-50 


. RETAINER-BALL 
. SCREW-BUTTONHEAD SOCKET CAP 


P&WA PART NO. PWA 57789-52 


. SCREW (AP) 
. SPRING-COMPRESSION 


P&WA PART NO. PWA 57789-58 


P&WA PART NO. PWA 57789-34 


. SPRING-COMPRESSION 


P&WA PART NO. PWA 57789-37 


UNITS| USABLE 


PER 
ASSY 


ha о D D ~ À — 


= о — а NE о = Го = = 


===> + + о O о O) — ND N ~ 


ON 
CODE 


T.O. 2J-F100-94 


INDEX 1 PWA 57637 69366 


FIGURE 520. SETS-CONTINUED 
(SHEET 1 OF 9) 


(2-1253 Blank)/2-1254 Change 13 


T.O. 2J-F100-94 


69367 


FIGURE 520. SETS-CONTINUED 
(SHEET 2 OF 3) 


Change 13 2-1255 


T.O. 2J-F100-94 


FIGURE 520. SETS-CONTINUED 
(SHEET 3 OF 3) 


2-1256 Change 13 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57637 


PWA 57637-1 
MS24667-20 
PWA 57637-1-2 
PWA 57637-1-1 
MS51971-6 
PWA 57637-15 
PWA 55938-1 
4260H 


PWA 57637-7 
PWA 57637-2 
MS24671-10 
PWA 57637-2-10 
MS5197-1 
Т1-7-2.50 


MS18211-64G 
PWA 57637-2-9 
PWA 57637-2-4 
LC-038E-12 


DK-32 


MS18211-62G 
PWA 57637-2-11 
PWA 57637-2-1 
PWA 57637-3 
PWA 57637-3-2 
PWA 57637-3-1 
PWA 57637-10 
PWA 57637-9-2 


PWA 57637-9-10 
PWA 57637-9-2 


PWA 57637-10-3 
PWA 57637-9-2 


PWA 57637-9-4 
PWA 57637-9-1 


PWA 57637-10-2 
LC-038F-1 


MS16995-63 
A9627 


PWA 57637-10-1 
PWA 57637-9 
PWA 57637-9-2 


PWA 57637-9-10 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


SETS-CONTINUED 
SET-PULLER, FAN MODULE AIR SEALS-INNER & ... 
OUTER 
REPLACED BY PWA 57907 
. PULLER ASSY 


. EXTENSION-ROD 
. ROD ASSY 
. HAMMER-SLIDE 
P&W PART NO. PWA 57637-5 


= а а ГО на NO = 


- а-а до на 


= xn 


= 


. PULLER ASSY 
.. SCREW-SHOULDER 
MAKE FROM MS51975-1, MFD BY 96906 
.. LOCK-FINGER 
.. SCREW-SHOULDER 
MAKE FROM MS51975-1, MFD BY 96906 


аа а аа ый = У 


MAKE FROM MS51975-9, MFD BY 96906 
.. RING ASSY 
.. SPRING-COMPRESSION 
P&W PART NO. PWA 57637-9-5 


P&W PART NO. PWA 57637-9-8 
.. PULLER-2ND STAGE STATOR 
. PULLER ASSY 
.. SCREW-SHOULDER 
MAKE FROM MS51975-1, MFD BY 96906 
.. LOCK-FINGER 


Change 27 2-1257 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-1258 


PART 
NUMBER 


PWA 57637-9-2 


PWA 57637-9-4 
PWA 57637-9-1 


PWA 57637-9-6 
LC-038F-1 


MS16995-63 
A9627 


PWA 57637-9-3 
PWA 57637-17 
MS16995-64 
A9627 

39704 

41707 

37301 

PWA 57637-17-1 
PWA 57637-18 
PWA 57637-21 
PWA 57637-19 
PWA 57637-24 
PWA 57637-23 


PWA 57637-20 


Change 13 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


.. SCREW-SHOULDER 
MAKE FROM MS51975-1, MFD BY 96906 


.. SCREW-SHOULDER 
MAKE FROM MS51975-9, MFD BY 96906 
.. RING ASSY 
.. SPRING-COMPRESSION 
P&WA PART NO. PWA 57637-9-5 


P&WA PART NO. PWA 57637-9-8 
.. PULLER-1ST STAGE STATOR 
. PLATE ASSY-REACTION 


P&WA PART NO. PWA 57637-9-8 
.. NUT-SPHERICAL FLANGE 

P&WA PART NO. PWA 57637-17-3 
.. SCREW-SHOULDER 

P&WA PART NO. PWA 57637-17-4 
.. WASHER-SWING-C 

P&WA PART NO. PWA 57637-17-2 


. PULLER ASSY-BLADE 
SUPERSEDED BY PWA 57637-24 

. PULLER ASSY-BLADE 
SUPERSEDES PWA 57637-19 

. PULLER ASSY 
REPLACED BY PWA 57801 

. CONTAINER ASSY 


ON 
CODE 


T.O. 2J-F100-94 


INDEX 1 PWA 70814 INDEX 2 PWA 71629 


INDEX 3 PWA 71593 с INDEX 4 PWA 57897 


INDEX 5 PWA 56630 


FIGURE 520А. SETS-CONTINUED 


(2-1258.1 Blank)/2-1258.2 Change 20 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


SETS-CONTINUED 

PWA 70814 SET-JAW, 4TH AND 5TH STAGE COMPRESSOR .... 
SHROUD 
FOR DEPOT LEVEL USE ONLY 

PWA 71629 SET-DRIFT, 7ТН STAGE COMPRESSOR DISK АМО.. 
3RD STAGE TURBINE DISK 

PWA 71593 SET-RETAINER, COMPRESSOR STATOR 
SEGMENTS 7TH, 8TH, 9TH AND 10TH-12TH 

PWA 57897 SET-PUSHER/PULLER, 4TH, 5TH, 6TH STAGE 
COMPRESSOR STATOR SEGMENTS 
FOR DEPOT LEVEL USE ONLY 

PWA 56630 SET-CLEANING, AUGMENTOR SPRAY RING 
MANIFOLD 


Change 25 2-1258.3 


T.O. 2J-F100-94 


INDEX 1 PWA 56710 INDEX 2 PWA 71575 


== 


INDEX 3 PWA 71576 INDEX 4 PWA 57883 


98782 


FIGURE 520B. SETS-CONTINUED 


2-1258.4 Change 23 


== Бие ие йиз Биз Биз Баз Баз Биз] 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 56710 


PWA 71575 
PWA 71576 


PWA 57883 


T.O. 2J-F100-94 


UNITS| USABLE 
PER 
DESCRIPTION ASSY 


SETS-CONTINUED 
SET-ADAPTER, TORQUE, LOW PRESSURE 
TURBINE TIEROD INSTALL AND REMOVE 
REPLACES PWA 51714 
REPLACES PWA 56588 
SET-MASTER, DIFFUSER CASE 
FOR DEPOT LEVEL USE ONLY 
SET-PULLER, DIFFUSER CASE 
FOR DEPOT LEVEL USE ONLY 
SET-TOOL, NO. 5 BEARING INNER RACE 
REPLACES PWA 57658 


Change 23 


ON 
CODE 


2-1259 


T.O. 2J-F100-94 


INDEX 1 351533 


FIGURE 521. SETS-CONTINUED 


2-1260 Change 19 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


SETS-CONTINUED 

351533 
FOR DEPOT LEVEL USE ONLY 

2563585 . COVER-PROTECTIVE, TEMPERATURE SENSOR ... 
PROBE 

2563591 . GAGE-PRESET, CIT TRANSMITTER 

2563592 . FIXTURE-ADJUSTMENT, ECCENTRIC PIN 

2563595 . GAGE-FLUID LEVEL 

2563597 . ADAPTER-TORQUE, SERVO VALVE AND 
REFERENCE SPRING 

2563670 . FIXTURE-PRESET, TT2 RIG PLATE 

2563753 . COVER-ACCESS, TT2 SENSOR CALIBRATION 


Change 1 2-1260.1 


T.O. 2J-F100-94 


— ЗИ 


INDEX 1 PWA 55393 


INDEX 3 PWA 71107 


FIGURE 521A. SHIELDS 


2-1260.2 Change 18 


INDEX 2 PWA 55384 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


PWA 55393 


PWA 55384 


PWA 71107 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


SHIELDS 

SHIELD-E/B WELD, DIFFUSER CASE, REAR 
FLANGE 
FOR DEPOT LEVEL USE ONLY 

SHIELD-E/B WELDING, DIFFUSER CASE FRONT.... 
FLANGE 
FOR DEPOT LEVEL USE ONLY 

SHIELD-HEAT, CASE, FAN INLET 
FOR DEPOT LEVEL USE ONLY 


Change 24 2-1260.3 


T.O. 2J-F100-94 


INDEX 1 PWA 70149 INDEX 14 PWA 70152 


36 
| 


INDEX 27 PWA 70151 INDEX 37 PWA 55399 


101619 


FIGURE 521B. SHIELDS-CONTINUED 


2-1260.4 Change 24 


эээ??? 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 70149 


MS16995-48 
PWA 70149-10 
MS16555-606 
PWA 70149-5 
PWA 70149-6 


PWA 70149-9 
27901 


MS16555-640 
PWA 70149-3 
PWA 70149-2 


MS16997-44 
PWA 70149-1 
PWA 70152 


MS16995-48 
PWA 70152-10 
MS16555-606 
PWA 70152-5 
PWA 70152-6 


PWA 70152-9 
27901 


MS16555-640 
PWA 70152-3 
PWA 70152-2 


MS16997-44 
PWA 70152-1 
PWA 70151 


PWA 70151-8 
MS35691-1 
MS16555-629 
MS16555-627 
PWA 70151-5 
LC-042E-17 


MS16995-35 
PWA 70151-2 
PWA 70151-1 
PWA 55399 


DESCRIPTION 


SHIELDS-CONTINUED 

SHIELD-GRIT BLAST, 1ST STAGE FAN CASE 
PARTIAL REAR SEAL REPAIR 
FOR DEPOT LEVEL USE ONLY 


I SCREW-SWIVEL 


MAKE FROM CL-40-SHS, MFD BY 99862 


. SCREW-PAN HD 


0.190-24 X 0.5 IN. LONG, SST 


. KNOB-KNURLED 


P&WA PART NO. PWA 70149-7 


` STAKED ASSY 


PARTIAL BREAKDOWN FOLLOWS 


PARTIAL REAR SEAL REPAIR 
FOR DEPOT LEVEL USE ONLY 


MAKE FROM CL-40-SHS, MFD BY 99862 


. SCREW-PAN HD 
. KNOB-KNURLED 


P&WA PART NO. PWA 70152-7 


` STAKED ASSY 


PARTIAL BREAKDOWN FOLLOWS 


SHIELD-GRIT BLAST, 2ND STAGE FAN CASE 
PARTIAL REAR SEAL REPAIR 
FOR DEPOT LEVEL USE ONLY 


` BRAZED ASSY 
` SPRING 


P&WA PART NO. PWA 70151-4 


`SHIELD-E/B WELDING, DIFFUSER CASE ІММЕВ .... 
CASE 
FOR DEPOT LEVEL USE ONLY 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


m — о Оз © со о о оо © Оо о 


Оз 02 02 O D ГО 


— 
2 ~ 


Change 24 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 1 PWA 52885 


PS352X1 


FIGURE 522. SHIMS 


2-1262 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


PWA 52885 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


SHIMS 

SHIM-WELDING, COMBUSTION CHAMBER NOZZLE . 
STATOR 
FOR DEPOT LEVEL USE ONLY 


Change 25 2-1263 


T.O. 2J-F100-94 


INDEX 1 351521 
SHEET 1 OF 9) 


( 


FIGURE 523. SETS-CONTINUED 


Change 25 


2-1264 


T.O. 2J-F100-94 


10 — 


INDEX 1 351521 
PS352A 2 


FIGURE 523. SETS-CONTINUED 
(SHEET 2 OF 3) 


Change 25 2-1265 


T.O. 2J-F100-94 


INDEX 12 PWA 57339 


FIGURE 523. SETS-CONTINUED 
(SHEET 3 OF 3) 


2-1266 Change 25 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
DESCRIPTION ASSY CODE 


NUMBER NUMBER 


ол? 


351521 


2563583 
2563584 
2563587 
2563588 
2563589 
2563597 


2563599 
2563600 
2563748 
2563749 
PWA 57339 


АВС-12Т 
CL-3-SCW 


MS16995-35 
PWA 57339-12 
PWA 57339-6 
PWA 57339-18 
MS16995-47 
PWA 57339-14 
PWA 57339-1 
MS51971-7 
PWA 57339-3 
PWA 57339-5 
98847A035 


PWA 57339-17 
PWA 57339-17-5 
PWA 57339-17-7 
PWA 57339-17-6 
PWA 57339-17-8 
MS35307-308 
MS51975-18 
PWA 57339-17-1 
PWA 57339-17-2 


SETS-CONTINUED 


SET-TOOL, TEMPERATURE SENSOR, MAIN FUEL... 


CONTROL 


- ADAPTER-WORK POSITIONER, TT2 SENSOR 
- ADAPTER-SHIMMING, TT2 SENSOR 

. CRIMPER-SCREEN, SERVO VALVE 

. ADAPTER-TORQUE, LEVER AND SHAFT 

. GAGE-SHIMMING, RAIL LEVEL PIVOT 

. ADAPTER-TORQUE, SERVO VALVE AND 


REFERENCE SPRING 


. GAGE-SHIMMING, TEMPERATURE BELLOWS 
. FIXTURE-PRESET, ADJUSTING SCREW 

. INSTALLER-SPRING 

. TOOL-SPACER, COMPRESSION 


SET-TOOL, RETAINER, COMPRESSOR BLADE 
LOCK 
FOR DEPOT LEVEL USE ONLY 


. HANDLE-CLAMPING 


P&WA PART МО. PWA 57339-8 


. WASHER-SWING С 


P&WA PART NO. PWA 57339-7 


` PLATE-COVER 
` RING-CLAMP 


. LOCATOR ASSY 
. ROD-THREADED 


P&WA PART NO. PWA 57339-4 


. MOLD/MASK ASSY 
.. PLUG ASSY 


= D о Г D D D — D ~ - 


То = о СО 0) = 0) R шш å 


— 
2NONNNN— 


Change 25 


2-1267 


T.O. 2J-F100-94 


INDEX 1 351523 


PS352B_1 


FIGURE 524. SETS-CONTINUED 
(SHEET 1 OF 2) 


2-1268 Change 25 


T.O. 2J-F100-94 


INDEX 1 351523 


PS352B_2 


FIGURE 524. SETS-CONTINUED 
(SHEET 2 OF 2) 


2-1269 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


SETS-CONTINUED 

351523 SET-TOOL, PREFLOW AND FINAL TEST, MAIN 
FUEL CONTROL 

2563500 . ADAPTER-TORQUE, SERVO REGULATOR 
SLEEVE RETAINER 

2563516 . WRENCH-TELESCOPING, TIMER PISTON 
ADJUSTMENT 

2563526 . WRENCH-TELESCOPING, MINIMUM FLOW STOP .. 
ADJUSTMENT 

2563535 . PULLER-COVER, CUTOFF VALVE 

2563546 . WRENCH-TELESCOPING, PLA PISTON MINIMUM .. 
STOP ADJUSTMENT 

2563556 . WRENCH-TELESCOPING, IDLE LIMIT VALVE 
ADJUSTMENT 

2563614 . ADAPTER-TORQUE, MULTIPLIER 

2563626 . ADAPTER-TORQUE, PS2 TRIM AND RATE SPRING 
ADJUSTMENT 

2563627 . ADAPTER-TORQUE, PS2 TRIM SCREW 
INSTALLATION 

2563631 . WRENCH-TELESCOPING, PS2 BELLOWS AND 
ORIFICE ADJUSTMENT 

2563646 . WRENCH-TELESCOPING, TT2 PISTON 
ADJUSTMENT 

2563649 . ADAPTER-TORQUE, TT2 FEEDBACK 

2563653 . ADAPTER-TORQUE, RCVV ACCESS 

2563670 . FIXTURE-PRESET, TT2 RIG PLATE 

2563674 . ADAPTER-TORQUE, RESOLVER SPOOL 
ADJUSTMENT 

2563690 . WRENCH-TELESCOPING, PF2-PF3 HEAD 
SENSOR ADJUSTMENT 

2563726 . FIXTURE-SETTING, PLA RESOLVER SPOOL 


2-1270 


T.O. 2J-F100-94 


INDEX 1 351531 


PS352C 


FIGURE 525. SETS-CONTINUED 


(2-1271 Blank)/2-1272 


FIGURE 
& INDEX 
NUMBER 


NOOR со N — 


со 


PART 
NUMBER 


351531 
2564016 


2564030 
2564031 
2564062 
2564084 
2564096 


2564098 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


SETS-CONTINUED 


. WRENCH-TELESCOPING, HEAD SENSOR 


ADJUSTING SCREW 


. FIXTURE-HOLDING, BELLOWS 

. ADAPTER-TORQUE, RESTRICTOR 

. PULLER-MECHANICAL, BELLOWS SLEEVE 

. TOOL-ALIGNMENT, RESOLVER SPOOL 

. WRENCH-TELESCOPING, SEQUENCE PISTON .... 


STOP ADJUSTING 


. WRENCH-TELESCOPING, MINIMUM FLOW STOP .. 


2-1273 


T.O. 2J-F100-94 


INDEX 1 PWA 11224 
(ОЕРОТ) 


13781 


FIGURE 526. SHROUDS 


2-1274 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


PWA 50412 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


SHROUD 

RETAINER-IGNITION ALTERNATOR DRIVESHAFT ... 
BALL BEARING 
FOR DEPOT LEVEL USE ONLY 


2-1275 


T.O. 2J-F100-94 


- Š 


INDEX 1 GS21626-1 INDEX 2 GS21632-1 


INDEX 3 GS21651-1 
INDEX 4 GS21639-1 
INDEX 5 GS21644-1 
INDEX 6 GS21646-1 
INDEX 7 GS21653-1 


PS354 


FIGURE 527. SIZERS 


2-1276 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


SIZERS 
GS21626-1 SIZER-SEAL 

FOR DEPOT LEVEL USE ONLY 
GS21632-1 SIZER-SEAL 

FOR DEPOT LEVEL USE ONLY 
GS12651-1 SIZER-SEAL 

FOR DEPOT LEVEL USE ONLY 
GS12639-1 SIZER-SEAL 

FOR DEPOT LEVEL USE ONLY 
GS12644-1 SIZER-SEAL 

FOR DEPOT LEVEL USE ONLY 
GS12646-1 SIZER-SEAL 

FOR DEPOT LEVEL USE ONLY 
GS21653-1 SIZER-SEAL 

FOR DEPOT LEVEL USE ONLY 


2-1277 


T.O. 2J-F100-94 


INDEX 5 GS21702-1 
INDEX 1 PWA 51987 (DEPOT) 


PS355X1 


FIGURE 528. SLEEVES 


2-1278 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


SLEEVE 
PWA 51987 SLEEVE-PUSHER, LOW TURBINE MODULE 
SUPERSEDED BY PWA 56330 
MS51021-56 . SETSCREW 
PWA 51987-3 . THREAD PROTECTOR 
PWA 51987-1 
GS21702-1 SLEEVE-ROTOR REMOVAL 
FOR DEPOT LEVEL USE ONLY 


2-1279 


T.O. 2J-F100-94 


15 


INDEX 1 PWA 6580 INDEX 8 PWA 53799 


INDEX 27 PWA 52578 


13782 


FIGURE 529. SLINGS 


2-1280 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 6580 


PWA 6580-1 
PWA 6580-3 
SA152-8 


322A-3 


PWA 6580-10 
MS17828-6C 
PWA 53799 


MS9245-28 
MS51971-2 
PWA 53799-2 
PWA 53799-7 
320B-.5 


5-4055 
EE1-801 


PWA 53799-1 
PWA 51764 
MS51971-2 
44105 


45002 


MS9245-64 
MS35692-19 
PWA 51764-1 
PWA 51764-10 
RA-3262-7 


G341-1/2 
PWA 52578 


NAS607-3-6 
PWA 52578-2 
FB-812-8 


MS51971-3 
MS15795-814 
MS16995-81 
PWA 52578-4 
MS16995-85 
PWA 52578-17 
PWA 52578-9 
PWA 52578-18 
PWA 52578-11 
PWA 52578-12 
MS35649-204 
NAS1352C3-24 
PWA 52578-16 
PWA 52578-6 
PWA 52578-1 


` BOLT-EYE 
` BLOCK-EYE 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


SLINGS 
SLING-FRONT AND REAR COMPRESSOR ROTOR .. 


` WIRE ROPE ASSY 


P&WA PART МО. PWA 6580-7 


. HOOK ASSY 


P&WA PART МО. PWA 6580-9 


. BOLT-HEX HD 


`SLING-MAIN GEARBOX REMOVAL 


FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 53799-3 


.. LATCH-SAFETY 


` CLAMP-SHOE 


P&WA PART NO. PWA 51764-6 


` SCREW-CAP 
` CLAMP ASSY 
` ROPE ASSY 


P&WA PART NO. PWA 51764-5 


. LINK-SLING 


P&WA PART NO. PWA 51764-4 
SLING-HANDLING OUTER FAN DUCTS, REAR 
SUPERSEDED BY PWA 56637 


. PIN-DOWEL 


= 


DD 
— — — O O — — — N N O NS = — М 


USABLE 
ON 
CODE 


Change 14 


T.O. 2J-F100-94 


INDEX 27 PWA 50301 INDEX 50 PWA 7454 93154 


FIGURE 530. SLINGS-CONTINUED 


2-1282 Change 20 


222222222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53327 


AN416-2 
PWA 53327-4 
CL23-KA-10LR 


PWA 53327-3 
SA152-8A&8B 


MS24665-281 
AN121817 
322A-3 


S-4055 

PWA 53327-1 
PWA 14175 
PWA 14175-5 


PWA 14175-4 


PWA 14175-3 
S-215-1/4 IN 


S-341 3/8 
PWA 37115 


320А-1 1/2 


S-4055 
CL23-KA-10LR 


AN416-2 
PWA 37115-12 
PWA 37115-9 


PWA 37115-1 
PWA 52644 
PWA 52644-6 
PWA 52644-7 
PWA 52644-8 
PWA 52644-9 
PWA 52644-12 
PWA 50301 


PWA 50301-2 


PWA 50301-3 
MS9321-14 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


SLINGS-CONTINUED 
SLING-ADJUSTABLE MODULE HANDLING, 
MAINTENANCE 
SUPERSEDED BY PWA 56336 


. PIN-RETAINING 


` CABLE ASSY 


P&WA PART МО. PWA 53327-5 


` WIRE ROPE ASSY 


P&WA PART МО. PWA 53327-6 


` HOOK ASSY 


P&WA PART NO. PWA 53327-7 


.. LATCH-SAFETY 
. ВЕАМ ASSY 


SLING-3 CABLE 


0.250-28, STEEL 


. EYEBOLT-SHOULDER 


MAKE FROM С-277, MFD BY 19691 


. SLING-THIMBLE LOOP 
. SHACKLE-SCREW PIN CHAIN 


P&WA PART NO. PWA 14175-2 


. LINK-PEAR SHAPED 


P&WA PART NO. PWA 14175-1 
SLING-ONE TON CAPACITY 
44 TO 56 IN. WIDE 
SUPERSEDED BY PWA 56336 


P&WA PART NO. PWA 37115-8 


.. LATCH-SAFETY 
. CABLE ASSY 


P&WA PART NO. PWA 37115-10 


. PIN-RETAINING 


. CABLE ASSY-WIRE 
0.250 IN. DIA X 54 IN. LONG 
. BEAM ASSY 
SLING-AUGMENTOR NOZZLE LIFTING 


абба йа ый а 


SLING-ENGINE HANDLING 
SUPERSEDED BY PWA 56337 


0.625-11 X 49.000 IN. LONG 


. EYE-LIFTING 
. WASHER 


Change 20 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
DESCRIPTION ASSY CODE 


NUMBER NUMBER 


D D D I 


2-1284 


MS51971-5 
MS51975-21 
PWA 50301-16 
PWA 50301-6 
PWA 50301-7 
MS51971-7 
SA154-12-15 


CL-11-KR 
CL21-KA-8LR 
MS17984-C1220 
MS51971-3 
MS51975-33 
5106-10600 
5940-00600 
MS51975-31 
PWA 50301-13 
CL23-KA-60 
MS17987-C919 


PWA 50301-1 
PWA 7454 


PWA 7454-7 
PWA 7454-5 
PWA 7454-4 
PWA 7454-200 


Change 20 


. ROPE-WIRE 

P&WA PART NO. PWA 50301-25 
. RING-CABLE 

P&WA PART NO. PWA 50301-23 
. CABLE ASSY-NYLON 

P&WA PART NO. PWA 50301-21 


. CHAIN ASSY 

P&WA PART NO. PWA 50301-11 
. LINK-CONNECTING 

P&WA PART NO. PWA 50301-22 


. CABLE ASSY-NYLON 
P&WA PART NO. PWA 50301-26 


REPLACES SLC-9B-1.5 

. BEAM ASSY 
SLING-ENGINE TURNING 

FOR DEPOT LEVEL USE ONLY 
. HOOK-SWIVEL SAFETY EYE 
. STRAND-SLING 
. SHACKLE-CHAIN 
. BEAM ASSY 


T.O. 2J-F100-94 


INDEX 41 PWA 71294 4 INDEX 42 PWA 56337 


93096 


FIGURE 531. SLINGS-CONTINUED 


(2-1285 Blank)/2-1286 Change 20 


=== 


222 


2222 


т 


22222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 56336 


MS35691-19 
MS35338-141 
MS16995-82 
MS16555-40 
PWA 56336-2 
CL-23-KA-9LR 


PWA 56336-18 
PWA 56336-21 
MS35691-19 
MS35307-358 
PWA 56336-22 
98335A064 
AN121817 
PWA 56336-12 


320A-1.5 
SS-4055 


SA152-8A(2) END 


PWA 56336-24 


ZIP14-1/4 


SA152-8A(2) 


PWA 56336-23 
ZIP50-1/4 
PWA 56336-1 
PWA 56637 
PWA 56637-15 
MS9321-09 


PWA 56637-4 
PWA 56637-5 


T.O. 2J-F100-94 


ОМІТ | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


SLINGS-CONTINUED 
SLING-ADJUSTABLE MODULE HANDLING, 2000 LB . 
CAPACITY (LONG AND SHORT CABLES) 
SUPERSEDES PWA 37115 
SUPERSEDES PWA 53327 


MAKE FROM CL-6-BLPL-1.00-S, MFD BY 99862 
SUPERSEDES PWA 56336-5 


SUPERSEDES PWA 56336-6 
. PIN-COTTER HAIR 
P&WA PART NO. PWA 56336-13 


.. KIT-LATCH 
. CABLE ASSY 
16.50 IN. LONG 
P&WA PART NO. PWA 56336-20 
REPLACES PWA 56336-15 
. CABLE ASSY 
SUPERSEDES SA152-8A(2) END 
P&WA PART NO. PWA 56336-20 
. SLEEVE-SHORT 
P&WA PART NO. PWA 56336-16 
U/W SA152-8A(2) END 
. CABLE ASSY 
59.00 IN. LONG 
P&WA PART NO. PWA 56336-19 
REPLACES PWA 56336-11 
SUPERSEDED BY PWA 56336-23 
. CABLE ASSY 
SUPERSEDES SA152-8A(2) 
P&WA PART NO. PWA 56336-19 
. SLEEVE-LONG 
P&WA PART NO. PWA 56336-17 
U/W SA152-8A(2) 


SLING-HANDLING, OUTER FAN DUCTS, REAR 
SUPERSEDES PWA 52578 
. SCREW-SOCKET HD CAP 
MAKE FROM MS16995F-40, MFD BY 96906 


. SEGMENT 


Change 20 2-1286.1 


эээ? 


эээ? 


Т.О. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-1286.2 


PART 
NUMBER 


MS16995-85 
PWA 52578-17 
PWA 52578-9 
MS16995-81 
PWA 52578-4 
MS51971-3 
MS15795-814 
NAS607-3-6 
PWA 52578-2 
FB-812-8 


PWA 52578-18 
MS16555-33 
PWA 56637-10 


PWA 56637-6 
PWA 56637-1 
PWA 71294 


PWA 56337 
PWA 56337-31 


PWA 56337-23 
CL-23KA-8.0LR 
PWA 56337-29 


MS20392-370 
MS20392-9C67 
PWA 56337-7 
PWA 56337-28 
MS951971-2 
MS35338-140 
MS51975-23 
MS51911-3 
MS35338-141 
MS51975-28 
PWA 56337-22 
MS35691-19 
MS9321-12 
PWA 56337-27 
HL-64-34 


MS16555-83 
MS16555-49 
PWA 56337-6 
HL-64-34 


PWA 56337-12 
PWA 56337-14 
PWA 56337-13 
PWA 56337-5 
MS51975-21 
PWA 56337-20 
PWA 56337-16 
PWA 56337-3 


Change 20 


DESCRIPTION 


MAKE FROM CL-2500-SHR-1, MFD BY 99862 
. BLOCK-EYE 


SLING-LIFT, DISK DRUM ROTOR FRONT 

COMPRESSOR, ASSY OF 

FOR DEPOT LEVEL USE ONLY 
SLING-ENGINE HANDLING 
. PIN-QUICK RELEASE 

MAKE FROM MS17984C1220, MFD BY 96906 
. PIN-QUICK RELEASE 

MAKE FROM MS17984C919 
. CABLE ASSY 

P&WA PART NO. PWA 56337-30 

. RING-CABLE 

MAKE FROM CL-11-KR, MFD BY 99862 


` CABLE ASSY 
` CABLE ASSY 


. WRENCH-SOCKET 
. LINER-HEAD 

P&WA PART NO. PWA 56337-10 
. SCREW-LEAD 


UNITS| USABLE 


PER 
ASSY 


D = = = > о омо 


== > о © OO ~ + + D HWW о о 


2 = = NO 


= о = 00 = = а = 


ON 
CODE 


T.O. 2J-F100-94 


= 


INDEX 1 PWA 50906 INDEX 2 PWA 50965 


===" 


INDEX 3 PWA 50966 


INDEX 4 PWA 50993 


==" з, 


INDEX 8 PWA 50994 INDEX 12 PWA 51045 


93097 


FIGURE 532. SPACERS 


(2-1287 Blank)/2-1288 Change 20 


FIGURE 
& INDEX 
NUMBER 


< 


PART 
NUMBER 


PWA 50906 
PWA 50965 
PWA 50966 
PWA 50993 
630 
MS16555-43 
PWA 50993-4 
PWA 50994 
PWA 50994-3 
50071 


PWA 50994-1 
PWA 51045 


PWA 51045-1 
MP350-H2-RC1 


T.O. 2J-F100-94 


UNITS 
PER 


DESCRIPTION ASSY 


SPACERS 
SPACER-REAR COMPRESSOR ROTOR AND 
STATOR FRONT BALANCE BEARING 
FOR DEPOT LEVEL USE ONLY 
SPACER-REAR COMPRESSOR REAR HUB 
BALANCE BEARING, FRONT 
FOR DEPOT LEVEL USE ONLY 
SPACER-REAR COMPRESSOR REAR HUB 
BALANCE BEARING, REAR 
FOR DEPOT LEVEL USE ONLY 
SPACER-MODULE SUPPORT STAND 


0.1875 DIA X 1 IN. LONG, STEEL 
. CLAMP-HOOK 
P&WA PART NO. PWA 50994-2 
. SPACER ASSY 
SPACER-FAN DRIVE TURBINE REAR BALANCE 
BEARING 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 56729 


. CONTAINER 
P&WA PART NO. PWA 51045-2 


USABLE 
ON 
CODE 


Change 25 


2-1289 


T.O. 2J-F100-94 


INDEX 1 PWA 56729 INDEX 2 PWA 52637 


INDEX 3 PWA 52858 
INDEX 4 PWA 53839 
10 — 
8 
| 
8 — 
| — 9 
7 
INDEX 5 PWA 53840 INDEX 6 PWA 55853 


98783 


FIGURE 533. SPACERS-CONTINUED 


2-1290 Change 25 


2222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 56729 


PWA 52637 
PWA 52637-1 
MP380H3RC-1 
UPC540H3-RC1 
PWA 52858 


PWA 52858-1 
MP340H2-RC1 


UPC510H2-RC1 
PWA 53839 


PWA 53840 
PWA 55853 
CL-3-C-6.0 
CL-3-F 


NAS1756-36 
PWA 55853-1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


SPACERS-CONTINUED 
SPACER-FAN DRIVE TURBINE, REAR BALANCE .... 
BEARING 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 51045 
SPACER-BALANCE, ROTOR AND STATOR ВЕАВ.... 
COMPRESSOR ASSY 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 52637-2 
SPACER-BALANCE, FRONT COMPRESSOR FRONT . 
HUB, FORWARD 
FOR DEPOT LEVEL USE ONLY 


P&WA PART МО. PWA 52858-2 

SPACER-4TH STAGE COMPRESSOR INNER 
SHROUD 
FOR DEPOT LEVEL USE ONLY 

SPACER-4TH STAGE COMPRESSOR OUTER CASE . 
FOR DEPOT LEVEL USE ONLY 

SPACER-LOW TURBINE SHAFT 6TH STAGE HUB ... 
FOR DEPOT LEVEL USE ONLY 


P&WA PART МО. PWA 55853-2 


- FERRULE-CABLE 


P&WA PART NO. PWA 55853-5 


. STREAMER 
. SPACER 


USABLE 
ON 
CODE 


Change 25 


2-1291 


T.O. 2J-F100-94 


= 


INDEX 1 PWA 53841 INDEX 2 PWA 53842 


6 | | 9 INDEX 10 PWA 52861 


5 7 
INDEX 3 PWA 52794 
11А ) 
=; 
INDEX 11 PWA 52303 INDEX 12 GS21690-1 


96812 


FIGURE 534. SPACERS-CONTINUED 


2-1292 Change 21 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53841 


PWA 53842 
PWA 52794 


MS51959-30 
PWA 52794-5 
PWA 52794-6 
MS16555-46 
MS16995-36 
PWA 52794-1 
PWA 52861 


PWA 52303 


PWA 52303-1 


MP350-H2-RC1 


GS21690-1 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


SPACERS-CONTINUED 
SPACER-5TH STAGE COMPRESSOR INNER 
SHROUD 
FOR DEPOT LEVEL USE ONLY 
SPACER-5TH STAGE COMPRESSOR OUTER CASE . 
FOR DEPOT LEVEL USE ONLY 
SPACER-POSITIONING FAN DRIVE TURBINE CASE . 
SUPERSEDED BY PWA 57497 


SPACER-CLEARANCE, 12TH STAGE DISK AND 
BLADE, SEATING 
FOR DEPOT LEVEL USE ONLY 
SPACER-BALANCE, FRONT COMPRESSOR FRONT . 
HUB 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 52303-2 
SPACER-BEARING HOUSING SUPPORT 
FOR DEPOT LEVEL USE ONLY 


Change 21 2-1293 


T.O. 2J-F100-94 


INDEX 1 PWA 55063 INDEX 3 PWA 55070 
INDEX 2 PWA 55065 


CI Å P 


INDEX 4 PWA 55725 INDEX 5 PWA 57497 


| 


INDEX 6 PWA 51706 = INDEX 12 PWA 56703 


23348 


FIGURE 535. SPACERS-CONTINUED 


2-1294 Change 25 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


PWA 55063 


PWA 55065 


PWA 55070 


PWA 55725 
PWA 57497 


PWA 51706 


MS51959-13 
PWA 51706-6 
PWA 51706-7 
MS9390-440 
PWA 51706-1 
PWA 56703 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


SPACERS-CONTINUED 
SPACER-HEAT TREAT, МО. 3 AND 4 BEARING AIR .. 
SEALING RINGS 
FOR DEPOT LEVEL USE ONLY 
SPACER-COMPRESSOR STATORS 
FOR DEPOT LEVEL USE ONLY 
SPACER-HEAT TREAT, 4TH-12TH STAGE 
COMPRESSOR STATOR 
FOR DEPOT LEVEL USE ONLY 
SPACER-2ND STAGE 
SPACER-POSITIONING, FAN DRIVE TURBINE 
MODULE 
SUPERSEDES PWA 57494 
SPACER-BUILD STAND, 3RD STAGE TURBINE 
ROTOR AND HUB POSITIONING 


` SPACER ASSY 
SPACER-BUILD STAND, 3RD STAGE DISK 


Change 27 2-1295 


T.O. 2J-F100-94 


INDEX 1 PWA 57430 


56377 


FIGURE 535A. SPREADERS 


2-1296 Change 9 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


SPREADERS 
PWA 57430 SPREADER-SPACER, PS2 PROBE 


Change 9 2-1296.1 


T.O. 2J-F100-94 


INDEX 1 PWA 10000 


INDEX 7 PWA 50956 


INDEX 2 PWA 24350 


FIGURE 536. STANDS 


Change 20 


2-1296.2 


222222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 10000 


PWA 24350 


NAS1352C6-LE16 
33-10S6-13 


MS16995-52 
PWA 24350-2 
PWA 50956 


PWA 50956-4 
AN960C6L 
CL-63-KA-12 


MS17986-860 
PWA 50956-1 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


STANDS 

STAND-ENGINE BUILD, HORIZONTAL ROLLOVER... 
FOR DEPOT LEVEL USE ONLY 

STAND-BUILD, ROTOR AND STATOR ASSY AND .... 
DISASSY 
FOR DEPOT LEVEL USE ONLY 


STAND-REAR COMPRESSOR TURBINE ROTOR 
BALANCE, BUILD 
FOR DEPOT LEVEL USE ONLY 


. SCREW-MACHINE 


` CABLE ASSY 


P&WA PART NO. PWA 50956-5 


Change 20 2-1297 


T.O. 2J-F100-94 


PS362A_1 


INDEX 1 PWA 57503 


FIGURE 537. STANDS-CONTINUED 
(SHEET 1 OF 2) 


2-1298 


T.O. 2J-F100-94 


INDEX 1 PWA 57503 


6157 


FIGURE 537. STANDS-CONTINUED 
(SHEET 2 OF 2) 


2-1299 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-1300 


PART 
NUMBER 


PWA 57503 
AR-400 
FZ-1616 


PWA 57503-9 
PWA 57503-79 
MS24671-49 
MS51021-83 
PWA 57503-105 
RCH-202 


PWA 57503-104 
PWA 57503-102 
PWA 57503-96 

PWA 57503-111 


PWA 57503-111-3 


5144-31 


PWA 57503-111-1 


CL-16635 


MS9321-11 
CL-32-EB 


MS16555-648 
PWA 57503-84 
91255A537 


MS9321-10 
PWA 57503-88 
91255A537 


MS9321-10 
PWA 57503-89 
PWA 57503-103 
PWA 57503-19 
PWA 57503-90 
MS16995-38 
PWA 57503-99 
MS16995-52 
PWA 57503-98 
MS16995-81 
25908 


PWA 57503-16 
MS16995-81 
MS15795-815 
MS35338-141 
MS16995-95 
PWA 57503-68 
PWA 57503-23 


Change 23 


DESCRIPTION 


STANDS-CONTINUED 


STAND-HPT ASSY/DISASSY 


REPLACED BY PWA 57765 


. COUPLER-FEMALE 


P&WA PART NO. PWA 57503-33 


` SCREW (AP) 
` SETSCREW 


` CYLINDER 


P&WA PART NO. PWA 57503-74 


. CLAMP ASSY 
. RING COMPRESSOR ASSY 


.. RING-RETAINING 


P&WA PART NO. PWA 57503-111-2 


` KNOB-KNURLED 


P&WA PART NO. PWA 57503-85 


. SCREW-CAP, BUTTON HD (AP) 


P&WA PART NO. PWA 57503-81 


. WASHER (AP) 


. SCREW-CAP, BUTTON HD (AP) 
P&WA PART NO. PWA 57503-81 


. SCREW (AP) 
. BASE ASSY 


. SCREW (AP) 
. WASHER (AP) 
. WASHER (AP) 


UNITS| USABLE 


PER 
ASSY 


N D № 


= 02 Оз Оз 02 Оо 02 о оо — 00 — O0 — — — NN 


ON 
CODE 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57503-100 
PWA 57503-95 


PWA 57503-94 
PWA 57503-5 


PWA 57503-25 
PWA 57503-49 
PWA 57503-30 
PWA 57503-93 
MS16996-9 
PWA 57503-112 
PWA 57503-5 


PWA 57503-28 
PWA 57503-27 
PWA 57503-5 


PWA 57503-97 
PWA 57503-110 
MS51971-6 
4056H 


PWA 55938-2 
PWA 57504 


PWA 57503-116 


PWA 57503-114-2 
PWA 57503-114-3 
PWA 57503-114-4 
PWA 57503-114-5 
PWA 57503-114-6 
PWA 57503-114-8 
PWA 57503-114-9 
5427-100-100-2 


MS51957-29 
MS35649-264 
PWA 
57503-114-13 
PWA 
57503-114-14 
MS51861-12G 
6006 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


` SCREW (АР) 


MAKE FROM MS16555-17, MFD BY 96906 


. ADAPTER 
. PLUG GAUGE 
. LOCATOR 

. SCREW (AP) 


` SCREW (АР) 


MAKE FROM MS16995-49, MFD BY 96906 


. RING ASSY 


` SCREW (AP) 


MAKE FROM MS16995-49, MFD BY 96906 


. RING ASSY 


P&WA PART NO. PWA 57503-109 


. ROD ASSEMBLY 
. ADAPTER-TORQUE SET, INSTALL AND REMOVE .. 


HI TURBINE TIEBOLTS 
SEE FIG. 052 FOR DETAILED BREAKDOWN 


. МАМТЕМАМСЕ CART 


МАКЕ FROM 6006, MFD ВУ 75206 
REPLACES PWA 57503-114 


.. DRAWER INSERT 
.. DRAWER INSERT 
.. DRAWER INSERT 
.. DRAWER INSERT 
.. DRAWER INSERT 
.. SHELF INSERT 

.. SHELF INSERT 

.. SPRING CLIP 


P&WA PART NO. PWA 57503-114-7 


.. SCREW (AP) 
.. VERSA-BENCHE 
P&WA PART NO. PWA 57503-114-1 


USABLE 
ON 
CODE 


Change 3 


2-1301 


T.O. 2J-F100-94 


Y 


106512 


= INDEX 24 PWA 57765 INDEX 25 PWA 57837 


FIGURE 538. STANDS-CONTINUED 


2-1302 Change 27 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


DELETED 
PWA 51855 


PWA 51855-5 
PWA 51855-4 
PWA 51855-6 
SSH10-1-3-HL10- 
3000 

50071 


PWA 51855-1 
PWA 21816 


PWA 22563 


PWA 22563-201 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


STANDS-CONTINUED 


STAND-ENGINE ASSY, VERTICAL 
FOR DEPOT LEVEL USE ONLY 


0.5-13, STEEL 
. WASHER-SPRINGLOCK 
0.5 IN. SAE, STEEL 
. SCREW-CAP, HEX HD 
0.5-13 X 2.250 IN. LONG, STEEL 


P&WA PART NO. PWA 51855-2 


. CLAMP-HOOK 


P&WA PART NO. PWA 51855-3 


. BASE ASSY 


STAND-GEARBOX ASSY 
SUPERSEDED BY PWA 27606 
STAND-AFTERBURNER ASSY STORAGE AND 
REPAIR 
SUPERSEDED BY PWA 56338 


. HANDLE ASSY 


Change 23 


ON 
CODE 


2-1302.1 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-1302.2 


PART 
NUMBER 


MS17984-C826 
CL-23-KA-10-LR 


PWA 22563-33 


MS16995-97 
MS9321-14 
1185-8CN-0750 


F-600 


MS16995-94 
MS35338-143 
6779-2 


MS16995-96 
MS35338-143 
MS51967-14 
6789-2 


MS16995-96 
MS35338-143 
MS51967-14 
PWA 22563-200 
PWA 57765 


PWA 57504 


PWA 57837 


Change 27 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


P&W PART NO. PWA 22563-30 
. LOCK-TRUCK 

P&W PART NO. PWA 22563-14 
. SCREW (AP) 
. WASHER (AP) 
. CASTER-SWIVEL 

P&W PART NO. PWA 22563-25 


P&W PART NO. PWA 22563-20 
. SCREW (AP) 
. WASHER (AP) 


STAND-ASSY/DISASSY, HPT 
SUPERSEDES PWA 57793 
REPLACES PWA 57503 
. ADAPTER-TORQUE SET, INSTALL AND REMOVE .. 
HI TURBINE TIEBOLTS 
SEE FIG. 52 FOR DETAILED BREAKDOWN 
STAND-TRANSPORTATION, 7TH-13TH STAGE 
COMPRESSOR DRUM ROTOR 
FOR DEPOT LEVEL USE ONLY 


ON 
CODE 


T.O. 2J-F100-94 


INDEX 14 PWA 51120 


INDEX 21 PWA 16868 


«с INDEX 41 PWA 56593 


FIGURE 539. STANDS-CONTINUED 


93155 


(2-1303 Blank)/2-1304 Change 20 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 51705 


MS16995-70 
NAS607-5-10 
PWA 51705-6 
MS16995-68 
MS9390-180 
MS16995-40 
MS15795-842 
MS51959-30 
PWA 51705-9 
PWA 51705-11 
PWA 51705-12 
PWA 51705-1 
PWA 51120 


MS51971-5 
MS35338-143 
MS35307-415 
R6-0-EL6 
S6-1-7-EL6 


PWA 51120-8 
PWA 16868 


PWA 16868-30 
PWA 16868-10 


PWA 16868-7 
PWA 16868-3 


PWA 16868-4 
06866-8H-1.5 
PWA 16868-11 
PWA 16868-12 
PWA 16868-13 
PWA 16868-15 
PWA 16868-16 
PWA 16868-31 
PWA 16868-18 
PWA 16868-14 
PWA 16868-25 
PWA 16868-27 
PWA 16868-26 
33-1056-20 
PWA 16868-1 
PWA 56593 


PWA 56593-15 


` STAND ASSY 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


STANDS-CONTINUED 
STAND-BUILD, ROTOR AND STATOR ASSY 
TURBINE FRONT COMPRESSOR DRIVE 


= 


= 


сасыр 
= = = го = 000101 љ > + ОО 


STAND-AUGMENTOR DUCT AND NOZZLE 
MODULE, BUILD 


P&WA PART NO. PWA 51120-5 
. CASTER ASSY-SWIVEL 
P&WA PART NO. PWA 51120-6 
. STAND ASSY 
STAND-ASSY AND TRANSPORTATION, FAN TUBB .. 
ROTOR ASSY 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 56593 
. SCREW-CAP, HEX HD 
0.500-13 X 1.250 IN. LONG, STEEL 
. NUT-HEX, FINISH 
0.500-13 
. ADAPTER ASSY 
. SCREW-SOCKET HD 
0.500-13 X 2 IN. LONG, STEEL 
. WASHER-LOCK 
0.500 IN., STEEL 
. BLOCK-PILLOW 
P&WA PART NO. PWA 16868-2 
. SCREW-SOCKET SET 
0.3750-16X 0.625 IN. LONG, STEEL 


. SCREW-SET, SOCKET 
0.375-16 X 1 IN., STEEL 


. REDUCER-SPEED, CONE DRIVE 
. SCREW-SOCKET HD CAP 
0.375-16 X 1.250 IN. LONG, STEEL 
. WASHER-LOCK 
0.375 IN., STEEL 
. NUT-FINISH, HEX JAM 
0.375-16, STEEL 


P&WA PART NO. PWA 16868-23 
. BODY ASSY 
STAND-ASSY AND TRANSPORT, FAN T/R 
ASSEMBLIES 
SUPERSEDES PWA 16868 
. SCREW-SOCKET SET 
0.3750-16 X 5 IN. LONG, STEEL 


Change 20 2-1304.1 


D DUT Биз Баз Баз аз Баз Баз Биз Баз Баз Баз Баз Баз Баз Баз Биз Биз Биз Баз Баз Баз DU йвз Биз Баз Баз Баз т 


T.O. 2J-F100-94 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


PWA 56593-16 
H29428 


PWA 56593-32 
CL-23-KA-12.0- 
LR 

PWA 56593-35 
PWA 56593-34 
MS51971-5 
MS35307-414 
PWA 56593-33 
PWA 56593-12 
PWA 56593-11 


PWA 56593-13 
PWA 56593-3 


PWA 56593-4 
06866-8H-1.5 DIA 
PWA 56593-7 
PWA 56593-14 
PWA 56593-26 
PWA 56593-27 
PWA 56593-25 
33-10S6-20 


PWA 56593-1 


2-1304.2 Change 20 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


. SCREW-SOCKET SET 


0.3750-16 X 0.6250 IN. LONG, STEEL 


0.5000-13 X 2 IN. LONG, STEEL 


. LOCKWASHER 


0.5000 IN., STEEL 


. BLOCK-PILLOW 


P&WA PART NO. PWA 56593-2 


. ADAPTER ASSY 
. REDUCER-CONE DRIVE SPEED 
. NUT-FINISH, HEX JAM 


0.3750-16, STEEL 


. LOCKWASHER 


0.3750 IN., STEEL 


. SCREW-SOCKET HD CAP 


0.3750-16 X 1.250 IN. LONG, STEEL 


P&WA PART NO. PWA 56593-23 


. BODY ASSY 


ON 
CODE 


T.O. 2J-F100-94 


INDEX 17 PWA 56338 28 INDEX 56 PWA 50016 


INDEX 57 PWA 57412 93099 


FIGURE 540. STANDS-CONTINUED 


(2-1305 Blank)/2-1306 Change 20 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 


NUMBER 


NUMBER 


PWA 27606 


PWA 27606-2 
GC-66 


PWA 50775 
MS51971-5 
AN122036 


MS20074-08-20 
S6-0-3-SR6 


R6-5-1L6 


630 

PWA 50775-13 
MS9105-81 
PWA 50775-9 
PWA 50775-6 
PWA 50775-7 


PWA 50775-1 
PWA 56338 


PWA 56338-18 
CL-146 
CL-147 
MS24671-21 
PWA 56338-29 
PWA 56338-25 


MS9321-12 
LC-042G-3 


MS51971-3 
PWA 56338-24 


MS51971-3 
0.375-16X3.0 


PWA 56338-18 
CL-146 
CL-147 
CL-17540 


MS9321-12 
LC-042G-11 


MS51971-3 


DESCRIPTION 


STANDS-CONTINUED 
STAND-MAIN GEARBOX 
SUPERSEDES PWA 21816 


P&WA PART NO. PWA 27606-1 


STAND-INLET FAN MODULE STORAGE AND 


DISASSY 
SUPERSEDED BY PWA 56338 


P&WA PART NO. PWA 50775-16 
SUPERSEDES PWA 50775-2 


. CASTER-RIGID 


P&WA PART NO. PWA 50775-15 
SUPERSEDES PWA 50775-3 


'STAND-STORAGE AND DISASSY, VARIOUS 


MODULES 
SUPERSEDES PWA 22563 
SUPERSEDES PWA 50775 
SUPERSEDES PWA 51038 


. КМОВ 


МАКЕ FROM 16305, MFD ВУ 99862 


. WASHER-SPHERICAL 


P&WA PART МО. PWA 56338-19 


. WASHER-SPHERICAL 


P&WA PART NO. PWA 56338-32 


| CLAMP-SLOTTED НЕЕЁ 
МАКЕ FROM CL-17540, MFD BY 99862 


MAKE FROM 16305, MFD BY 99862 


. WASHER-SPHERICAL 


P&WA PART NO. PWA 56338-19 


. WASHER-SPHERICAL 


P&WA PART NO. PWA 56338-32 


. CLAMP-SLOTTED HEEL 


P&WA PART NO. PWA 56338-17 


ASSY 


со о о 


со со со со со со со со со со со со со со 00 о 


Change 9 


2-1307 


7777799 


T.O. 2J-F100-94 


FIGURE 
8 INDEX 
NUMBER 


2-1308 


PART 
NUMBER 


PWA 56338-16 


MS51971-3 
0.375-16X4.5 


SSFR-250 


PWA 56338-22 
PWA 56338-33 
MS16995-81 
PWA 56338-21 
MS16555-60 
5100-250 


PWA 56338-2 
MS35307-371 
MS9321-12 
PWA 56338-4 
PWA 56338-3 
MS35307-416 
MS9321-14 
MS51971-5 
PWA 56338-13 
R6-5-EL6 


S6-1-7-EL6 


PWA 56338-1 
AA50016 


PWA 57412 


MS51957-59 

PWA 57412-4 
PWA 57412-5 
PWA 57412-3 
PWA 57412-2 
PWA 57412-1 


Change 20 


UNITS | USABLE 


PER 
DESCRIPTION ASSY 


MAKE FROM 0.375-16-4.0, MFD BY 99862 


P&WA PART NO. PWA 56338-20 


. PLUNGER 


P&WA PART NO. PWA 56338-23 


. RING-LOCATING 


` RING-SNAP 


P&WA PART NO. PWA 56338-6 


` SPACER-RIGID CASTER 
` CASTER-RIGID 


P&WA PART NO. PWA 56338-5 


. CASTER ASSY-SWIVEL 


P&WA PART NO. PWA 56338-9 


'STAND-MAINTENANCE, TURBO JET ENGINE 


СОМРОМЕМТ$ 
РОН DEPOT LEVEL USE ONLY 
P&WA PART NO. PWA 50016 
SUPERSEDES PWA 15512 
STAND-MAIN GEARBOX 
SUPERSEDES PWA 27606 


‚ ADAPTER-TEST 
` COVER-TOOL HOLDER 


MAKE FROM CG-50, MFD ВУ 55718 


ON 
CODE 


T.O. 2J-F100-94 


N 
N 


OY. | 


D J 
“№ 


ЕН 
29 


D 
RD 
U= 


| 


Р5365А 


INDEX 1 PWA57722 


FIGURE 541. STANDS-CONTINUED 


(2-1309 Blank)/2-1310 


дп т 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57722 


PWA 57722-32 
CL-4-BND 


CL-22-KA-5.0-LR 
PWA 57722-49 


PWA 57722-42 
MS16995-49 
PWA 57722-29 
MS35308-306 
MS16996-11 
PWA 57722-26 
MS16996-12 
SPB-20 


PWA 57722-25 
MS16555-65 
PWA 57722-28 


H-112-40 


MS16995-40 
PWA 57722-47 
MS16995-82 
PWA 57722-42 
CL-4-BND 


MS51972-7 
PWA 57722-45 
PWA 57722-18 
CF-1.50-S 


PWA 57722-19 
CL-16524 


MS16555-20 
LC-047EF-10SS 


PWA 57722-2 
MS16996-11 
PWA 57722-38 
MS16995-66 
PWA 57722-37 
MS16995-26 
PWA 57722-36 
TN-10 


TW-110 


PWA 57722-10 
MS16996-10 


. SCREW ASSY 


. ВВАСКЕТ ASSY 


Т.О. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


STANDS-CONTINUED 

STAND-BUILD, REAR COMPRESSOR, ROTOR AND . 
CASES 
FOR DEPOT LEVEL USE ONLY 


. SUPPORT PLATE ASSY 
. DOWEL-BULLET NOSE 


P&WA PART NO. PWA 57722-33 


. CABLE ASSY 


P&WA PART NO. PWA 57722-41 


. PIN-BALL LOCK 


MAKE FROM MS17984C425, MFD BY 96906 


гэ © D © ~ сого 


P&WA PART NO. PWA 57722-23 


~ ~ ~ 


` SCREW ASSY 
` DOWEL-BULLET NOSE 


P&WA PART NO. PWA 57722-44 


` FOLLOWER-GAM 
P&WA PART NO. PWA 57722-16 
. SUPPORT PLATE ASSY 


` LOCKNUT 


P&WA PART NO. PWA 57722-11 


. LOCKWASHER 


P&WA PART NO. PWA 57722-12 


Change 23 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PWA 57722-35 
NA3780 
P&WA PART NO. PWA 57722-13 
3729D . CUP-BEARING OMPRESS 
P&WA PART NO. PWA 57722-9 
PWA 57722-8 
MS16995-52 
PWA 57722-7 
PWA 57722-1 


2-1312 Change 3 


T.O. 2J-F100-94 


INDEX 1 PWA 53648 4 INDEX 2 РАМА 53649 


INDEX 3 PWA 57375 


98785 


FIGURE 542. STOPS 


(2-1313 Blank)/2-1314 Change 23 


ол 


= 2222222052 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53648 


PWA 53648-4 
PWA 53648-6 


PWA 53648-1 
PWA 53648-7 


MS35308-310 
PWA 53648-5 


PWA 53648-2 
PWA 53649 
AN3C-7A 
PWA 53649-3 
PWA 53649-4 
SC327 


PWA 53649-1 
PWA 57375 


CL-42-KA-12-3R 


NAS-1756-24 
PWA 57375-1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


STOPS 

STOP-LUG, INTERMEDIATE CASE DUCT LUG, OD .. 
SUPPORT 
FOR DEPOT LEVEL USE ONLY 


. SCREW-HEX HD CAP 


0.3125-18 X 1 IN. LONG, STEEL 


. WASHER 


0.3125 IN. DIA STD, STEEL 


`STOP-LUG, INTERMEDIATE CASE DUCT LUG, ID ... 


SUPPORT 
FOR DEPOT LEVEL USE ONLY 


#10 STD, STEEL 


. PIN-DOWEL 


0.25 X 0.5 IN. LONG, STEEL 


. CLAMP-SWIVEL PAD 


P&WA PART NO. PWA 53649-5 


. BRACKET ASSY 


STOP-BLEED STRAP SPRING LINK 


. CABLE ASSY 


P&WA PART NO. PWA 57375-2 


. STREAMER-WARNING 
. ARM ASSY 


Change 23 


USABLE 
ON 
CODE 


2-1315 


T.O. 2J-F100-94 


„е 


INDEX 1 PWA 32704 


13790 


FIGURE 543. STRIPS 


2-1316 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


PWA 32704 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


STRIP 

STRIP-ALMEN TEST, 6TH STAGE COMPRESSOR ... 
BLADE, SHOT PEEN 
FOR DEPOT LEVEL USE ONLY 


2-1317 


T.O. 2J-F100-94 


INDEX 14 PWA 50506 


INDEX 16 PWA 50689 


2-1318 Change 21 


FIGURE 544. SUPPORTS 


INDEX 13 PWA 50483 


INDEX 15 PWA 50688 


INDEX 17 PWA 50694 


222222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 10687 
PWA 10687-13 


PWA 10687-14 
PWA 10687-26 
PWA 10687-24 
PWA 10687-15 
PWA 10687-7 


MS16995-67 
PWA 10687-9 
PWA 10687-8 
PWA 10687-5 
PWA 10687-200 
PWA 50483 


PWA 50483-4 
482 NO.2 


PWA 50483-2 
PWA 50483-1 
PWA 50506 


MS16996-23 
MS16556-48 
PWA 50506-1 
MS16995-37 
MS15795-841 
PWA 50506-2 
PWA 50688 


PWA 50689 


PWA 50694 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


SUPPORTS 
SUPPORT-FRONT COMPRESSOR DRIVE TURBINE . 
. SCREW-MACHINE, BUTTON HD 

5-40 X 0.375 IN. LONG, STEEL 
. CHAIN-JACK, SINGLE IRON 

NO. 16 X 10.000 IN. LONG 
. PIN-QUICK RELEASE 

MAKE FROM MS17986C845, MFD BY 96906 
. PIN-SLOTTED TUBULAR 

0.1875 IN. DIA X 1.000 IN. LONG 
. KNOB-HAND 

MAKE FROM HK-616, MFD BY 10351 


SUPPORT-MAIN OIL PUMP HOUSING 
FOR DEPOT LEVEL USE ONLY 

. SCREW-FLAT HD MACHINE 
8-32 X 0.3750 IN. LONG, STEEL 


. SUPPORT ASSY 

SUPPORT-REAR COMPRESSOR VANE AND 
CASES, BUILD STAND 
FOR DEPOT LEVEL USE ONLY 


SUPPORT-GEARBOX DRIVE BEVEL GEAR SHAFT .. 
BALL BEARING SLEEVE 
SUPPORT-GEARBOX DRIVE BEVEL GEAR SHAFT .. 
BALL BEARING SLEEVE 
SUPPORT-NO. 2 BEARING HOUSING 
SUPERSEDED BY PWA 57490 


Change 21 


ON 
CODE 


2-1319 


T.O. 2J-F100-94 


INDEX 1 PWA 51308 INDEX 11 PWA 57908 


INDEX 12 PWA 51204 INDEX 24 PWA 57490 


INDEX 25 PWA 56704 = INDEX 26 PWA 57913 = 


FIGURE 545. SUPPORTS-CONTINUED 


2-1320 Change 26 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 51308 


MS16995-32 
MS9321-12 
MS16995-36 
MS9321-09 
PWA 51308-4 
PWA 51308-11 
25904 


25901 

PWA 51308-8 
PWA 57908 
PWA 51204 
PWA 51204-10 
PWA 51204-11 
PWA 51204-9 
PWA 51204-3 


PWA 51204-6 
PWA 51204-7 


PWA 51204-4 
PWA 51204-5 


MS124775 
PWA 51204-8 
PWA 51204-12 
PWA 57490 


PWA 56704 


PWA 57913 


DESCRIPTION 


SUPPORTS-CONTINUED 


SUPPORT-FRONT COMPRESSOR DRIVE TURBINE . 


SHAFT, HORIZONTAL 


P&WA PART NO. PWA 51308-9 


. SUPPORT ASSY 
SUPPORT-RETAINING NUTS, TURBINE TIEROD .... 


SUPPORT-REAR COMPRESSOR REAR HUB 
TRUNNIONING 
SUPERSEDED BY PWA 51203 


. SCREW-SOCKET HD CAP 


0.3750-16 X 1.125 IN. LONG 


. SPOOL-LIFTING 


` SCREW-SOCKET HD CAP 


0.250-20 X 0.8750 IN. LONG 


. PLATE ASSY 
. SCREW-SOCKET HD CAP 


0.250-20 X 1.000 IN. LONG 


` SCREW-SOCKET HD CAP 


10-32 X 0.500 IN. LONG 


SUPPORT-NO. 2 BEARING HOUSING 
SUPERSEDES PWA 50694 
SUPPORT-TURBINE TIEROD 
REMOVAL/INSTALLATION 
REPLACES PWA 52620 
SUPPORT-BUILD, PIN & COLLAR INSTALLATION .... 
3RD & 4TH STAGE TURBINE VANE 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


D — D о ч D > - 


со 


Change 26 


USABLE 


ON 
CODE 


2-1321 


T.O. 2J-F100-94 


INDEX 2 PWA 50862 


13793 


FIGURE 546. SUPPORTS-CONTINUED 


2-1322 Change 25 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


SUPPORTS-CONTINUED 
PWA 50860 SUPPORT-3RD STAGE TURBINE ROTOR ASSY 
PWA 50862 SUPPORT-NO. 2 BEARING SUPPORT 
PWA 50862-1B . GASKET-NEOPRENE 
PWA 50862-1E . GASKET-NEOPRENE 
PWA 51304 SUPPORT-1ST STAGE CASE AND STATOR TO 
BUILD STAND 
FOR DEPOT LEVEL USE ONLY 
DELETED 
PWA 51415 SUPPORT-TRANSVERSE, ENGINE TRANSFER 
ADAPTER 
MS51957-47 
H-956-LS-1-RG 
РАМУ PART МО. PWA 51415-16 
SLS-12-B-22 . PIN-BUTTON HANDLE 
P&W PART NO. PWA 51415-14 
CL-23-KA-16-LR . CABLE ASSY 
РАМУ PART NO. PWA 51415-15 
CL-672-PB 


MS51957-63 
PWA 51415-8 | 
13-84 . BEARING-THRUST 
P&W PART NO. PWA 51415-18 
W-2 . BEARING-THRUST 
P&W PART NO. PWA 51415-18 
MS51977-98 
PWA 51415-7 Е 
РМА 51415-17 . SCREW-JACK 
РМА 51415-1 . BASE-JACK 


Change 27 2-1323 


T.O. 2J-F100-94 


2-1324 


Do 


INDEX 1 PWA 52517 


INDEX 3 PWA 52585 


INDEX 31 PWA 52676 


Change 21 


FIGURE 547. SUPPORTS-CONTINUED 


INDEX 32 PWA 52795 


96814 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


SUPPORTS-CONTINUED 
PWA 52517 SUPPORT-MAIN PUMP HOUSING ASSY 
FOR DEPOT LEVEL USE ONLY 
PWA 52520 SUPPORT-MAIN PUMP HOUSING ASSY 
FOR DEPOT LEVEL USE ONLY 
MS16995-25 
MS15795-841 
PWA 52520-2 
PWA 52520-3 
PWA 52520-1 
PWA 52585 
PWA 52585-2 
PWA 52585-1 
PWA 52620 SUPPORT-RETAINING NUTS, TURBINE TIEROD .... 
REPLACED BY PWA 56704 
CL-23-KA-9 . CABLE ASSY 
P&WA PART NO. PWA 52620-22 
PWA 52620-23 
PWA 52620-8 
MS16995-36 
MS9321-09 
PWA 52620-4 
16307 . HANDKNOB 
P&WA PART NO. PWA 52620-19 
MS16555-28 
37907 


MS35307-338 
MS15795-811 
PWA 52620-10 
Р-112-22 


= о № 


P&WA PART МО. PWA 52620-9 
PWA 52620-16 . ARM ASSY 
PWA 52620-18 
MS16995-70 
MS35307-334 
MS16995-36 
PWA 52620-17 
PWA 52620-3 
PWA 52620-1 
PWA 52620-5 
25901 


СО = а а „б. Ба = 


PWA 52620-2 
PWA 52620-26 
TW241 


= 


P&WA PART NO. PWA 52620-27 

PWA 52676 ADAPTER-3RD STAGE TURBINE DISK 
REPLACED BY PWA 56705 

PWA 52795 SUPPORT-REAR COMPRESSOR ROTOR, 

ADJUSTING 

MS51971-5 

PWA 52795-5 

MS16556-631 

PWA 52795-3 

PWA 52795-4 . PUCK ASSY 

PWA 52795-1 . PLATE ASSY 


Change 22 2-1325 


T.O. 2J-F100-94 


INDEX 2 GS21792-1 


INDEX 3 GS22481-1 INDEX 4 PWA 57857 


INDEX 5 PWA 56650 93124 


FIGURE 548. SUPPORTS-CONTINUED 


2-1326 Change 20 


доп о 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


GS22628-1 
GS21792-1 
GS22481-1 
PWA 57857 


PWA 56650 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


SUPPORTS-CONTINUED 
SUPPORT-CONNECTOR 
FOR DEPOT LEVEL USE ONLY 
SUPPORT-CONNECTOR 
FOR DEPOT LEVEL USE ONLY 
SUPPORT-CONNECTOR 
FOR DEPOT LEVEL USE ONLY 
SUPPORT-HIGH COMPRESSOR FORWARD SPLIT .. 
CASES 
SUPERSEDES PWA 57729 
SUPPORT-FRONT COMPRESSOR DRIVE TURBINE . 
SHAFT 
SUPERSEDES PWA 52940 


Change 20 2-1327 


T.O. 2J-F100-94 


INDEX 1 PWA 52925 


@e INDEX 15 PWA 53330 
INDEX 3 PWA 52940 
| — 16А 


INDEX 16 PWA 53644 INDEX 17 PWA 53825 


98786 


FIGURE 549. SUPPORTS-CONTINUED 


2-1328 Change 23 


777917 


222202222 


2222222222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52925 
PWA 52926 


PWA 52926-3 
PWA 52926-4 


PWA 52926-2 
PWA 52926-1 
PWA 52940 


CL23-KA-14LR 


MS17984-410 
MS35289-36 
PWA 52940-3 
NAS607-6-10 
S305L-1-4X4 


S-2510 
305R 


PWA 52940-7 
25903 


PWA 52940-1 
PWA 53330 


PWA 53330-6 


PWA 53330-5 
PWA 53330-4 
PWA 53330-3 
25906 


PWA 53330-1 
PWA 53644 


PWA 53644-7 
PWA 53644-6 
PWA 53644-4 
PWA 53644-5 
PWA 53644-3 
PWA 53644-1 


PWA 53644-2 
PWA 53825 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


SUPPORTS-CONTINUED 
SUPPORT-TUBING 

FOR DEPOT LEVEL USE ONLY 
SUPPORT-TUBING 

FOR DEPOT LEVEL USE ONLY 


` LOCATOR 


SUPPORT-FRONT COMPRESSOR DRIVE TURBINE . 
SHAFT 
SUPERSEDED BY PWA 56650 


. CABLE ASSY 


P&WA PART NO. PWA 52940-11 


P&WA PART NO. PWA 52940-8 


. TURNBUCKLE 


P&WA PART NO. PWA 52940-9 
P&WA PART NO. PWA 52940-10 


. BRACKET ASSY 


P&WA PART NO. PWA 52940-4 


. STAND ASSY 


SUPPORT-CASE AND DUCT SET TURBINE REAR... 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 52489 


. SCREW-SOCKET HD CAP 


10-24 X 0.75 IN. LONG, STEEL 


FOR DEPOT LEVEL USE ONLY 


. SCREW-SOCKET HD CAP 


10-24 X 0.750 IN. LONG, STEEL 


0.25-20 X 0.75 IN. LONG, STEEL 


. SCREW-SOCKET HD CAP 


0.25-20 X 0.875 IN. LONG, STEEL 


`SUPPORT-ASSY, POWER TAKEOFF GEARSHAFT ... 
DUPLEX BEARING 
FOR DEPOT LEVEL USE ONLY 


Change 23 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


2-1330 


25 
INDEX 4 P4006409 


FIGURE 550. SUPPORTS-CONTINUED 


PS372AX1 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


MS90726-135 
MS35338-49 
AM3885 


P4006409 
MS17986-C833 
P32759 
P4021551 
P32758 
P4045516 
P4006423 
P4045515 
P4006422 


P4006421 
P32759 


P4021551 
P32758 


MS17987-C407 


P4021553 


P4021599 


MS20365-820C 
MS51922-37 
MS90726-120 


MS27183-18 
MS90726-3 
P4006464 
P4030507 
MS17987-C407 


P4021553 


P32759 


P4021551 
P32758 


P4006499 
MS20365-820C 
MS51922-37 
MS90726-113 
MS90726-114 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


SUPPORTS-CONTINUED 


ADAPTER-DOUBLE ROLLER, SINGLE BRAKE 
P&WA PART NO. P4021555 
SUPPORT ASSY-ENGINE 
PARTIAL BREAKDOWN FOLLOWS 


. COLLAR-WIRE ROPE 
. COLLAR-WIRE ROPE 
. WIRE ROPE-STEEL 


0.063 DIA X 12.000 IN. LONG 


. NUT-PLAIN, НЕХ 


0.750-16 X 0.422 IN. THK 


. CONNECTOR-ROD END 


0.750-16 X 3.500 IN. LONG 


. NUT-PLAIN, НЕХ 


0.750-16 LH X 0.422 IN. LONG 


. CONNECTOR-ROD END 


0.750-16 LH X 3.500 IN. LONG 


. TURNBUCKLE-ENGINE SHIPPING 
. COLLAR-WIRE ROPE 


SEE T.O. 35-1-672 


. COLLAR-WIRE ROPE 
. WIRE ROPE-STEEL 


0.063 DIA X 12.000 IN. LONG 
SEE T.O. 35-1-672 


SEE T.O. 35-1-672 


. PIN-ENGINE SUPPORT 


0.560 IN. DIA X 3.200 IN. LONG 
SEE T.O. 35-1-672 


. CLEVIS-ENGINE SHIPPING SUPPORT, 


SEE T.O. 35-1-645 


PLATE-LOCK, ENGINE SHIPPING SUPPORT 
. PIN-ENGINE SHIPPING 


SEE T.O. 35-1-672 


. PIN-ENGINE SUPPORT 


0.560 IN. DIA X 3.200 IN. LONG 
SEE T.O. 35-1-672 


. COLLAR-WIRE ROPE 


SEE T.O. 35-1-672 


. COLLAR-WIRE ROPE 
. WIRE ROPE-STEEL 


0.063 DIA X 12.000 IN. LONG 
SEE T.O. 35-1-672 


. BRACE-ENGINE SHIPPING SUPPORT 


SEE T.O. 35-1-672 


ON 
CODE 


2-1331 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-1332 


PART 
NUMBER 


P4006459 
P4006440 


P4030517 
P4006433 


P4030517 
P4006452 
P4030509 
P4021558 


4043708 
P4030517 


P4006451 
P4006443 


UNITS 
PER 
DESCRIPTION ASSY 


. BRACE-ENGINE SHIPPING SUPPORT 

. SUPPORT HALF-ENGINE SHIPPING, LEFT ВЕАВ, .. 
ASSY OF 

.. PLATE-INSTRUCTION, WARNING 

. SUPPORT HALF-ENGINE SHIPPING, RIGHT REAR, 
ASSY OF 

.. PLATE-INSTRUCTION, WARNING 

. BASE-ENGINE SHIPPING SUPPORT 

. BASE-ENGINE SHIPPING SUPPORT 

. SUPPORT-ENGINE SHIPPING, FRONT, ASSY ОР... 
SEE T.O. 35-1-645 

SUPERSEDES P4045510 
.. BUSHING-SLEEVE 
0.564 ID X 0.689 OD X 0.4925 IN. LONG 

.. PLATE-INSTRUCTION, WARNING 

. BASE-ENGINE SHIPPING SUPPORT 

. BASE-ENGINE SHIPPING SUPPORT 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


ШЕТ» 
INDEX 1 PWA 55151 ` 
2227 
12 9 — Bee —7 


EN 12B 12А 15 


INDEX 4 PWA 55154 Eg 


|— 
24 — 


4 


INDEX 10 PWA 55460 
INDEX 22 PWA 55609 


27 


28 


27B 27А 


E INDEX 26 PWA 55153 


INDEX 29 PWA 57729 


93347 


FIGURE 551. SUPPORTS-CONTINUED 


(2-1333 Blank)/2-1334 Change 20 


222222 


222222 


доп UU I 


DI то 77717979 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55151 


PWA 55151-2 
MS16995-49 
PWA 55151-2-2 


PWA 55151-1 
MP330-H2-RC1 


PWA 55154 


PWA 55154-5 
PWA 55154-4 
PWA 55154-2 
MS51971-13 
PWA 55154-1 
PWA 55154-6 
MP340H2-RC1 


PWA 55460 


CL-23-KA-4.0-LR 


PWA 55460-10 
80-RED 


AN240-4 


MS16995-50 
MS9321-10 
PWA 55460-6 
PWA 55460-2 
PWA 55460-4 
CL-1213-SKS 


MS16995-95 
MS16555-49 
PWA 55460-1 
PWA 55609 


MS35307-306 
47814 


PWA 55609-1 
PWA 55153 


PWA 55153-2 
MS35307-308 
PWA 55153-2-2 


PWA 55153-1 
MP340-H2-RC1 


PWA 57729 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


SUPPORTS-CONTINUED 
SUPPORT-BALANCE PLATE DISK HOLD DOWN 

1ST STAGE 

FOR DEPOT LEVEL USE ONLY 


. SET SCREW ASSY 


MAKE FROM М$9321-10, MFD ВУ 96906 


. SET-SUPPORT 


P&WA PART МО. PWA 55151-3 
PLATE-BALANCE HOLD DOWN, TURBINE 3RD OR .. 
4TH STAGE 
FOR DEPOT LEVEL USE ONLY 


P&WA PART МО. PWA 55154-3 
SUPPORT-BUILD STAND, AUGMENTOR NOZZLE.... 
FRONT FLANGE 
SUPERSEDES PWA 52680 


. CABLE ASSY 


P&WA PART NO. PWA 55460-11 


. FLAG ASSY 


P&WA PART NO. PWA 55460-10-1 


.. EYELET-BRASS 


P&WA PART NO. PWA 55460-10-2 


` SCREW ASSY 
` INSERT-THREADED 
P&WA PART NO. PWA 55460-12 


'SUPPORT-2ND STAGE TURBINE SEAL BALANCE ... 


FOR DEPOT LEVEL USE ONLY 


P&WA PART МО. PWA 55609-2 


. RING-RETAINING 


SUPPORT-STATIC BALANCE PLATE DISK HOLD .... 
DOWN 2ND STAGE 
FOR DEPOT LEVEL USE ONLY 


. SET SCREW ASSY 


MAKE FROM М$9321-10, MFD ВУ 96906 


. SET-SUPPORT 


P&WA PART МО. PWA 55153-3 
SUPPORT-HIGH COMPRESSOR FORWARD SPLIT .. 
CASES 
SUPERSEDED BY PWA 57857 


Change 20 2-1334.1 


= 22222 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-1334.2 


PART 
NUMBER 


MS90726-32 
MS9321-11 
MS90726-13 
MS9321-10 
PWA 57729-6 
MS16995-49 
PWA 57729-1 


Change 20 


DESCRIPTION 


UNITS 
PER 
ASSY 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


A 


INDEX 1 GS22472-1 INDEX 2 GS22432-1 


(E INDEX 14 PWA 55175 
101620 


FIGURE 552. SUPPORTS-CONTINUED 


(2-1335 Blank)/2-1336 Change 24 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 


эээ 


МУМВЕВ 


GS22472-1 
GS22432-1 
PWA 57195 
CL-652-PB 


PWA 57195-5 
PWA 57195-6 
PWA 57195-7 
MS18211-64C 
PWA 57195-3 
MS35691-35 
PWA 57195-9 
MS51971-12 
PWA 57195-1 
PWA 55175 


PWA 55175-1 
MS16995-52 
F17871 


PWA 55175-5 
F17870 


MP340-H2-RC1 


DESCRIPTION ASSY 


SUPPORTS-CONTINUED 
SUPPORT-ROTOR ASSY REMOVAL 

FOR DEPOT LEVEL USE ONLY 
SUPPORT-BEARING HSG INNER FLANGE 

FOR DEPOT LEVEL USE ONLY 
SUPPORT-REAR HPT ASSY/DISASSY 

FOR DEPOT LEVEL USE ONLY 


. BALL-PLASTIC 


P&WA PART NO. PWA 57195-4 


` BASE ASSY 


SUPPORT-PLATE HOLD DOWN SPACER 13TH 
STAGE COMP 
FOR DEPOT LEVEL USE ONLY 


` CONTAINER 


P&WA PART NO. PWA 55175-4 


` CONTAINER-PLASTIC 


P&WA PART NO. PWA 55175-6 


P&WA PART NO. PWA 55175-2 


Change 24 


CODE 


2-1337 


T.O. 2J-F100-94 


7— 6 62) 


INDEX 1 Р\МА 54386 


PS373B 


FIGURE 553. SWITCHES 


2-1338 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 54386 

PWA 54386-6 
MS16995-18 
PWA 54386-2 
44A45-02-02-03N 
VCSPT 


MS16995-10 
MS3102A14S5P 


T6-B 

T6-R 

24-538 

BJ27 
TRD13D12WL 


PWA 54386-1 


SWITCHES 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


SWITCH ASSY-HAND EDDY CURRENT 


INSPECTION BENCH 


` SWITCH-ROTARY 


P&WA PART NO. PWA 54386-16 


. SWITCH-PUSH BUTTON 


P&WA PART NO. PWA 54386-5 


` CONNECTOR 


P&WA PART NO 


. PALM BUTTON 


P&WA PART NO 


. PALM BUTTON 


P&WA PART NO 


. KNOB-POINTER 


P&WA PART NO 


. CONNECTOR, ВМС 


P&WA PART МО 


. SWITCH-ROCKER 


P&WA PART NO 


2-1339 


T.O. 2J-F100-94 


INDEX 1 PWA 50172 INDEX 2 PWA 56033 


INDEX 3 PWA 56068 INDEX 4 791740 


PS373C 


FIGURE 554. SYSTEMS-AIR SUPPLY 


2-1340 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


SYSTEM-AIR SUPPLY 
PWA 50172 SYSTEM-HIGH PRESSURE AIR SUPPLY 1 
FOR DEPOT LEVEL USE ONLY 
PWA 56033 SYSTEM-INTERFACE ASSY, EAU, INTERMEDIATE .. 1 
PWA 56068 SYSTEM-INTERFACE ASSY, EAU INTERMEDIATE ... 1 
797140 SYSTEM-INTERFACE ASSY, EAU INTERMEDIATE ... 1 
P&WA PART NO. PWA 56032 


Change 13 2-1341 


T.O. 2J-F100-94 


2-1342 


о 


INDEX 1 PWA 53499 


INDEX 3 PWA 53535 


INDEX 5 PWA 53570 


PWA54542 


E 


INDEX 7 PWA 54543 


Change 21 


FIGURE 555. TEMPLATES 


INDEX 2 PWA 53517 


INDEX 4 PWA 53553 


INDEX 6 PWA 53586 


96816 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


TEMPLATES 

PWA 53499 TEMPLATE-SCRIBE, 6TH STAGE COMPRESSOR .... 
STATOR VANE SECTIONS 
FOR DEPOT LEVEL USE ONLY 

PWA 53517 TEMPLATE-SCRIBE, 7ТН STAGE COMPRESSOR .... 
STATOR VANE SECTIONS 
FOR DEPOT LEVEL USE ONLY 

PWA 53535 TEMPLATE-SCRIBE, 8TH STAGE COMPRESSOR .... 
STATOR VANE SECTIONS 
FOR DEPOT LEVEL USE ONLY 

PWA 53553 TEMPLATE-SCRIBE, 9TH STAGE COMPRESSOR .... 
STATOR VANE SECTIONS 
FOR DEPOT LEVEL USE ONLY 

PWA 53570 TEMPLATE-SCRIBE, 10TH STAGE COMPRESSOR ... 
STATOR VANE SECTIONS 
FOR DEPOT LEVEL USE ONLY 

PWA 53586 TEMPLATE-SCRIBE, 11ТН STAGE COMPRESSOR ... 
STATOR VANE SECTIONS 
FOR DEPOT LEVEL USE ONLY 

PWA 54543 TEMPLATE-2ND STAGE TURBINE BLADE, UT 
FOR DEPOT LEVEL USE ONLY 


Change 21 2-1343 


T.O. 2J-F100-94 


INDEX 1 PWA 53602 INDEX 2 PWA 53618 


INDEX 3 PWA 57469 (2 INDEX 4 PWA 70140 


INDEX 10 PWA 70143 


FIGURE 556. TEMPLATES-CONTINUED 


2-1344 Change 24 


эл? 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53602 


PWA 53618 


PWA 57469 


PWA 70140 


MS35307-305 
MS9321-10 
PWA 70140-1 
PWA 70140-2 
Х-1 


PWA 70143 


MS35307-305 
MS9321-10 
PWA 70143-1 
PWA 70143-2 
X-1 


T.O. 2J-F100-94 


ОМІТ | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


TEMPLATES-CONTINUED 
TEMPLATE-SCRIBE, 12TH STAGE COMPRESSOR ... 
STATOR VANE SECTIONS 
FOR DEPOT LEVEL USE ONLY 
TEMPLATE-SCRIBE, COMPRESSOR STATOR EXIT .. 
VANE SECTION 
FOR DEPOT LEVEL USE ONLY 
TEMPLATE-AUGMENTOR NOZZLE SEGMENT, 
POSITION CHECKING 
TEMPLATE-SCRIBE, OUTER COMBUSTION LINER .. 
DILUTION CUP REPLACEMENT, REPAIR 
FOR DEPOT LEVEL USE ONLY 


. CONTAINER 
P&WA PART МО. PWA 70140-5 
TEMPLATE-SCRIBE, INNER COMBUSTION LINER ... 
DILUTION CUP REPLACEMENT, REPAIR 
FOR DEPOT LEVEL USE ONLY 


CONTAINER 


P&WA PART МО. PWA 70143-5 


Change 24 2-1344.1 


T.O. 2J-F100-94 


INDEX 1 PWA 70290 


101622 


FIGURE 556A. TEMPLATES-CONTINUED 


2-1344.2 Change 24 


JU DD UU Биз Баз Биз Баз Баз Баз Баз Баз Баз D U Баз DC u UU Баз Баз Баз Баз UD D D Баз D C u D Баз Биз Баз Баз йвз Биз DU Биз Баз Баз Биз Биз DU Баз Баз Биз Баз Баз u Баз Баз Баз ее Биз Баз Биз Баз] 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 70290 


MS35307-362 
MS9321-12 
CL-7-DPX 


CL-7-RP 
L-56-12 


PWA 70290-2 
91259AT12 


PWA 70290-43 
PWA 70290-13 
PWA 70290-29 
CL-3816-KS 


9452K60 

PWA 70290-10 
1723A2 
CL-415-TSAN 
91259A589 


PWA 70290-4 
PWA 70290-15 
PWA 70290-38 
MS35691-3 
PWA 70290-37 
CL-16514 


PWA 70290-33 
MS51021-58 
MS16555-381 
MS51957-61 
PWA 70290-21 
PWA 70290-25 
PWA 70290-27 
PWA 70290-9 
PWA 70290-12 
PWA 70290-14 
PWA 70290-17 
PWA 70290-20 
PWA 70290-22 
MS16555-343 
PWA 70290-8 
PWA 70290-7 
PWA 70290-16 
PWA 70290-24 
PWA 70290-26 
PWA 70290-11 
PWA 70290-28 


DESCRIPTION 


TEMPLATES-CONTINUED 


TEMPLATE-EDM, TURBINE EXHAUST CASE 


STRUT REOPERATION, REPAIR 
FOR DEPOT LEVEL USE ONLY 


` PIN-DIAMOND 


P&WA PART NO 


. PIN-ROUND 


P&WA PART NO 


P&WA PART NO 


. TEMPLATE 
. SCREW-SHOULDER 


P&WA PART NO 


P&WA PART NO 


. POST-ALIGNMENT 
MAKE FROM 3009A163, MFD BY 39428 
. HOLDER-SPRING CLIP 


P&WA PART NO. PWA 70290-50 


. IHUMBSCREW-TORQUE 


P&WA PART NO. PWA 70290-48 


. SCREW-SHOULDER 


P&WA PART NO. PWA 70290-47 


. ARM-CLAMP 
. NUT-KNURLED CLAMP 
. PAD-CLAMP 


` STUD-THREADED 
` KNOB-KNURLED 


P&WA PART NO. PWA 70290-49 


. STUD-THREADED 
. SETSCREW 


. HOLDER-CLAMP 
. ELECTRODE 
. ELECTRODE 
. ELECTRODE 
. ELECTRODE 
. ELECTRODE 
. ELECTRODE 
. ELECTRODE 
. ELECTRODE 


` PIN-GUIDE 
` HOLDER-ELECTRODE 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


1 
2 
4 
3 
3 
2 


omk = на на До ND нина на на на << на часа (ОР бЭ ГО 


Change 24 


USABLE 
ON 
CODE 


2-1344.3 


222222222 


Т.О. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-1344.4 


PART 
NUMBER 


PWA 70290-23 
LC-080J-8 


MS16555-343 
MS16555-329 
PWA 70290-41 
PWA 70290-40 
PWA 70290-39 
PWA 70290-1 


Change 24 


DESCRIPTION 


UNITS 
PER 
ASSY 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 1 PWA 55171 


INDEX 18 PWA 70558 INDEX 21 PWA 70565 
INDEX 19 PWA 70561 INDEX 22 PWA 70571 
INDEX 20 PWA 70568 


INDEX 23 PWA 70574 
INDEX 24 PWA 70577 


FIGURE 557. TEMPLATES-CONTINUED 


(2-1345 Blank)/2-1346 Change 24 


101623 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55171 


NAS1352-3-10 
MS35425-70 
PWA 55171-14 
NAS607-2-6 
PWA 55171-15 
PWA 55171-4 
MS35691-1 
PWA 55171-8 
NAS607-2-4 
NAS607-4-10 
PWA 55171-5 
PWA 55171-7 
PWA 55171-10 
MP380H6-RCH 


PWA 55171-1 
PWA 55171-2 
PWA 70558 


PWA 70561 


PWA 70568 


PWA 70565 


PWA 70571 


PWA 70574 


PWA 70577 


DESCRIPTION 


TEMPLATES-CONTINUED 
TEMPLATE-SCRIBE, TURBINE EXHAUST CASE 

STRUT TRAIL EDGE 

FOR DEPOT LEVEL USE ONLY 


. LOCATOR PIN 

. PIN-DOWEL 

. PIN-DOWEL 

. LOCATOR PIN 

. LOCATOR PIN 

. BAR ASSEMBLY 


P&WA PART NO. PWA 55171-12 


. TEMPLATE ASSEMBLY 
. TEMPLATE ASSEMBLY 


T.O. 2J-F100-94 


UNITS| USABLE 


PER 
ASSY 


аа а Бу - RA RAD 


TEMPLATE-MARKING, 6TH STAGE COMPRESSOR 


STATOR ASSY 
FOR DEPOT LEVEL USE ONLY 


TEMPLATE-MARKING, 7TH STAGE COMPRESSOR 


STATOR ASSY 
FOR DEPOT LEVEL USE ONLY 


TEMPLATE-MARKING, 9TH STAGE COMPRESSOR 


STATOR ASSY 
FOR DEPOT LEVEL USE ONLY 


TEMPLATE-MARKING, 8TH STAGE COMPRESSOR 


STATOR ASSY 
FOR DEPOT LEVEL USE ONLY 
TEMPLATE-MARKING, 10TH STAGE 
COMPRESSOR STATOR ASSY 
FOR DEPOT LEVEL USE ONLY 
TEMPLATE-MARKING, 11TH STAGE 
COMPRESSOR STATOR ASSY 
FOR DEPOT LEVEL USE ONLY 
TEMPLATE-MARKING, 12TH STAGE 
COMPRESSOR STATOR ASSY 
FOR DEPOT LEVEL USE ONLY 


Change 7 


ON 
CODE 


2-1347 


T.O. 2J-F100-94 


INDEX 3 TI50096 
10 11 13 15 17 
| | || | | 
(| s s A 
| 12 14 16 „Р 
18-2 
18-9 20 
pp re a) 21 
— a ce 
II чер 
22 
INDEX 5 PWA 55919 INDEX 9 PWA 57448 


PS376AX5 


FIGURE 558. TESTERS 


2-1348 Change 9 


= IDI D 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55456 


TI50003F 


1543003 


Т150096 


С522411-1 
PWA 55919 


PWA 55919-3 
5554К14 


Р\\/А 55919-1 
PWA 57448 


MS29513-012 
PWA 57448-13 
10673 

SH3-62 

H3-65 

H3-66 

SH3-63 

9767 

42802 
35-1009SW-02L 
10675 

10645 


PWA 57448-1-1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


TESTERS 
TESTER-MOMENT WEIGHT, COMPRESSOR AND ... 
TURBINE BLADES 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 52939 
SUPERSEDES PWA 52937 
TESTER-CARBON SEAL 
P&WA PART NO. PWA 50003 
SUPERSEDED BY 1543003 
TESTER-CARBON SEAL 
SUPERSEDES TI50003F 
P&WA PART NO. PWA 50003 
TESTER-HYDRAULIC, COMPRESSOR VANE 
POSITIONING TTU-372/E 
P&WA PART NO. PWA 50096 
SUPERSEDES PWA 50116 
SUPERSEDES ТІ50045 
P&WA PART NO. PWA 50045 
SUPERSEDES PWA 50028 
TESTER-SPRING 
FOR DEPOT LEVEL USE ONLY 
TESTER-AIRFLOW, 2ND STAGE TURBINE BLADE ... 
SEAL 


. ADAPTER ASSY 


P&WA PART NO. PWA 55919-2 


. MOLD ASSY 


TESTER-BLEED ACTUATING, CYLINDER CHECK.... 
SUPERSEDES PWA 51409 


` NIPPLE-SHORT 
P&WA PART NO. PWA 57448-8 


P&WA PART NO. PWA 57448-4 


. COUPLER-DUST PLUG 


P&WA PART NO. PWA 57448-5 


. NIPPLE-DUST CAP 


P&WA PART NO 


P&WA PART NO 


. FITTING-REDUCING 


P&WA PART NO 
P&WA PART NO 


. NIPPLE-LONG 


P&WA PART NO. PWA 57448-9 


. ELBOW-STREET, 45 DEG 


P&WA PART NO. PWA 57448-3 


. HAND PUMP ASSY 


MAKE FROM 4017 OR P159D, MFD BY 45225 


Change 24 


USABLE 


ON 
CODE 


2-1348.1 


T.O. 2J-F100-94 


INDEX 1 PWA 57371 


55146 


FIGURE 558A. TESTERS-CONTINUED 


2-1348.2 Change 9 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57371 
SVT270P 


FA5198AEA0060 


MS16555-630 
PWA 57371-3 
MS9068-113 
PWA 57371-1 
CL52KA81414LR 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


TESTERS-CONTINUED 
TESTER-VACUUM, PS2 PROBE TO DEEG 
. PUMP/GAGE-VACUUM 

P&WA PART NO. PWA 57371-4 
. HOSE ASSY 
P&WA PART NO. PWA 57371-5 


` CABLE ASSY 
P&WA PART NO. PWA 57371-6 


Change 25 2-1349 


T.O. 2J-F100-94 


INDEX 5 BH19066 INDEX 6 24137-1 


PS376BX1 


FIGURE 559. TEST SETS 


2-1350 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


TEST SETS 
PWA 50025 TEST SET-IGNITION SYSTEM А/Е 24T-116 
H278K TEST SET-AIRCRAFT ENGINE А/Е 24T-137 
P&WA PART NO. PWA 50037 
TI50047 TEST SET-PNEUMATIC, AIRCRAFT ENGINE 
COMPONENT 
P&WA PART NO. PWA 50047 
SUPERSEDES PWA 50032 
SUPERSEDED BY 1093005 
1093005 TEST SET-PNEUMATIC, AIRCRAFT ENGINE 
COMPONENT 
SUPERSEDES T150047 
P&WA PART NO. PWA 50047 
H298 TEST SET-AIRCRAFT ENGINE А/Е 24T-141 
P&WA PART NO. PWA 50081 
BH19066 TEST SET-ADAPTER EXTENDER BOARDS A/E 
247-141 
P&WA PART NO. РМА 50093 
24137-1 TEST SET-SCS, AIRCRAFT ENGINE A/E 24Т-136.... 
P&WA PART NO. PWA 50097 


Change 11 2-1351 


T.O. 2J-F100-94 


TE 
O аб” 


[| 


INDEX 1 PWA 52105 


INDEX 3 ATT50181 


INDEX 2 HS754160 


"Sr 


aot 


oe ee eee ЕТЕ 


INDEX 5 H605 OR AHT56038 


ре 


INDEX 4 T150182 


61701 


CONTINUED 


FIGURE 560. TEST SETS- 


Change 11 


2-1352 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


TEST SETS-CONTINUED 
PWA 52105 TEST SET-AUTOMATED GROUND ENGINE, А/Е .... 
24T-162 
HS754160 TEST SET-AIRCRAFT ENGINE А/Е 24T-136 
P&WA PART NO. PWA 50105 
ATT50181 TEST SET-ELECTRICAL CABLE TTU-361/E 
P&WA PART NO. PWA 50181 
USE WITH 2752461 AND 2752462 
FOR DEPOT LEVEL USE ONLY 
TI50182 TEST SET-ELECTRICAL CABLE, TTU-362/E 
P&WA PART NO. PWA 50182 
SUPERSEDED BY 2752461 
SUPERSEDED BY 2752462 
H605 TEST SET-PRESSURE, TTU-471/E 
P&WA PART МО. PWA 56038 
AHT56038 TEST SET-PRESSURE, TTU-471/E 
P&WA PART МО. PWA 56038 


Change 11 2-1353 


T.O. 2J-F100-94 


ШШ 
ІШ 
ІШІ 


Ф 


М 
W 


Ш 


INDEX 2 BMI50001 


INDEX 1 BMI50000 r I 
pen > 


INDEX 4 РМА 50004 


INDEX 3 А050002 
n= 0807 ре б 


ЕЕЕ Г 
wat) E) E 
PELLI 


ODO ze 
| 


a =e = 


INDEX 6 PWA 50006 


INDEX 5 AD50005 Г => 
рэ”? 007 = 
PS376DX1 


FIGURE 561. TEST STANDS 


2-1354 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


BMI50000 


BMI50001 


AD50002M1 


AD50002M2 


AD50002M3 


PWA 50004 


AD50004M2 


AD50004M3 


AD50005M1 


AD50005M2 


AD50005M3 


PWA 50006 


ВЕ!50006-1 


ВЕІ50006-2 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


TEST STANDS 
TEST STAND-MAIN FUEL PUMP 
FOR DEPOT LEVEL USE ONLY 
P&WA PART NO. PWA 50000 
SUPERSEDED BY PWA 53110 
FOR 220/2004 
TEST STAND-AUGMENTOR FUEL PUMP 
FOR DEPOT LEVEL USE ONLY 
P&WA PART NO. PWA 50001 
TEST STAND-UNIFIED CONTROL 
FOR DEPOT LEVEL USE ONLY 
P&WA PART NO. PWA 50002-1 
SUPERSEDES PWA 50002 
TEST STAND-UNIFIED CONTROL 
FOR DEPOT LEVEL USE ONLY 
P&WA PART NO. PWA 50002-2 
SUPERSEDES PWA 50002 
TEST STAND-UNIFIED CONTROL 
FOR DEPOT LEVEL USE ONLY 
P&WA PART NO. PWA 50002-3 
SUPERSEDES PWA 50002 
TEST STAND-UNIFIED CONTROL MAIN SECTION ... 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 50004-2 
SUPERSEDED BY PWA 50004-3 
TEST STAND-UNIFIED CONTROL MAIN SECTION ... 
FOR DEPOT LEVEL USE ONLY 
P&WA PART NO. PWA 50004-2 
TEST STAND-UNIFIED CONTROL MAIN SECTION ... 
FOR DEPOT LEVEL USE ONLY 
P&WA PART NO. PWA 50004-3 
TEST STAND-UNIFIED CONTROL AUGMENTOR .... 
SECTION 
FOR DEPOT LEVEL USE ONLY 
P&WA PART NO. PWA 50005-1 
SUPERSEDES PWA 50005 
TEST STAND-UNIFIED CONTROL AUGMENTOR .... 
SECTION 
FOR DEPOT LEVEL USE ONLY 
P&WA PART NO. PWA 50005-2 
TEST STAND-UNIFIED CONTROL AUGMENTOR .... 
SECTION 
FOR DEPOT LEVEL USE ONLY 
P&WA PART NO. PWA 50005-3 
TEST STAND-TEMPERATURE SENSOR FAN EXIT ... 
FOR DEPOT LEVEL USE ONLY 
TEST STAND-TEMPERATURE SENSOR FAN 
EXIT-USE WITH 60HZ 
FOR DEPOT LEVEL USE ONLY 
P&WA PART NO. PWA 50006-1 
TEST STAND-TEMPERATURE SENSOR FAN 
EXIT-USE WITH 50HZ 
FOR DEPOT LEVEL USE ONLY 
P&WA PART NO. PWA 50006-2 


2-1355 


T.O. 2J-F100-94 


INDEX 1 PWA 50010 


80 0000 OTT 


o o o о o е 


500] 


° 


INDEX 2 PWA 50011 INDEX 3 PWA 50013 


INDEX 4 PWA50014 


PS376EX3 


FIGURE 562. TEST STANDS-CONTINUED 


2-1356 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


TEST STANDS-CONTINUED 
PWA 50010 TEST STAND-FUEL NOZZLE 
FOR DEPOT LEVEL USE ONLY 
T150010-1 TEST STAND-FUEL NOZZLE (60 HERTZ MANUAL)... 
P&W PART NO. PWA 50010-1 
NO FUTURE PROCUREMENT 
TI50010-2 TEST STAND-FUEL NOZZLE (50 HERTZ 
SEMI-AUTOMATIC) 
P&W PART NO. PWA 50010-2 
TI50010-3 TEST STAND-FUEL NOZZLE (60 HERTZ 
SEMI-AUTOMATIC) 
P8W PART NO. PWA 50010-3 
TI50010-4 TEST STAND-FUEL NOZZLE (50 HERTZ 
SEMI-AUTOMATIC) 
P&W PART NO. PWA 50010-4 
T150010-5 TEST STAND-FUEL NOZZLE (60 HERTZ 
SEMI-AUTOMATIC) 
P&W PART NO. PWA 50010-5 
TI50010-6 TEST STAND-FUEL NOZZLE (50 HERTZ 
SEMI-AUTOMATIC) 
РАМУ PART NO. PWA 50010-6 
TI50011 TEST STAND-TURBINE COMPONENTS AIR 
COOLED, A/F 37T 14 
FOR DEPOT LEVEL USE ONLY 
P&W PART NO. PWA 50011 
SUPERSEDES PWA 50029 
PWA 50013 TEST STAND-FUEL-OIL COOLER TURBO JET 
ENGINE 
FOR DEPOT LEVEL USE ONLY 
FOR -1 AND -2 FUEL-OIL COOLER 
FOR -3 FUEL-OIL COOLER 
AIR-OIL COOLER AND 
LUBE OIL FILTER 
PWA 50014 TEST STAND-FUEL COMPONENTS TURBO JET 
ENGINE 
FOR DEPOT LEVEL USE ONLY 
PWA 50014-1 TEST STAND-FUEL COMPONENTS (60 HZ) TURBO . 
JET ENGINE 
PWA 50014-2 TEST STAND-FUEL COMPONENTS (50 HZ) TURBO . 
JET ENGINE 


Change 28 2-1357 


T.O. 2J-F100-94 


INDEX 1 PWA 50012 


INDEX 2 PWA 50018 


13799 


FIGURE 563. TEST STANDS-CONTINUED 


2-1358 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 50012 
AD50012M1 
AD50012M2 
AD50012M3 
AD50012M4 
AD50012M5 
AD50012M6 
AD50012M7 
AD50012M8 


ACL50018 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


TEST STANDS-CONTINUED 
TEST STAND-SPRAY MANIFOLD AUGMENTOR 
FOR DEPOT LEVEL USE ONLY 
TEST STAND-SPRAY MANIFOLD AUGMENTOR 
P&WA PART NO. PWA 50012-01 
TEST STAND-SPRAY MANIFOLD AUGMENTOR 
P&WA PART NO. PWA 50012-02 
TEST STAND-SPRAY MANIFOLD AUGMENTOR 
P&WA PART NO. PWA 50012-03 
TEST STAND-SPRAY MANIFOLD AUGMENTOR 
P&WA PART NO. PWA 50012-04 
TEST STAND-SPRAY MANIFOLD AUGMENTOR 
P&WA PART NO. PWA 50012-05 
TEST STAND-SPRAY MANIFOLD AUGMENTOR 
P&WA PART NO. PWA 50012-06 
TEST STAND-SPRAY MANIFOLD AUGMENTOR 
P&WA PART NO. PWA 50012-07 
TEST STAND-SPRAY MANIFOLD AUGMENTOR 
P&WA PART NO. PWA 50012-08 
TEST STAND-ENGINE AIR-OIL COOLER 
FOR DEPOT LEVEL USE ONLY 
P&WA PART МО. PWA 50018 
SUPERSEDED BY PWA 52146 
FOR FUTURE PROCUREMENT 


2-1359 


T.O. 2J-F100-94 


Hi) 


раг 


INDEX 4 PWA 50030 


INDEX 5 PWA 50035 INDEX 6 PWA 50038 


FIGURE 564. TEST STANDS-CONTINUED 


2-1360 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 50019 
AA50019-1 
AA50019-2 
AA50019-3 


754200-2 


TI50029 


752600 


PWA 50035 


ВЕІ50035-1 
ВЕІ50035-2 
РМА 50038 


CID50038-1 


CID50038-2 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


TEST STANDS-CONTINUED 
TEST STAND-OIL FLOW 
FOR DEPOT LEVEL USE ONLY 
TEST STAND-OIL FLOW (60 HZ) 
P&WA PART NO. PWA 50019-1 
TEST STAND-OIL FLOW (50 HZ) 
P&WA PART NO. PWA 50019-2 
TEST STAND-OIL FLOW (60 HZ) 
P&WA PART NO. PWA 50019-3 
TEST ЗТАМО-ЕЕС AIRCRAFT 
FOR DEPOT LEVEL USE ONLY 
P&WA PART NO. PWA 50023 
TEST STAND-TURBINE COMPONENTS AIR 
COOLED 
FOR DEPOT LEVEL USE ONLY 
P&WA PART NO. PWA 50029 
SUPERSEDED BY PWA 50011 
TEST STAND-ENGINE ELECTRONIC CONTROL 
DIGITAL SUB-ASSEMBLIES 
FOR DEPOT LEVEL USE ONLY 
P&WA PART NO. PWA 50030 
TEST STAND-GENERATOR, AIRCRAFT 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 53116 
FOR 220 ENGINES 
TEST STAND-GENERATOR А!ВСВАЕТ (60 HZ) 
P&WA PART NO. PWA 50035-1 
TEST STAND-GENERATOR AIRCRAFT (50 HZ) 
P&WA PART NO. PWA 50035-2 
TEST STAND-FUEL PRESSURE AND DUMP VALVE.. 
FOR DEPOT LEVEL USE ONLY 
TEST STAND-FUEL PRESSURE AND DUMP VALVE . 
(60 HZ) 
P&WA PART NO. PWA 50038-1 
TEST STAND-FUEL PRESSURE AND DUMP VALVE . 
(50 HZ) 
P&WA PART NO. PWA 50038-2 


2-1361 


T.O. 2J-F100-94 


КО) 
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INDEX 2 CID50041 
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Е 


INDEX 3 763120 INDEX 4 776300-1 


r= (DEPOT) r= (DEPOT) 


INDEX 5 ATT50173 INDEX 6 ТІ50175 


IT (DEPOT) IE (DEPOT) 


FIGURE 565. TEST STANDS-CONTINUED 


PS376HX1 


2-1362 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 50039 


Т150039-1 


Т150039-2 


CID50041 


763120 


776300-1 


ATT50173 


Т150175 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


TEST STANDS-CONTINUED 
TEST STAND-ENGINE SPEED SENSOR TURBO JET. 
FOR DEPOT LEVEL USE ONLY 
TEST STAND-ENGINE SPEED SENSOR TURBO .... 
JET (60 HZ) 
P&WA PART NO. PWA 50039-1 
TEST STAND-ENGINE SPEED SENSOR TURBO .... 
ШЕТ (50 HZ) 
P&WA PART NO. PWA 50039-2 
TEST STAND-BREATHER PRESSURIZING TURBO .. 
JET 
FOR DEPOT LEVEL USE ONLY 
P&WA PART NO. PWA 50041 
ALSO, ADDED FOR 229 APPLICATION 
TEST STAND-ENGINE ELECTRONIC CONTROL 
BURN IN 
FOR DEPOT LEVEL USE ONLY 
P&WA PART NO. PWA 50046 
TEST STAND-ENGINE ELECTRONIC CONTROL 
ETU-103/F 
FOR DEPOT LEVEL USE ONLY 
P&WA PART NO. PWA 50110 
TEST STAND-COMPONENTS, FUEL CONTROL A/F . 
37T-6 
FOR DEPOT LEVEL USE ONLY 
P&WA PART NO. PWA 50173 
SUPERSEDES PWA 50007 
TEST STAND-COMPONENTS, FUEL CONTROL A/F . 
37T-7 
FOR DEPOT LEVEL USE ONLY 
P&WA PART NO. PWA 50175 
SUPERSEDES PWA 50007 


USABLE 
ON 
CODE 


2-1363 


T.O. 2J-F100-94 


INDEX 1 А/М 37Т-6С 
INDEX 2 A/M 37T-20 


FIGURE 566. TEST STANDS-CONTINUED 


2-1364 


PS376J 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


A/M37T-6G 
A/M37T-20 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
1234567 DESCRIPTION ASSY CODE 


TEST STANDS-CONTINUED 
TEST STAND-AIRCRAFT JET ENGINE 
TEST STAND-AIRCRAFT JET ENGINE 

SUPERSEDES A/M37T-6C 


2-1365 


T.O. 2J-F100-94 


INDEX 1 PWA 50207 


PS376K 


FIGURE 567. THROTTLES-MECHANICAL 


2-1366 


T.O. 2J-F100-94 


FIGURE 
& INDEX PART 
NUMBER NUMBER 1234567 DESCRIPTION 


THROTTLE-MECHANICAL 
C81370-1 # THROTTLE-MECHANICAL 
P&WA PART NO. PWA 50207 


T.O. 2J-F100-94 


INDEX 1 PWA 51926 


13801 


FIGURE 568. TIERODS 


2-1368 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 


& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


TIEROD 
PWA 51926 TIEROD ADAPTER ASSY-FRONT MOUNT TO REAR 


MS17985-616 

PWA 51926-4 

PWA 51926-6 . TUBE ASSEMBLY 
PWA 51926-5 . TIEROD ASSEMBLY 
PWA 51926-3 

PWA 51926-1 


2-1369 


T.O. 2J-F100-94 


INDEX 1 PWA 54149 


INDEX 3 PWA 54150 


FIGURE 569. TOOLS 


2-1370 Change 9 


INDEX 2 PWA 54155 


55130 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


PWA 54149 


PWA 54155 


PWA 54150 


MS16555-631 
PWA 54150-4 
PWA 54150-3 
PWA 54150-1 
L10-6X6X3 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


TOOLS 

TOOL-ALIGNING, 1ST STAGE TURBINE RADIAL .... 
COOLING HOLE 
FOR DEPOT LEVEL USE ONLY 

TOOL-ALIGNING, 1ST STAGE COMPRESSOR OIL .. 
DRAIN SLOTS 
FOR DEPOT LEVEL USE ONLY 

TOOL-ALIGNING, 2ND STAGE TURBINE RADIAL .... 
COOLING HOLE 
FOR DEPOT LEVEL USE ONLY 


. CONTAINER 


P&WA PART NO. PWA 54150-6 


Change 9 2-1371 


T.O. 2J-F100-94 


INDEX 3 PWA 50130 12636 


FIGURE 570. TRANSMITTERS 


2-1372 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


PWA 50138 
PWA 56102 
PWA 50130 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


TRANSMITTERS 
TRANSMITTER ASSY-RCVV, F100/NON-BUC 
TRANSFER UNIT-MMU-167/P 
TRANSMITTER ASSY-RCVV, F100/BUC 


2-1373 


T.O. 2J-F100-94 


PWA 10673 


INDEX 1 


13802 


TRUCKS 


FIGURE 571. 


2-1374 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 10673 
8795 
8794X6 


MS17986-615 
MS16555-55 
PWA 10673-30 


PWA 10673-29 
MS35307-413 
MS90725-113 
MS35338-143 
MS51967-14 
51139 


S6-1-7-SL6 


PWA 10673-1 
PWA 10673-33 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


TRUCKS 
TRUCK-FRONT COMPRESSOR DRIVE TURBINE 
ROTOR ASSY 
. FERRULE-CABLE 
P&WA PART NO. PWA 10673-28 


` PIN-LOCATING 
1.120 DIA X 10.000 IN. LONG 


. LOCK-TRUCK 

P&WA PART NO. PWA 10673-22 
. CASTER ASSEMBLY 

P&WA PART NO. PWA 10673-32 
. ТЕЕ ВЕАМ 


2-1375 


T.O. 2J-F100-94 


INDEX 1 PWA 57601 


PS378A 


FIGURE 572. TRUNNIONS 


2-1376 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57601 


MS16995-49 
PWA 57601-3 


PWA 57601-1 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


TRUNNIONS 
TRUNNION-LIFT INTERMEDIATE CASE FRONT 


MAKE FROM MS9321-10, MFD BY 96906 
. RING SEGMENT ASSEMBLY 


2-1377 


T.O. 2J-F100-94 


INDEX 1 PWA 52041 


INDEX 2 PWA 56058 


INDEX 5 PWA 56273 


88606 


FIGURE 573. TUBES 


2-1378 Change 18 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


TUBE 
PWA 52041 TUBE-GUIDE, BORESCOPE FTIT PROBE 
PWA 56058 TUBE-GUIDE, BORESCOPE AP4 
SUPERSEDES PWA 56036 
PWA 56058-2 
PWA 56058-1 
PWA 56273 


Change 18 2-1379 


T.O. 2J-F100-94 


INDEX 1 PWA 34571 


F-53558 


FIGURE 573A. VACUUM CHAMBERS 


2-1380 Change 12 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 34571 
SS-1RS-4 


SS-500-1-4 


PWA 34571-12 
4002K14 


.375-.250-PTR-SS 
.375-MM0-SS 
MS35307-366 
PWA 34571-16 
MS35649-2384 
MS9321-12 
PWA 34571-5 
PWA 34571-6 
9408 

5268K27 
9602K14 
H125H8L-8-4 
MS35307-306 
MS35649-2254 
MS9331-10 
0522-V3-G180X 


PWA 34571-25 
PWA 34571-21 


FSK-1TSG-C 
FSC-1-50 
1201 

5266-C 
SHC-1022 
SJO 
MS51957-14 
MS35649-244 
MS9321-05 
4S23-38-75-2-11 
SJO 


PWA 34571-1 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


VACUUM CHAMBERS 
VACUUM CHAMBER 
. VALVE-REGULATING 
P&WA PART МО. PWA 34571-13 
. CONNECTOR-MALE 
P&WA PART МО. PWA 34571-11 


P&WA PART МО. PWA 34571-7 
. REDUCER-PIPE THREAD 
P&WA PART МО. PWA 34571-8 


P&WA PART МО. PWA 34571-2 
. FITTING-MALE HOSE 
P&WA PART МО. PWA 34571-22 


` PUMP-VACUUM 
P&WA PART NO. PWA 34571-23 


| SCREW-ROUND HD MACHINE 
0.190-24 X 0.44 IN. 


P&WA PART NO. PWA 34571-19 
. CONNECTOR-STRAIGHT 
P&WA PART NO. PWA 34571-20 


` CLIP-SPRING 
P&WA PART NO. PWA 34571-28 


Change 12 2-1380.1 


T.O. 2J-F100-94 


INDEX 1 PWA 50252 
(DEPOT) 


PS 379AX1 


FIGURE 574. VEHICLES 


2-1380.2 Change 12 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER CAGE DESCRIPTION ASSY CODE 


VEHICLE 
#| 54933 | VEHICLE-TRANSPORT, ENGINE TEST 
P&WA PART NO. PWA 50252 
FOR DEPOT LEVEL USE ONLY 


2-1381 


T.O. 2J-F100-94 


INDEX 1 PWA 21741 
(ОЕРОТ) 


k 


13803 


FIGURE 575. WASHERS 


2-1382 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


WASHERS 
PWA 21741 WASHERS-HOLD DOWN, STATIC BALANCE, SET ... 
FOR DEPOT LEVEL USE ONLY 


2-1383 


T.O. 2J-F100-94 


INDEX 1 PWA 55128 í INDEX 2 PWA 55381 


101624 


FIGURE 576. WEDGES 


2-1384 Change 24 


222222 


Т.О. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


WEDGE 
PWA 55128 WEDGE-REMOVE BAND SEGMENT FROM REAR ... 
FAN DUCT 
FOR DEPOT LEVEL USE ONLY 
PWA 55381 WEDGE-ANTIROTATION ENGINE ROTOR ASSY 
MS51700-36 . STREAMER 
CL-21-KA20.0LR . CABLE ASSY 
P&WA PART NO. PWA 55381-2 
AF-DE-313 
P&WA PART NO. PWA 55381-1 


Change 24 2-1385 


T.O. 2J-F100-94 


> 
27у 
ZA) 
BD 
LA 
(222 
р252252254 
POZA 
625025525 
10222222227 
| 


INDEX 2 PWA 22277 
(DEPOT) 


INDEX 1 PWA 20048 
(DEPOT) 


INDEX 3 PWA 50676 INDEX 7 PWA 50667 
(DEPOT) (DEPOT) 


INDEX 12 PWA 50948 INDEX 15 PWA 57646 
(DEPOT) (DEPOT) 


PS382X3 


FIGURE 577. WEIGHTS 


2-1386 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


WEIGHTS 

PWA 20048 WEIGHT-2 1/2 BEARING CONTACT ANGLE 
FOR DEPOT LEVEL USE ONLY 

PWA 22277 WEIGHT-CALIBRATION STATIC BALANCE 
FOR DEPOT LEVEL USE ONLY 

PWA 50676 WEIGHT-CALIBRATION, GEARBOX DRIVE BEVEL ... 
GEARSHAFT, BALANCING 
FOR DEPOT LEVEL USE ONLY 

PWA 50676-3 

PWA 50676-2 

PWA 50676-1 

PWA 50676-4 . 

PWA 50677 WEIGHT-CALIBRATION GEARBOX DRIVE BEVEL.... 
GEARSHAFT, BALANCING, BEVEL GEAR END 
FOR DEPOT LEVEL USE ONLY 

MS35191-272 

PWA 50677-2 

PWA 50677-1 

MP340H2-RC1 

РАМУ PART NO. PWA 50677-4 

PWA 50948 WEIGHT-CALIBRATION, REAR COMPRESSOR 
ROTOR AND STATOR REAR 
FOR DEPOT LEVEL USE ONLY 

REPLACES PWA 53734 

PWA 50948-4 . WEIGHT ASSY 

PWA 50948-3 . CONTAINER 

PWA 57646 WEIGHT SET-CALIBRATION, TURBINE 
FOR DEPOT LEVEL USE ONLY 

PWA 57646-1 

PWA 57646-2 

PWA 57646-3 


L10-4X4X2 ; CONTAINER 
P&W PART NO. PWA 57646-4 
REPLACES MP330H-RC 


Change 27 2-1387 


T.O. 2J-F100-94 


оз 


DO 


INDEX 1 PWA 51255 INDEX 4 PWA 51327 


8A і 
| 
го —11 
| 
INDEX 8 PWA 51832 
INDEX 9 PWA 51995 


— 


е 


12B 


INDEX 12 PWA 52351 
INDEX 13 PWA 52392 


96817 


FIGURE 578. WEIGHTS-CONTINUED 


2-1388 Change 21 


DUD 


2222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 51255 
PWA 51255-4 
F-17872 

PWA 51327 
PWA 51327-6 
01008-ТР1.25 
01022-18 В 


PWA 51832 


PWA 51832-1 
F-17870 


PWA 51995 


PWA 51995-6 
F-17870 


PWA 52351 
PWA 52351-2 
PWA 52351-3 
F-17870 
PWA 52392 


PWA 52392-4 
F-17870 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


WEIGHTS-CONTINUED 
WEIGHT-CALIBRATION, FRONT COMPRESSOR 
FRONT 
FOR DEPOT LEVEL USE ONLY 
. WEIGHT ASSY 
. CONTAINER 
P&WA PART МО. PWA 51255-3 
WEIGHT-CALIBRATION REAR COMPRESSOR 
REAR HUB BALANCE, REAR 
FOR DEPOT LEVEL USE ONLY 
. WEIGHT ASSY 


P&WA PART МО. PWA 51327-5 
WEIGHT-CALIBRATION, REAR COMPRESSOR 
REAR HUB BALANCE, FRONT 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 51326 


. CONTAINER 
P&WA PART МО. PWA 51832-2 
WEIGHT-CALIBRATION, TURBINE 2ND STAGE 
FOR DEPOT LEVEL USE ONLY 
. WEIGHT ASSY 
. CONTAINER 
P&WA PART МО. PWA 51995-5 
WEIGHT-CALIBRATION, 2ND STAGE 
COMPRESSOR DISK AND BLADES BALANCE 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 52351-1 
WEIGHT-CALIBRATION, 1ST STAGE TURBINE 
FOR DEPOT LEVEL USE ONLY 
. WEIGHT ASSY 
. CONTAINER 
P&WA PART NO. PWA 52392-3 


Change 21 


USABLE 
ON 
CODE 


2-1389 


T.O. 2J-F100-94 


1B ги 
| | 2А 
1А | 
| 
INDEX 1 PWA 52785 INDEX 2 PWA 52786 
4С 
| 

INDEX 3 PWA 52983 

INDEX 4 PWA 53734 
5B 5C — 
5A 
| — 


INDEX 6 PWA 55716 


= INDEX 5 PWA 53787 


INDEX 7 PWA 57728 


FIGURE 579. WEIGHTS-CONTINUED 


2-1390 Change 24 


101625 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 52785 
PWA 52785-1 
F17871 

PWA 52786 
PWA 52786-2 
F17871 


PWA 52983 


PWA 52983-2 
PWA 52983-1 
F17870 


PWA 53734 


PWA 53734-2 
PWA 53734-1 
F-17872 


PWA 53787 


PWA 53787-2 
PWA 53787-1 
F17870 


PWA 55716 


PWA 57728 


PWA 57728-2 


PWA 57728-1 
5000F 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


WEIGHTS-CONTINUED 
WEIGHT-CALIBRATION, FRONT COMPRESSOR 

DRIVE TURBINE SHAFT, FRONT 

FOR DEPOT LEVEL USE ONLY 


. WEIGHT-CALIBRATION 
. CONTAINER 


P&W PART NO. PWA 52785-2 
WEIGHT-CALIBRATION, FRONT COMPRESSOR 
DRIVE TURBINE SHAFT, REAR 
FOR DEPOT LEVEL USE ONLY 


. WEIGHT-CALIBRATION 
. CONTAINER 


P&W PART NO. PWA 52786-3 
WEIGHT-CALIBRATION ROTOR AND STATOR 
FRONT COMPRESSOR, REAR 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 51256 


` CONTAINER-PLASTIC 


P&W PART NO. PWA 52983-3 
WEIGHT-BALANCE CALIBRATION, LOW TURBINE... 
ROTOR AND STATOR, REAR 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 51066 
REPLACED BY PWA 50948 


CONTAINER 


P&W PART NO. PWA 53734-3 
WEIGHT-CALIBRATION, LOW TURBINE ROTOR 
AND STATOR FRONT BALANCE 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 51067 


` CONTAINER-PLASTIC 


P&W PART NO. PWA 53787-3 
WEIGHT-CALIBRATION, TURBINE SHAFT FRONT ... 
COMPRESSOR DRIVE 
FOR DEPOT LEVEL USE ONLY 
WEIGHT-CALIBRATION, BALANCE, HIGH 
COMPRESSOR 
FOR DEPOT LEVEL USE ONLY 


| CONTAINER 
P&W PART NO. PWA 57728-3 


Change 27 


USABLE 
ON 
CODE 


2-1391 


T.O. 2J-F100-94 


LI 


SZ 


са 5 
зі l-3 
6 
INDEX 1 PWA 51675 INDEX 4 PWA 51067 
(DEPOT) (DEPOT) 
с>) са 
ух ee, 10 я: = 
Ш г = : 
КАА 
Ши x і 
| 
LT uer 
9 
INDEX 7 PWA 57654 INDEX 11 PWA 57231 
(DEPOT) 
cry | ID! 
> SER 
24 ша | 
NES ! 
ser 
Bes 
INDEX 15 PWA 57232 = INDEX 21 PWA 57544 
(DEPOT) PS385X3 


FIGURE 580. WEIGHTS-CONTINUED 


2-1392 


2222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 51675 


PWA 51675-4 
PWA 51675-3 
PWA 51067 


PWA 51067-2 
PWA 51067-1 
PWA 51067-3 
PWA 57654 


PWA 57654-1 
PWA 57654-2 
MP330H3RC1 


PWA 57231 


PWA 57231-2 
PWA 57231-1 
F17872 


PWA 57232 


PWA 57232-4 
PWA 57232-1 
PWA 57232-2 
PWA 57232-3 
F17872 


PWA 57544 


PWA 57544-1 
PWA 57544-3 
PWA 57544-1 
PWA 57544-2 
500F 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


WEIGHTS-CONTINUED 
WEIGHT-CALIBRATION, REAR COMPRESSOR 

ROTOR AND STATOR FRONT 

FOR DEPOT LEVEL USE ONLY 


. WEIGHT ASSY 
. CONTAINER 


WEIGHT-BALANCE CALIBRATION LOW TURBINE ... 
ROTOR AND STATOR-FRONT 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 53787 


. WEIGHTS-BALANCE 
. CONTAINER 


WEIGHT-SET, TURBINE CALIBRATION 
FOR DEPOT LEVEL USE ONLY 


` CONTAINER 


P&WA PART NO. PWA 57654-3 
WEIGHT-CALIBRATION, 1ST STAGE TURBINE 
FOR DEPOT LEVEL USE ONLY 


` CONTAINER 


P&WA PART NO. PWA 57231-3 
WEIGHT-CALIBRATION, TURBINE, REAR 
COMPRESSOR DRIVE 
FOR DEPOT LEVEL USE ONLY 


P&WA PART NO. PWA 57232-5 
WEIGHT-SET, FRONT COMPRESSOR ROTOR 
FOR DEPOT LEVEL USE ONLY 


` BLOCK-REAR 
` CONTAINER 
P&WA PART NO. PWA 57544-4 


Change 23 


USABLE 
ON 
CODE 


2-1393 


T.O. 2J-F100-94 


INDEX 1 PWA 53346 = INDEX 2 PWA 55176 


101626 


FIGURE 581. WHEELS 


2-1394 Change 24 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53346 


PWA 55176 


PWA 55176-2 
PWA 55176-1 


WHEELS 

WHEEL-GRINDING, 3RD STAGE TURBINE AIR 11G 
SEALING RING, HONEYCOMB 
FOR DEPOT LEVEL USE ONLY 

WHEEL-WELDING, TURBINE EXHAUST CASE TAIL .. 11G 
CONE MOUNT FLANGE, UPPER 
FOR DEPOT LEVEL USE ONLY 

. 1 

. 1 


Change 24 2-1395 


Т.О. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


T.O. 2J-F100-94 


INDEX 5 PWA 50407 


INDEX 21 PWA 50455 


INDEX 17 PWA 50437 


13807 


FIGURE 582. WRENCHES 


2-1396 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 50386 


NAS1352-08-8 
PWA 50386-2 
PWA 50386-1 
PWA 50407 


PWA 50407-3 


PWA 50407-2 
PWA 50407-1 
PWA 50430 


MS51030-29 
PWA 50430-2 
PWA 50430-1 
PWA 50434 


PWA 50434-2 


PWA 50434-3 
PWA 50434-1 
PWA 50437 


MS16995-39 
PWA 50437-3 
PWA 50437-1 
PWA 50455 


MS21262-29 
PWA 50455-2 
PWA 50455-1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


WRENCHES 

WRENCH-HAND, FRONT COMPRESSOR РВОМТ.... 
HUB BALANCE BEARING RETAINING NUT 
FOR DEPOT LEVEL USE ONLY 


. WRENCH ASSY 


WRENCH-IGNITION ALTERNATOR DRIVE SHAFT ... 
BEARING RETAINING NUT 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 55824 


` WRENCH ASSY 


WRENCH-IDLER STUB SHAFT GEAR BEARING 
RETAINING NUT 
FOR DEPOT LEVEL USE ONLY 


ROLLER BEARING RETAINING NUT 
FOR DEPOT LEVEL USE ONLY 


WRENCH-POWER TAKEOFF DRIVE SHAFT BALL ... 
BEARING RETAINING NUT 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 57048 


. WRENCH ASSY 


WRENCH-MAIN GEARBOX TOWERSHAFT 
SEALING SLEEVE BEARING RETAINING NUT 
FOR DEPOT LEVEL USE ONLY 


USABLE 
ON 
CODE 


Change 20 


2-1397 


T.O. 2J-F100-94 


2-1398 


INDEX 13 PWA 50604 


INDEX 18 PWA 50626 


INDEX 24 PWA 50628 


FIGURE 583. WRENCHES-CONTINUED 


13808 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 50459 


MS21262-28 
PWA 50459-2 
PWA 50459-1 
PWA 50460 


MS21262-28 
PWA 50460-3 
PWA 50460-1 
PWA 50583 


MS16995-25 
PWA 50583-2 
PWA 50583-7 
PWA 50583-5 
PWA 50583-6 
PWA 50604 


MS16997-31 
PWA 50604-2 
H-88-22 


PWA 50604-1 
PWA 50626 
PWA 50626-3 


PWA 50626-2 
MS9105-98 
MS9105-96 
PWA 50626-6 
PWA 50628 


PWA 50628-3 
PWA 50628-2 
PWA 50628-1 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


DESCRIPTION 


WRENCHES-CONTINUED 

WRENCH-GEARBOX TOWERSHAFT GEAR 
ROLLER BEARING RETAINING NUT 
FOR DEPOT LEVEL USE ONLY 


`WRENCH-GEARBOX TOWERSHAFT GEAR BALL .... 


BEARING INNER RACE RETAINING NUT 
FOR DEPOT LEVEL USE ONLY 


'WRENCH-EXHAUST CASE THRUST MOUNT BALL .. 


BUSHING RETAINING NUT 
REPLACED BY PWA 56681 


` BUSHING 


P&WA PART МО. PWA 50604-4 


Change 20 


USABLE 
ON 
CODE 


2-1399 


T.O. 2J-F100-94 


INDEX 5 PWA 52667 


17 
5-9 


16 


INDEX 9 PWA 53360 "El 


INDEX 14 PWA 51868 


21 


20 
19 


INDEX 18 PWA 57141 «2 INDEX 22 2564110 


PS389X3 


FIGURE 584. WRENCHES-CONTINUED 


2-1400 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 


NUMBER 


PWA 52646 


DJX-B5-5 


PWA 52646-3 
PWA 52646-1 
PWA 52667 


AN515C-5-6 
PWA 52667-6 
PWA 52667-5 
PWA 53360 


PWA 53360-3 


PWA 53360-2 
CL36-SHS-N 


PWA 53360-1 
PWA 51868 


MS9486-49 
PWA 51868-2 
PWA 51868-1 
PWA 57141 


MS16997-34 
PWA 57141-3 
PWA 57141-1 
2564110 


DESCRIPTION ASSY 


WRENCHES-CONTINUED 
WRENCH-RETAINING NUT, NO. 1 HUB COVER 
PLATE 
SUPERSEDED BY PWA 57649 
SUPERSEDED BY PWA 57650 
FOR FUTURE PROCUREMENT 


. ADAPTER 


WRENCH-NO. 4 BEARING OIL SCAVENGE 
TRANSFER TUBE 
SUPERSEDED BY PWA 56676 


'WRENCH-NO. 5 BEARING SEAL SEAT RETAINING .. 


NUT 
SUPERSEDES PWA 51958 


. SCREW-SOCKET HEAD 


NO. 5-40 X 0.375 IN. LONG 


. SCREW-SWIVEL HEAD 


P&WA PART NO. PWA 53360-4 


. HOLDER ASSY 


WRENGH-DIFFUSER CASE EXPANSION JOINT 


'WRENCH-REAR COMPRESSOR TURBINE ROTOR .. 


BALANCE UNIT 
FOR DEPOT LEVEL USE ONLY 


'WRENCH-ADJUSTING, SEQUENCE VALVE PISTON . 
SPECIAL 
FOR DEPOT LEVEL USE ONLY 


CODE 


Change 19 


2-1401 


T.O. 2J-F100-94 


INDEX 1 PWA 50480 INDEX 2 PWA 50686 


INDEX 12 PWA 50961 
(DEPOT) 


INDEX 22 PWA 50982 


INDEX 16 PWA 50971 


13809 


FIGURE 585. WRENCHES-CONTINUED 


2-1402 


FIGURE 
& INDEX 
NUMBER 


баса 
о SI 0) O1 + G> 


° 


' 
= © 


боа 
аша 
N — 


' 
— 
о 


PART 
NUMBER 


PWA 50480 
PWA 50686 


MS9105-65 
MS9105-61 
PWA 50686-2 
PWA 50686-3 
PWA 50686-1 
PWA 50696 


MS16995-36 
PWA 50696-2 
PWA 50696-1 
PWA 50961 


MS16995-36 
PWA 50961-2 
PWA 50961-1 
PWA 50971 


MS16995-37 
PWA 50971-2 
MS16995-36 
PWA 50971-5 
PWA 50971-1 
PWA 50982 


MS16995-36 
PWA 50982-2 
PWA 50982-1 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


WRENCHES-CONTINUED 

WRENCH-MAIN OIL PUMP DRIVE GEAR 
RETAINING NUT 

WRENCH-GEARBOX DRIVE BEVEL GEARSHAFT ... 
ROLLER BEARING INNER RACE RETAINING NUT 


` IMMOBILIZER 


WRENCH-GEARBOX DRIVE BEVEL GEARSHAFT ... 
BALL BEARING OUTER RACE RETAINING NUT 


'WRENCH-LOW TURBINE REAR BALANCE 


BEARING RETAINING NUT TO PLUG 
FOR DEPOT LEVEL USE ONLY 


` WRENCH ASSEMBLY 


WRENCH-NO. 4 BEARING OUTER RACE 
RETAINING NUT 


WRENCH-NO. 4 BEARING INNER RACE 
RETAINING NUT 
SUPERSEDED BY PWA 57649 
SUPERSEDED BY PWA 57664 


Change 8 2-1403 


T.O. 2J-F100-94 


— 
8-4 


INDEX 1 РМА 51048 INDEX 7 PWA 51224 


INDEX 20 PWA 51669 INDEX 24 PWA 51280 


13810 


FIGURE 586. WRENCHES-CONTINUED 


2-1404 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


WRENCHES-CONTINUED 


PWA 51048 WRENCH-FAN DRIVE TURBINE REAR BALANCE .... 


эээ? 


MS24694-C5 
PWA 51048-3 
MS16995-18 
PWA 51048-5 
PWA 51048-1 
PWA 51224 


NAS1352-08-20 
PWA 51224-2 


PWA 51224-1 
PWA 51196 


MS16995-35 
PWA 51196-2 
PWA 51196-1 
PWA 50682 


MS21262-28 
PWA 50682-2 
PWA 50682-4 
PWA 50682-1 
PWA 51669 


MS21316-35 
PWA 51669-2 
PWA 51669-1 
PWA 51669-4 
PWA 51280 


PWA 51280-21 
PWA 51280-2 
MS16995-25 
MS15795-807 
MS35649-204 
3/8LX3/80DX.047 


MS15795-841 
MS16995-37 
PWA 51280-17 
PWA 51280-22 
PWA 51280-19 
PWA 51280-14 
PWA 51280-23 
PWA 51280-16 
MP350H-RC 


BEARING RETAINING NUT 
FOR DEPOT LEVEL USE ONLY 


` WRENGH ASSY 
WRENCH-REAR COMPRESSOR TURBINE ROTOR .. 


BALANCE NUT 
FOR DEPOT LEVEL USE ONLY 


0.375 X 0.500 X 0.875 IN. LONG 


. WRENCH ASSY 


'WRENCH-GEARBOX DRIVE BEVEL GEARSHAFT ... 


ROLLER BEARING OUTER RACE RETAINING 


'WRENCH-6TH STAGE COMPRESSOR TIEROD 


FOR DEPOT LEVEL USE ONLV 


. CONTAINER-PLASTIC 

WRENCH-REAR COMPRESSOR ROTOR AND 
STATOR DISK TIEROD 
FOR DEPOT LEVEL USE ONLV 

. SCREW-SOCKET HD 

. INDICATOR 


` HANDLE ASSY 
` CONTAINER 


P&WA PART NO. PWA 51280-15 


Change 20 


AN 


аа а å << y 


2-1405 


T.O. 2J-F100-94 


INDEX 1 PWA 51715 


INDEX 18 PWA 55839 


INDEX 14 PWA 51949 


13811 


FIGURE 587. WRENCHES-CONTINUED 


2-1406 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 51715 


PWA 51658 


MS21316-35 
PWA 51658-3 
PWA 51658-1 
PWA 51652 


MS21316-35 
PWA 51652-3 
PWA 51652-1 
PWA 51648 


MS21316-35 
PWA 51648-3 
PWA 51648-1 
PWA 51949 


NAS607-2-8 
PWA 51949-2 


PWA 51949-1 


PWA 55839 


MS16995-37 
PWA 55839-1 
PWA 55839-3 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


WRENCHES-CONTINUED 
WRENCH-TORQUE, TURBINE TIEROD RETAINING 
NUT 
SUPERSEDED BY PWA 56588 
WRENCH-8TH STAGE TIEROD NUT 
FOR DEPOT LEVEL USE ONLY 


. WRENCH ASSY 


WRENCH-12TH STAGE TIEROD NUT 
FOR DEPOT LEVEL USE ONLY 


`WRENCH-13TH STAGE TIEROD NUT 


FOR DEPOT LEVEL USE ONLY 


`WRENCH-VARIABLE VANE ACTUATING SHAFT 


RETAINING NUT 


. PIN-DOWEL 


1.250 HEX X 2.5625 IN. LONG 
WRENCH-ANTI-TORQUE, 6TH STAGE 
COMPRESSOR HUB 8 DISK (FRONT) 
SUPERSEDES PWA 52654 
FOR DEPOT LEVEL USE ONLY 


USABLE 
ON 
CODE 


Change 15 


2-1407 


T.O. 2J-F100-94 


INDEX 1 PWA 51704 INDEX 8 PWA 51877 


INDEX 13 PWA 52671 INDEX 28 PWA 50424 


INDEX 29 PWA 55840 


103667 


FIGURE 588. WRENCHES-CONTINUED 


2-1408 Change 25 


FIGURE 
& INDEX 
NUMBER 


< 


PART 
NUMBER 


PWA 51704 
72028 


CL42-KA-24.0-4 


PWA 51704-3 
PWA 51704-1 


PWA 51704-7 
PWA 51704-2 


DELETED 
PWA 51877 


MS16995-36 
PWA 51877-2 


PWA 51877-4 
PWA 51877-1 
PWA 52671 


MS16555-31 
27905 


91251A 
PWA 52671-8 


PWA 52671-6 
MS15795-820 
MS24671-21 

PWA 52671-5 


PWA 52671-1 
MS16555-44 
PWA 52671-13 
MS16555-31 
PWA 52671-2 
PWA 52671-4 


PWA 50424 
PWA 55840 


MS16995-37 
PWA 55840-1 
PWA 55840-3 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


WRENCHES-CONTINUED 
WRENCH-DIFFUSER CASE IGNITER INSERT 


. SCREW-GAP, SOCKET HD 


NO. 5-40 X 0.250 IN. LONG 
P&WA PART NO. PWA 51704-4 


. CABLE ASSY 


P&WA PART NO. PWA 51704-5 


. ROD-THREADED 


1.125 DIA X 7.500 IN. LONG 


. ROD-THREADED 


1.125 DIA X 7.500 IN. LONG 


. ROD-SUPPORT 


1.625 DIA X 6.000 IN. LONG 


RETAINING NUT 
SUPERSEDED BY PWA 57649 
SUPERSEDED BY PWA 57650 


0.250 X 0.375 X 1.750 IN. LONG 


. IHUMBSCREW 
. BODY 


WRENCH-FAN DRIVE TURBINE COUPLING NUT .... 
SUPERSEDES PWA 51899 
SUPERSEDED BY PWA 57649 
SUPERSEDED BY PWA 57650 


0.062 X 0.750 IN. 


. KNOB-HAND 


4.875 DIA X 0.500 IN. THICK 


. SPLINE ASSY 


0.625 OD X 27.500 IN. LONG 
WRENCH-IDLER STUB SHAFT BOLTS 
FOR DEPOT LEVEL USE ONLY 
WRENCH-TORQUE, REAR COMPRESSOR 
DRIVESHAFT 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 52655 
SUPERSEDED BY PWA 57737 


Change 25 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 6 PWA 52891 


28 


— 25 


INDEX 24 PWA 51378 


27 


FIGURE 589. WRENCHES-CONTINUED 


2-1410 


13813 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


WRENCHES-CONTINUED 
PWA 51959 WRENCH-NO. 5 BEARING OUTER RACE 
RETAINING NUT 
MS21262-14 
PWA 51959-2 
PWA 51959-4 
0.500 IN. DIA X 4.125 IN. LONG 
PWA 51959-1 . ADAPTER 
PWA 52891 WRENCH-HYDRAULIC LOADING, NO. 5 BEARING .. 
SUPPORT RODS 
SUPERSEDES PWA 52538 
SUPERSEDED BY PWA 56566 
. PUMP ASSY 
P&WA PART NO. PWA 52891-1 
SUPERSEDES PWA 52538-1 
. GAGE-HYDRAULIC 
P&WA PART NO. PWA 52891-10 
SUPERSEDES PWA 52538-10 
. ADAPTER-GAGE 
P&WA PART NO. PWA 52891-2 
SUPERSEDES PWA 52538-2 


P&WA PART NO. PWA 52891-3 
SUPERSEDES PWA 52538-3 
FOR 3 UNITS 
. HOSE-HIGH PRESSURE 
P&WA PART NO. PWA 52891-13 
SUPERSEDES PWA 52538-13 
FOR 3 UNITS 
FZ-1613 . CROSS-HIGH PRESSURE 
U/W PWA 52891 WRENCH 
P&WA PART NO. PWA 52891-15 
FZ-1618 - NIPPLE-SHORT, HIGH PRESSURE 
U/W PWA 52891 WRENCH 
P&WA PART NO. PWA 52891-16 
FZ-1612 . TEE-HIGH PRESSURE 
P&WA PART МО. PWA 52891-4 
SUPERSEDES PWA 52538-4 
8795 - FERRULE-CABLE 
P&WA PART МО. PWA 52538-8 
8794 
U/W PWA 52538 WRENCH 
P&WA PART МО. PWA 52538-9 
PWA 52891-5 . 
CL-5-FN . NUT-FLANGE 
P&WA PART NO. PWA 52891-7 
SUPERSEDES PWA 52538-7 
FOR 2 UNITS 
. NUT-FLANGE 
P&WA PART NO. PWA 52891-7 
SUPERSEDES PWA 52538-7 
FOR 2 UNITS 
PWA 52891-6 
SUPERSEDES PWA 52538-6 
FOR 2 UNITS 


Change 10 2-1411 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


2-1412 


PART 
NUMBER 


PWA 52891-19 


PWA 52891-18 


FDC-3605M77 


RCH-121 


PWA 52891-17 
CL73-KA-130 
H980-LS-R 
RC-112K 


RCH121-K-1 


A-604K 

P39K 

PWA 51378 
MS16996-14 
MS9321-09 
MS16995-25 
PWA 51378-5 


PWA 51378-1 
PWA 51378-2 


Change 4 


UNITS | USABLE 
PER 
DESCRIPTION ASSY 


. WRENCH ASSEMBLY 
SUPERSEDES PWA 52538-12 
FOR 2 UNITS 


3.125 DIA X 3.750 IN LONG 
SUPERSEDES PWA 52538-11 
FOR 2 UNITS 
. SAFETY HARNESS-NYLON 
1.750 WIDE X 180 INCHES LONG 
P&WA PART NO. PWA 52891-22 
SUPERSEDES PWA 52538-16 
SUPERSEDES PWA 52891-20 
. CYLINDER-HYDRAULIC 
P&WA PART NO. PWA 52891-14 
SUPERSEDES PWA 52538-14 
FOR 2 UNITS 
. BOX ASSEMBLY-STORAGE 
.. CABLE ASSEMBLY 


KIT-PACKING 

FOR REPAIR OF RCH-121 CYLINDERS WITH 

SERIAL NUMBERS STARTING WITH 0 (ZERO) 
KIT-PACKING 

FOR REPAIR OF RCH-121 CYLINDERS WITH 

SERIAL 

NUMBERS STARTING WITH THE LETTER B 
KIT-PACKING 

FOR REPAIR OF AR-400 COUPLER 
KIT-REPAIR 

FOR REPAIR OF P-39 PUMP 
WRENCH-SMALLER GEAR BEARING RETAINING ... 

NUT 

TOOL IS CANCELLED FFP 


ON 
CODE 


T.O. 2J-F100-94 


INDEX 2 PWA 50987 
12 
10 
11 

INDEX 9 PWA 51798 

INDEX 6 PWA 51702 
INDEX 14 PWA 52664 

INDEX 13 PWA 51944 


INDEX 15 PWA 50588 


INDEX 19 PWA 50630 


FIGURE 590. WRENCHES-CONTINUED 


(2-1413 Blank)/2-1414 Change 20 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 50985 


MS16995-37 
PWA 50985-2 
PWA 50985-1 
PWA 50987 


PWA 50987-2 
PWA 50987-3 
PWA 50987-1 
PWA 51702 


PWA 51702-1 
MS21316-58 
PWA 51798 
MS9486-63 
PWA 51798-4 
PWA 51798-1 
PWA 51944 


PWA 52664 
PWA 50588 


MS16555-24 
PWA 50588-4 
PWA 50588-2 
PWA 50630 


MS16995-35 
PWA 50630-2 
PWA 50630-1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


WRENCHES-CONTINUED 

WRENCH-REAR COMPRESSOR REAR BALANGE ... 
BEARING RETAINING NUT 
FOR DEPOT LEVEL USE ONLY 


WRENCH-REAR COMPRESSOR FRONT BALANCE .. 
BEARING AND GEAR RETAINING NUT 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDED BY PWA 57737 


`WRENCH-REAR COMPRESSOR DRIVE TURBINE ... 
RETAINING NUT 
SUPERSEDED BY PWA 57649 AND PWA 57664 


`WRENCH-NO. 4 BEARING OIL PRESSURE 
MANIFOLD RETAINING NUT 
WRENCH-OFFSET, TORQUE SET SCREWS 
WRENCH-NO. 5 BEARING SUPPORT ROD, BALL.... 
END 
SUPERSEDED BY PWA 52538 


RETAINING NUT 
SUPERSEDED BY PWA 53858 


. TOOTH-WRENCH 
. BODY-WRENCH 


Change 20 


USABLE 
ON 
CODE 


2-1415 


T.O. 2J-F100-94 


NIE) 
WL 


INDEX 1 PWA 53340 


INDEX 17 PWA 53704 


INDEX 29 PWA 53858 


INDEX 16 PWA 53689 


INDEX 18 PWA 53715 


INDEX 33 PWA 55241 


FIGURE 591. WRENCHES-CONTINUED 


2-1416 Change 20 


% 


93346 


2222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53340 


MS21316-59 
08016 


PWA 53340-13 
PWA 53340-11 
MS9390-410 
MS16996-10 
PWA 53340-7 
MS16996-9 
PWA 53340-5 
PWA 53340-3 
MS35190-251L 
PWA 53340-1 
PWA 53340-8 
PWA 53340-9 
PWA 53689 


PWA 53704 


PWA 53715 


MS16555-302 
PWA 53715-10 
MS16555-304 
MS16555-321 
5100-50 


PWA 53715-4 
PWA 53715-1 
PWA 53715-8 
8263 


PWA 53715-7 
PWA 53858 


NAS1352C3LL6 
PWA 53858-2 
PWA 53858-1 
PWA 55241 


PWA 55241-2 
PWA 55241-4 
UPC510H2-RC1 


DESCRIPTION 


WRENCHES-CONTINUED 


WRENCH-TORQUE, TURBINE HUB RETAINING NUT. 


SUPERSEDES PWA 51720 
REPLACED BY PWA 56671 


. SCREW-SOCKET HD 


P&WA PART NO. PWA 53340-12 


. SCREW-SOCKET 


` TUBE ASSY 
` TUBE ASSY 


WRENCH-AUGMENTOR NOZZLE SUPPORT 
FORWARD NUT 
FOR F-16 ONLY 
WRENCH-HOLDING AUGMENTOR NOZZLE 
SUPPORT REAR NUT 
FOR F-16 ONLY 
WRENCH-ADJUSTMENT, UNIFIED 
SUPERSEDED BY PWA 55920 
FOR FUTURE PROCUREMENT 


. SHAFT-FLEXIBLE 
. SCREW-HEAD 
P&WA PART NO. PWA 53715-3 
. GUIDE ASSY 
WRENCH-NO. 3 BEARING FRONT SEAL 
RETAINING NUT 


. WRENCH ASSY 
WRENCH-NO. 4 BEARING OIL PRESSURE, 
MANIFOLD RETAINING NUT 
SUPERSEDED BY PWA 57383 
. BAR-EXTENSION 


P&WA PART NO. PWA 55241-3 


T.O. 2J-F100-94 


UNITS 
PER 
ASSY 


~ ~ 


эй. сый 
===> о — со со со о + + 


USABLE 
ON 
CODE 


Change 20 


T.O. 2J-F100-94 


INDEX 1 PWA 52686 INDEX 5 PWA 52767 


10B 10C 10D 


— 
na 


4 INDEX 10 PWA 52790 


INDEX 6 PWA 52769 


INDEX 11 PWA 53688 


INDEX 17 PWA 52654 


97564 


FIGURE 592. WRENCHES-CONTINUED 


2-1418 Change 22 


77777779 


FIGURE 
8 INDEX 
NUMBER 


PART 
NUMBER 


PWA 52686 


PWA 52686-3 
PWA 52686-2 
PWA 52686-1 
PWA 52767 
PWA 52769 
PWA 52769-3 
PWA 52769-2 
PWA 52769-1 
PWA 52790 
PWA 52790-1 
TDHB-8 
TDHB-10 
32012-11 


PWA 52790-6 
PWA 53688 


LC-038F-8 


PWA 53688-6 
PF-100 


TMD-10 


PWA 53688-8 
PWA 52654 


MS16995-37 
PWA 52654-2 
PWA 52654-1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


WRENCHES-CONTINUED 
WRENCH-NO. 4 BEARING OIL PRESSURE 
TRANSFER TUBE 
SUPERSEDED BY PWA 56675 


RETAINING RINGS 
WRENCH-MAIN FUEL SUPPLY TRANSFER TUBE.... 
SUPERSEDED BY PWA 56509 


. SCREW-SOCKET 


WRENCH-EXTENSION, FRONT COMPRESSOR 
DRIVE TURBINE SHAFT COUNTERWEIGHT BOLT 
FOR DEPOT LEVEL USE ONLY 

. WRENCH ASSY 
MAKE FROM TM-1, MFD BY 55719 


P&WA PART NO. PWA 52790-7 


. CONTAINER 


WRENCH-COMBINATION, AUGMENTOR NOZZLE ... 
SUPPORT REAR BOLT 
FOR F-16 ONLY 
SUPERSEDED BY PWA 56564 


. SPRING 


P&WA PART NO. PWA 53688-3 


P&WA PART NO. PWA 53688-7 


. SOCKET-MIDGET 


P&WA PART NO. PWA 53688-2 


. WRENCH ASSY 


WRENCH-ANTI-TORQUE, 6TH STAGE 
COMPRESSOR HUB AND DISK (FRONT) 
FOR DEPOT LEVEL USE ONLY 

SUPERSEDED BY PWA 55839 


USABLE 
ON 
CODE 


Change 22 


2-1419 


T.O. 2J-F100-94 


1B INDEX 1 PWA 55165 INDEX 2 PWA 52593 


INDEX 4 PWA 52594 INDEX 11 PWA 52922 


PO 


INDEX 13 PWA 53653 


(2 INDEX 15 РИА 55167 INDEX 16 PWA 50699 


101627 


FIGURE 593. WRENCHES-CONTINUED 


2-1420 Change 24 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55165 


NAS607-8-6 
PWA 55165-1 
PWA 52593 


PWA 52593-1 
PWA 52594 


8795 
8794 


PWA 52594-4 
PWA 52594-3 
PWA 52594-1 
PWA 52594-2 
PWA 52922 


PWA 52922-1 
PWA 53653 


PWA 55166 


NAS607-6-4 
PWA 55166-1 
PWA 55167 


PWA 55167-7 


AN960-516 
PWA 55167-5 
PWA 55167-6 
PWA 55167-1 
PWA 50699 


PWA 50699-1 
PWA 50699-2 
PWA 50699-3 
MS16995-36 
PWA 50699-5 
MS16555-31 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


WRENCHES-CONTINUED 

WRENCH-13TH STAGE DISK TIEROD NUTS, 
RATCHET 
FOR DEPOT LEVEL USE ONLY 


` WRENCH ASSY 


WRENCH-RETAINING NUT ACCELEROMETER 
PROBE IN DIFFUSER CASE 
FOR DEPOT LEVEL USE ONLY 


. WRENCH ASSY 


WRENCH-DIFFUSER CASE ACCELEROMETER 
PROBE 
FOR DEPOT LEVEL USE ONLY 


. FERRULE-CABLE 


P&WA PART NO. PWA 52594-6 


P&WA PART NO. PWA 52594-5 


. IHUMBSCREW 


NUT 
FOR DEPOT LEVEL USE ONLY 
WRENCH-10TH AND 12TH STAGE DISKS TIEROD... 
NUTS, RATCHET 
FOR DEPOT LEVEL USE ONLY 


` WRENCH ASSY 


WRENCH-8TH STAGE DISK TIEROD NUTS 
(RATCHET) 
FOR DEPOT LEVEL USE ONLY 


. SCREW-HEX HD 


MAKE FROM MS35308-329, MFD BY 96906 


. WASHER 
. ADAPTER ASSY 


WRENCH-GEARBOX DRIVE BEVEL GEARSHAFT ... 
BALL BEARING INNER RACE RETAINING NUT 


. IMMOBILIZER ASSY 


Change 25 


USABLE 
ON 
CODE 


2-1421 


T.O. 2J-F100-94 


INDEX 1 PWA 55376 INDEX 2 PWA 55577 


INDEX 3 PWA 55717 INDEX 4 PWA 55718 


INDEX 5 PWA 55824 INDEX 9 PWA 55920 


FIGURE 594. WRENCHES-CONTINUED 


2-1422 Change 21 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


== === 22222 === 


22222 


РМ/А 55376 


РМ/А 55577 
М516555-30 
РМ/А 55577-2 
РМ/А 55577-1 
РМ/А 55717 


РМ/А 55717-2 
РМ/А 55717-3 


РМ/А 55717-1 
РМ/А 55718 


PWA 55718-3 
PWA 55718-4 
PWA 55718-1 
PWA 55824 


MS16995-16 
PWA 55824-3 
PWA 55824-1 
PWA 55920 


MS51965-40 
PWA 55920-2 
PWA 55920-5 
1-PW-200 


WRENCHES-CONTINUED 


WRENCH-TANGENTIAL OUT BOARD INJECTOR .... 


SPACER RETAINING NUT 
FOR DEPOT LEVEL USE ONLY 


`WRENCH-REAR COMPRESSOR VARIABLE VANE ... 


LINK ARM, RIGHT SIDE 


MAKE FROM MS16555-46, MFD BY 96906 


. BODY 
WRENCH-REAR COMPRESSOR VARIABLE VANE ... 


LINK ARM, LEFT SIDE 


`WRENCH-IGNITION ALTERNATOR DRIVE SHAFT, ... 


BEARING RETAINING NUT 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 50407 


'WRENCH-ADJUSTING, UNIFIED FUEL CONTROL ... 


SUPERSEDES PWA 53715 


` НЕХ ASSY 
` HEAD-RIGHT ANGLE 
P&WA PART NO. PWA 55920-1 


Change 21 


2-1423 


T.O. 2J-F100-94 


INDEX 1 PWA 57114 


INDEX 30 PWA 57119 


INDEX 34 PWA 61694 


INDEX 38 PWA 56307 


8255 


FIGURE 595. WRENCHES-CONTINUED 


2-1424 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 57114 


PWA 57114-4 
PWA 57114-5 
PWA 57114-6 
PWA 57114-7 
G51-82 


MS51021-102 
PWA 57114-3 
PWA 57114-2 
PWA 57114-11 
PWA 57114-10 
5113-12 


PWA 57114-14 
PWA 57114-12 
MS9460-101 
CL-1-SH 


NP330H2-RC1 
PWA 57024 


8266 


PWA 57024-4 
PWA 57024-3 
PWA 57024-2 
92198A245 


41101 


MS16995-26 
PWA 57024-12 


47504 
B-86 


PWA 57024-1 
94605A140 


PWA 57119 
MS16995-25 
PWA 57119-8 


PWA 57119-7 
PWA 61694 
MS16995-9 
PWA 61694-3 
PWA 61694-1 
PWA 56307 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


WRENCHES-CONTINUED 
WRENCH-STARTING, TURBINE TIEROD NUT 
FOR DEPOT LEVEL USE ONLY 


` PLATE-COVER 
` GEAR-SPUR 


P&WA PART NO. PWA 57114-8 


. RING-RETAINING 

P&WA PART NO. PWA 57114-13 
. GEAR-SPUR 
. GEAR-SPUR 


P&WA PART NO. PWA 57114-16 
WRENCH-TIEROD, TURBINE NUT AND TORQUE ... 
PLATE 
FOR DEPOT LEVEL USE ONLY 
SCREW-KNURLED HEAD 
P&WA PART NO. PWA 57024-6 
. WELDED CONSTRUCTION 
. WELDED CONSTRUCTION 


. SCREW-MACHINE,HEX HEAD 
0.190-24 X 0.750 IN. LONG 
P&WA PART NO. PWA 57024-9 
. WASHER-SELF ALIGNING 
P&WA PART NO. PWA 57024-5 


SUPERSEDES PWA 57024-11 
. INSERT-THREADED 
P&WA PART NO. PWA 57024-8 
. BEARING 
P&WA PART NO. PWA 57024-7 
. BONDED CONSTRUCTION 
.. SCREW, NYLON, FLATHEAD 
P&WA PART NO. PWA 57024-1-4 
WRENCH-ANTI-ICING CONE 


Da 


= U ло ~ 


MAKE FROM RXH 14165, MFD BY 55719 


Change 1 


USABLE 
ON 
CODE 


T.O. 2J-F100-94 


INDEX 1 PWA 57408 INDEX 6 PWA 57056 
(DEPOT) (DEPOT) 


INDEX 10 PWA 57057 INDEX 14 PWA 57077 
(DEPOT) 


17 


INDEX 15 PWA 57108 INDEX 19 PWA 57127 
(DEPOT) 13822 


FIGURE 596. WRENCHES-CONTINUED 


2-1426 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
8 INDEX PART PER ON 


NUMBER 


PWA 57048 


50410 


PWA 57048-2 
PWA 57048-4 
PWA 57048-1 
PWA 57056 


MS16995-25 
PWA 57056-2 
PWA 57056-1 
PWA 57057 


PWA 57057-3 


PWA 57057-2 
PWA 57057-1 
PWA 57077 


PWA 57108 


MS1957-60 
PWA 57108-2 
PWA 57108-1 
PWA 57127 


DESCRIPTION ASSY 


WRENCHES-CONTINUED 
WRENCH-TORQUE, BEVEL GEARSHAFT DRIVE .... 
DUPLEX BEARING NUT 
FOR DEPOT LEVEL USE ONLY 
SUPERSEDES PWA 50437 
FOR 220 


. SCREW-CAP, SOCKET HEAD 


0.190-24 X 0.219 DIA 
P&WA PART NO. PWA 57048-3 


. BODY ASSEMBLY 


WRENCH-REDUCTION GEARBOX, BALL BEARING 
OUTER RACE NUT 
FOR DEPOT LEVEL USE ONLY 


WRENCH-REDUCTION GEARBOX, BALL BEARING 
INNER RACE NUT 
FOR DEPOT LEVEL USE ONLY 


. SCREW-CAP, FLAT SOCKET HEAD 


0.164-32 X 0.500 INCH DIAMETER 


'WRENGH-ADAPTER, TORQUE, 4TH AND 5TH 


STAGE VANE AND CASE BOLT 
WRENCH-STARTING, IGNITION ALTERNATOR 

BALL BEARING NUT 

FOR DEPOT LEVEL USE ONLY 


. CLIP-SPRING 

. HANDLE ASSEMBLY 

WRENCH-SCREWDRIVER, OFFSET 
SYNCHRONIZATION ARM 


CODE 


2-1427 


T.O. 2J-F100-94 


INDEX 7 PWA 52666 


INDEX 8 PWA 50308 
INDEX 9 PWA 51136 


INDEX 10 PWA 55867 INDEX 11 PWA 50347 


52091 


FIGURE 597. WRENCHES-CONTINUED 


2-1428 Change 8 


T.O. 2J-F100-94 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


WRENCHES-CONTINUED 
PWA 57131 WRENCH-TURBINE TIEROD NUT REMOVAL 
FOR DEPOT LEVEL USE ONLY 


— 


MS35307-334 
MS51971-2 
MS35338-140 
PWA 57131-3 
PWA 57131-2 å 
PWA 52666 WRENCH-HYDRAULIG, 960,000 IN.-LBS 
PWA 50308 WRENCH-HYDRAULIG, 120,000 IN.-LBS 
PWA 51136 WRENCH-BELLCRANK RETAINING NUT, 
CONVERGENT FLAP 
SUPERSEDED BY PWA 55867 
PWA 55867 WRENCH-BELLCRANK RETAINING NUT, 
CONVERGENT FLAP 
MAKE FROM 7420, MFD BY 2G371 
SUPERSEDES PWA 51136 
PWA 50347 WRENCH-TURBINE ЗНАЕТ COUPLING SPRING .... 
RETAINING NUT 
FOR DEPOT LEVEL USE ONLY 


осо мол ом 
22 а а о о ~ 


' 
“= 
© 


Сһапде 13 2-1429 


T.O. 2J-F100-94 


Sy 


“Comp | (6 


| | 5 
3 2 


INDEX 1 PWA 55818 INDEX 9 PWA 57264 


101628 


FIGURE 598. WRENCHES-CONTINUED 


2-1430 Change 24 


JJ D D D D DDD DD DDD о DID m= 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55818 


MS16998-55 
MS9321-11 
PWA 55818-5 
PWA 55818-2 
PWA 55818-6 


PWA 55818-6-3 
MS20615-5MB 
PWA 57264 


MS51957-12 
PWA 57264-9 
MS16555-32 
LG032C-17-SS 
SSB-48P 

PWA 57264-7 
MS51957-14 
PWA 57264-13 
PWA 57264-2 
5108-68 

PWA 57264-6 
MJ-681 

PWA 57264-4 
5108-59 


PWA 57264-1 


T.O. 2J-F100-94 


UNITS 
PER 
DESCRIPTION ASSY 


WRENCHES-CONTINUED 
WRENCH-8TH STAGE DISK TIEROD NUTS 
(RATCHET OFF) 
FOR DEPOT LEVEL USE ONLY 


. WRENCH ASSY 
REPLACES PWA 55818-1 


MAKE FROM R1214B, MFD BY 55719 
.. RIVET (AP) 
WRENCH-LOW СОМРВ, TIE ROD NUTS, 
INSTALLATION/REMOVAL 
FOR DEPOT LEVEL USE ONLY 


P&WA PART МО. PWA 57264-8 
. PLUNGER-BALL 
P&WA PART МО. PWA 57264-12 


. SOCKET ASSY 
. RING-RETAINING 
P&WA PART МО. PWA 57264-5 
. GEAR-SPUR 
MAKE FROM H2421, MFD BY 08094 


. BEARING-NEEDLE 
P&WA PART МО. PWA 57264-15 
. GEAR-SPUR 
MAKE FROM H2418, MFD BY 08094 
. RING-RETAINING 
P&WA PART МО. PWA 57264-3 
. WRENCH ASSY 


Change 24 


USABLE 
ON 
CODE 


2-1431 


T.O. 2J-F100-94 


2-1432 


INDEX 1 PWA 53652 


Change 23 


FIGURE 599. YOKES 


98787 


22222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 53652 


P-89495Y 
P-92705-Y 


PWA 53652-1 


T.O. 2J-F100-94 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


YOKE 
YOKE-RIVET, INTERMEDIATE CASE GANGNUT 
PLATE 
FOR DEPOT LEVEL USE ONLY 
. SET-RIVET 
P&WA PART NO. PWA 53652-2 
. RING-RETAINER 
P&WA PART NO. PWA 53652-3 


Change 23 2-1433/(2-1434 Blank) 


T.O. 2J-F100-94 


SECTION Ш 
NUMERICAL INDEX 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


.112-40X.25 315 - 10 244 - 1C 
317 - 23 245 - 2C 
.112-40X.31 160 - 14 245 - 3C 
-250-20X1.00 490 - 21 1/8КММ00-55 476A -19 
.2500DX.035 464 - 31 10-24 299 - 37 
.312-18X1.000 171 - 41 10-24X1/2 186 - 1L 
.375-.250-PTR-SS 573A -6 10-3000 216-8 
.375-16 X 1.0 186 - 33 10-552943-17G 43 - 34С 
.375-16 X 1.00 210 - 153 10-552943-19G 43 - 35C 
-375-16 X 2.0 186 - 17 1004 478 - 45 
210 - 137 1008-A 506 - 29 
-375-16 X 2.75 186 - 31 1012-10C 14-2 
210 - 151 47 - 14 
.375-MM0-SS 573A -7 1012-8C 14-8 
437 10-8 414A -10 43-3 
547 258 - 18 47 - 20 
-120Х.094755 517A -16 1018 360 - 5 
0.164-32Х.62 262 - 26 1022-10C 168 - 29 
0.190-24 262 -21 1022-8C 13 - 28 
0.375-16Х3.0 540 - 28 104 - 11 
0.375-16X4.5 540 - 37 229 -7 
0.562X0.38-0.047 46 -6 10230A 509 - 22 
00904B-104 171 - 60 10304 510 - 13A 
00904B-J02 171 - 58 511 - 22 
01008-ТР1.25 578 - 6 10474 470 - 12 
01022-18 В 578 -7 10491 453 - 28 
01040 268 - 30 1056$ 487-6 
01143 191 - 36 105R 123 - 18 
01761 183 - 10 10645 558 - 21 
050-2.50H-WK 266 - 18 10673 558 - 12 
0522-V3-G180X 573A -21 10675 470 -8 
05582 289 - 37 558 - 20 
06866-8Н-1.5 539 - 27 1086-Z-7 507 - 27 
06866-8Н-1.5 DIA 539 - 57 10871X2 440 - 42 
08-500 116-9 10906 396 - 12 
08002 116 - 4 1093005 559 -3 
08014 161A -3 11-002-015-1192-0Е 490 - 12 
08016 446 - 57 11104 306A -104 
591-3 11108 143 - 10 
1-PW-200 594 - 13 11110 306A -61 
1.0X0.50X0.062 46-15 306A -116 
1/2-13X41/2LONG 245 - 1D 11640164 316 - 3V 
1/2-13X4LONG 244 - 3D 117-153 334 - 10 
247 - 1D 1185-6CN-052 17-5 
1/2-13X51/2LONG 244 - ЗС 1185-6CN-0562 53 - 8 
245 - 1C 1185-8CN-0750 538 - 11 
247 - 1С 1191-16BN1000 1-23 
1/2-13X5LONG 244 - 1D 1IN-DP-H-14-S-21 165 - 40 
245 - 2D 12-3000 SERIES 210 - 29 
245 - 3D 1201 57ЗА -26 
12-13X6LONG 218A -6 12265995 10 - 1C 
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Change 29 3-1 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


1243-P-3 316 - 19 231 - 26 
12701 205-5 270А -4 
263A -2 270А -39 
12703 233 - 3D 179 - 26 
1290-4S 464 - 30 221 - 24 
468 - 30 338 - 2 
468 - 34 337 - 33 
12A 47 - 24B 335 - 13 
13-В4 546 - 15 337 -2 
13-DP-H-S-2-PIC3 218B -62 338 - 25 
136210 283 - 65 339 - 13 
136210 173 - 69 339 - 34 
13685 173 - 70 344 - 18 
283 - 66 170188-4 347 - 49 
13901 147 - 23 17102 75-27 
13902 209 - 12 76 - 21 
1400 152 - 18 77 - 30 
1400-/-12-А 42 - 4 263A -3 
1400F 370 - 20 271-7 
1448-6 270B -18 271-28 
1448-65 271A -15 271-47 
276A -9 272-29 
148-112 519А -67 300A -2N 
519B -67 300A -3N 
14949 255 - 1F 504 - 12 
1500 53 - 19A 173 - 56 
1500BK 53 - 33 283 - 49 
1503-12 165 - 8 77 - 14 
165 - 46 266А -48 
165 - 47 74 - 40 
1503-12-18 218В -29 186 - 35 
1503-12-36 218В -30 194-7 
1503-16-30 280-2 210-155 
1503-6-36 123-8 219-6 
152 230 - 24В 261-17 
15233 337 - 27 1723A2 556A -15 
338 - 10 17873 320 - 5 
15414 231 - 37 321 -3 
15422 288 - 36 18010 
1543003 558 -2 18014 
15797 168 - 14 18032 
158 262 - 45 18102 
1582A41 259 - 69 18506 
270 - 42 18901 
16-16C 280 - 4 18B 
16-Y-01 46 - 40 19303 
1607-B 173 - 71 19703 
283 - 67 19902 
16307 250 - 3D 19903 
547 - 13 
16311 222-5 
222 - 21 
16321 261 - 21 
16322 188 - 8 
1646А18 236 - 13 
435 -2 
1663 360 - 17 
16804 188 - 22 
16901 482 - 31 
16902 209 - 35 
210 - 64 
231 - 36 
16903 2-25 
198 - 3 
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3-2 Change 29 


FIGURE 
PART & INDEX 
NUMBER NUMBER 


2-008 

2-113 
2001-0287 
20097-6C-20B 


201 
201-B 
20105 
20133041 
202 


202-6-6S 
202-T 


202009-2-4S 
2021-12-12C 
2021-2-3S 
2021-6-55 
2022-2-4S 
2022-4-8-G 
2024-2-55 
202A153-12 
202A153-12-00 
202A163-12 
202A163-12-00 
202A163-4 
202D153 

202K 

202KLD3 
2030-2-4S 


2031-4-4S 
2040-2-4S 
20415 


2081-12-6S 
2081-6-2S 
2089-6-6S 
2096-6S 
2101-2-2C 
21301 


21302 
21303 
215-U 


21505 
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T.O. 2J-F100-94 


FIGURE 
PART & INDEX 
NUMBER NUMBER 


215208 
215PNL-2-25 
217-U 
217-USS 


22002 


22004 
22006 
22026 
222P-4-2 


2249-K-60 
225-USS 


225-V 

2250 

227 
23-S-187-2000 
23106 

23297 


233 

23410 
23511 
23902 


23908 


24-538 
24068 
24137-1 
249001001 
25-128 
25-SC388 
250-20X1.00 
25302 


2540 
2546A-14 
25480 
25495 
2550500 
2552086 


2552086-1 
2552086-11 
2552086-14 
2552086-2 
2552086-3 
2552086-5 
2552086-6 
2552086-7 
2552531 
2556-8-12 
2563500 
2563516 
2563526 
2563535 
2563546 
2563556 


№ 
+ 
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Change 29 


3-3 


T.O. 2J-F100-94 


3-4 


PART 


NUMBER 


2563583 
2563584 
2563585 
2563587 
2563588 
2563589 
2563591 
2563592 
2563595 
2563597 


2563599 
2563600 
2563614 
2563626 
2563627 
2563631 
2563646 
2563649 
2563653 
2563670 


2563674 
2563690 
2563726 
2563748 
2563749 
2563752 
2563753 
2564016 
2564030 
2564031 
2564062 
2564084 
2564096 
2564098 
2564110 
2564111 
2564550 
2564551 
2564552 
2564553 
2564556 
2564559 
2564561 
2564562 
2564563 
2564564 
2564565 
2564566 
2564567 
2564568 
2564569 
2564570 
2564571 
2564572 
2564573 
2564574 
2564575 
2564576 
2564577 
2564578 
2564742 
25714 


Change 29 


FIGURE 
& INDEX 
NUMBER 


i pp == pp 


D D N N D N D N N O 


лала. — о о D D Го = = о о = С» Го ГО 


PART 
NUMBER 


25717 

2583-4-48 
2583-6X71/4 LONG 
259-2021-2-4 
259-2083-2-2 

25901 


25902 


27902 


27903 
27904 
27905 
28-8-6 
28101 
2815/8 
28232 
28420-250A-8 
2857 
2859 
28912 
29011 


FIGURE 
& INDEX 
NUMBER 


496 - 36 
490 - 5 
28 - 17В 
476А -20 
476А -22 
179 - 38B 
545 - 9 
547 - 29 
11 - 68 
174 - 27 
178 - 11 
179 - 38A 
180 - 8 
208 - 14 
210 - 85 
223 - 2J 
234-7 
234-12 
303 - 17 
305-6 
305 - 17 
306 - 26 
94 - 23 
222 - 30 
249 - 2F 
549 - 13 
11-9 
20 - 1B 
147 - 31 
545 - 8 
9-15 
215 - 28 
500 - 10 
549 - 15E 
537 - 36 
258 - 24 
517B -72 
73 - 2F 
435 - 27 
186 - 1N 
283 - 6 
330 - 6 
120 - 12 
371 - 16 
447 - 25 
521B -8 
521В -21 
176 - 29B 
267 - 40 
452 - 41 
401 - 21 
171 - 26 
588 - 15 
123 - 17 
161 - 48 
43 - 35М 
53 - 12 
271В -62 
360 - 14 
360 - 15 
15 - 30 
266B -41 
270B -44 
300 - 54 
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FIGURE 
PART & INDEX 
NUMBER NUMBER 


29011 
29012 


29013 


29466-E-1 

29501 

2B5 
2MM9124-CR-DHUL- 
FS118C 
2MM9124-WICR-FS118 
2S-611J 

3 

3-PD5 
3/4DPH-13-S2/PIC3 
3/8-16 

3/8-16X21/2 
3/8-16X7IN.LONG 
3/8LX3/80DX.047 
3000-10 


3000-11 
3000-12 


3000-12G 
3000-L40 
300070219 
300089 
301-8 
3014T660 
302482 


303 
303560 


30523 


305R 
305USS 
30923 
31 


311-N 
31101 


31302 

31303 

3145 

319 

31903 513A -64 


= N N G 


- =D må må må må å må 


PART 
NUMBER 


31904 
31905 


32012-11 
320A-1 1/2 
320A-1.5 
320B-.5 
32130 
32132 
32204 
32236 
322A-3 


32306 
32307 
32431 
3286-8-12 
32901 


32902 
32903 


32904 
32907 


33-1056-20 
33-1056-13 
33-1056-20 
33025 
33501 


33502 


33503 


33504 
33506 


33507 
33510 


33904 
343 
34502 


3461T64X12.0 
34711 
35-1009SW-02L 


351521 
351523 
351531 
351533 
35302 
35304 
35306 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


74 - 4G 
44 - 25 
496 - 32 
504A -9 
592 - 10D 
530 - 14 
531 - 15А 
529 - 13 
271-4 
271-10 
154-17 
261-43 
529-5 
530-9 
251-16 
51-5 
191-6 
42-8 
175-74 
281-49 
165 - 50 
231 - 10 
270А -3 
270А -38 
48 - 11 
260 - 53 
165 - 49 
218В -47 
539 - 39 
536 -4 
539 - 63 
114 -4 
262А -26 
306A -108 
175 - 78 
269B -24 
281 - 47 
95 - 17С 
179 - 8 
277 - 17 
270В -19 
270А -2 
270А -37 
146 - 34 
231-9 
48-12 
260 - 51 
180 - 2 
263 - 66 
16A - 4 
147 - 55 
253 - 1N 
253 - 2M 
236 - 14 
270 - 26 
470 - 6 
558 - 19 
523 - 1 
524 - 1 
525 - 1 
521-1 
139-7 
456-10 
95-6 
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Change 29 3-5 


T.O. 2J-F100-94 


3-6 


FIGURE 
PART & INDEX 
NUMBER NUMBER 


35308 

355 

3558T49 
356-250-SS-1 
3561T64X10.0 
35902 
3591-3CN0285 
36056 
3606T64 
36145 

36303 

36906 

36907 

36909 

36911 


Change 29 


ослоос — 5 ND — O ++ — — — 


PART 
NUMBER 


39704 


39705 
39707 


3L18 
3L24 
3SB5 
4002K14 
4005268 
4007 
401-A4 


4018 
4028897 
4029 
40303 
40304 
40306 


4043708 
4052 
40537 
4056-H 


4056H 


FIGURE 
& INDEX 
NUMBER 


~ 


PART 
NUMBER 


4056R 
4056RS 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


42802 


43-43220 


43101 

43172 

4321 
4321-36-100-2N 
4322 

43301 

43303 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


15-20 
95-26 
253 - 1L 
253 - 21 
261-20 
263В -35 
416-3 
481 - 26 
396 - 7 
306A -110 
497 -6 
520 - 55 
477 - 12 
477 - 8 
360 - 9 
299 - 20 
434 - 10 
450 - 45 
460 - 2А 
460 - 33 
463 - 24 
463 - 30 
467 - 19 
520 - 9 
470 - 7 
558 - 18 
513A -6 
513A -9 
513A -10 
235 - 2 
253 - 18 
360 - 6 
293 - 50 
430 - 9 
254 - 36 
40 - 2 
40 - 7 
40 - 15 
41-2 
218B -48 
480 - 34 
263B -24 
271B -58 
317 - 13 
16А - 3 
222 - 11 
223 - 3С 
261 - 34 
146 - 31 
199 - 9 
2-9 
3-26 
74 -4А 
210 - 26 
123 - 6 
264А -8 
529 - 19 
165 - 45 
123-9 
123-10 
497-3 
459-8 
148-8 
462 - 43 
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Change 29 


D D D D D N # G ~ = G ~ со 


3-7 


T.O. 2J-F100-94 


3-8 


PART 
NUMBER 


448-8 
449A-3R 
44A45-02-02-03N 
45001 


45002 

45043 
4508-62-62-2N 
4511-100-58N 
4511-75-125 
4521-18-180-2 
4521-24-200-2N 
4521-24-2002 
4521-28-40-2 
4521-36-100-N 
4521-36-1602N 
4521-38-180-2N 
4521-38-1802N 
4521-38-180N 
4521-44-100 
4521-44-1602N 
4521-50-75-2N 
4521-62-80-2N 
4521-75-100 
4521-75-125-2N 
4521-75-162-2N 
4523-75-200-2N 
462A011-4 
46430 

46432 

4703 

4711 

47504 

47506 


47609 
47811 


47812 


Change 29 


FIGURE 
& INDEX 
NUMBER 
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PART 
NUMBER 


47826 
479 
4797-8B 
48032 
48112 


48115 


482 NO. 2 

482 NO.2 
482#2 
482-US182 
482-US1B#2 
482-US1B-2 
482-USIB-NO.2 
4834K11 
4CBTX-SS 
4CS3/4 


4FBTX-SS 
4P-2M 
4S23-38-75-2-11 
4SBTX-SS 
4ТХ-5 


5-0520-1 
5-40Х1/2 
5/8 5С 
5000Е 
50071 


500AFDELRIN 
500F 

50299 

50410 
5053K37 
5065A 
5065A-8 


FIGURE 
8 INDEX 
NUMBER 


269 - 45 
492 - 33 
168 - 31 
192 - 34 
210 - 128 
212 - 14 
259 - 6 
284 - 40 
306A -133 
492 - 38 
551 - 24 
11-16 
29 - 27 
38 - 5 
48 - 5 
70-6 
270 - 23 
299 - 21 
504 - 17 
48 - 13 
306A -137 
167 - 71 
306A -134 
492 - 26 
517B -53 
168 - 41 
329 - 38 
13-10 
288 - 88 
175 - 92 
210 - 125 
281 - 60 
276В -43 
384 - 42 
479 - 19 
544 - 13B 
264 - 61 
183 - 3 
379 - 9 
270 - 38 
226 - 1C 
432 - 19 
456A -8 
337 - 31 
338 - 13 
456A -5 
8-11 
573A -33 
456А -9 
435 - 6 
435 - 10 
322 - 6 
271А -54 
47-19 
579 - 10 
532 - 10 
538 - 2E 
160 - 15 
580 - 26 
574 - 1 
596 - 2 
262B -50 
164 - 9 
164 - 2 
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T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


5065B 514T072-01 
5065B-8 514T134-01 
5065C-3 518032 
5065D-8 52-553-001 
5100-12 52020 
5100-15 52048 
5100-18 


Ro Rao 


5210 
5100-200 5266-C 
5100-25 5268K27 
53-11-310-26 
5346K12 
5374A33 
5100-25-H 5416K15 
5100-250 5427-100-100-2 
5100-27-H 547 
5100-31 
5100-31-H 
5100-37 


< о =k на на any 


54934 
54974 
5100-43 5554K14 
5100-50 55828-8 
5648 
5100-62 5710-333-60 
5100-68 5710-82-60 
5100-75 5790-140 
5900 
5100-87 5900-19 
59003 
5100-87H 
5105-100 
5106-10600 
5108-59 
5108-68 
51128 
5113-12 
51139 
5133-18 
5133-25 
5133-37 6015 
5144-25 60172 
5144-31 60181 
60240 
60262 
60275 
603 


59105 
5940-00600 
6-05-61 

60 

60012 
60036 

6006 
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514Т033-01 
514Т034-01 
514Т035-01 
514Т036-01 
514Т037-01 
514Т038-01 
514Т039-01 
514Т040-01 
514Т042-01 
514Т044-01 
514Т045-01 
514Т047-01 
514Т051-01 
514Т052-01 
514T068-01 
514Т071-01 


— 


604 


606 
6085K12 
610 
62-619С 
622146 
622146FG 
6221B0F 
62619 
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Change 29 3-9 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


409 - 12 
409 - 14А 
409 - 19 
409 - 25 
410-5 
410-12 
410 - 22 
410 - 30 
410 - 36 
410 - 43 
411-6 
411 - ЗА 
411 - 11 
413 - 15 
414А -12 
628ХВ-2-6-2 414А -16 
67316-SS-1 513-4 
6755A12 371 - 32 
67702 476 - 32 
6779-2 538 - 15 
6789-2 538 - 19 
2-62 68024 192 - 25А 
628XB-3-6-1 6808A14 263 - 50 
628XB-3-6-2 68420-19-4-4B 43 - 35F 
630 6897113 203 - 4 
6897114 203-5 
6897116 203-6 
6897117 203-7 
6897119 203-8 
6897120 202-5 
6897126 202-4 
6897128 206-3 
6897129 327-1 
6897130 35-3 
6897131 35-4 
660-024M19R6-19 6C7-6FJX-10FJX-8 47-17 
6601M2Y 6C7-6FJX90-8FJX-8 47 - 22 
6610M2Y 6C7- 
6PCT6FJXEPCT8FJX8.0 43 -5 
43 - 17 
70-105 280-5 
70067 388 - 2 
70186 589 - 18 
70213 53 - 13 
70430805 4-37 
4-38 
70430806 4-42 
70430807 4-41 
70433365 4-40 
70437751 4 - 38A 
70437756 4-51 
70455018 4-40 
70455168 4-34 
70455175 4 - 37A 
70455215 4-48 
70455217 4-39 
70455586 4-36 
70456940 4-49 
70456941 4-44 
70456942 4-46 
70456943 4-45 
70456949 4-47 
70457937 4-35 
70467301 4-50 


628XB- 


63119 

64007 

64008 

645 

65008 

65209 

6589414 
660-021M16R6-17 


4 
4 
4 
8 
2 
2 
4 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
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3-10 Change 29 


FIGURE 
PART & INDEX 
NUMBER NUMBER 


70B 
71057 
71079 
71161 
71206 
71249 
71405 
71653 
72028 
72032 
72034 
72036 
72068 
72134 
72154 
727-8-8 
7304WSU 
752600 
754200-2 
763120 
7750 
776300-1 
78042 
797140 
79NE-058 
79NTM-04 
8-4FTX 
80-RED 
800FE-3/4-S 
81-141 
810535 
816100-3 
8263 
8266 
8568K714 
85902 
8747K14 
8762K1 
8794 


8794-10 
8794X6 
8795 


8859K14 


8876728 
9-1614-11 
9000599-45 
900605-45 


90107А011 
90145А434 
90145A505 
90149A033 
90276A124 
90279D240 
90291А192 


1 
2 
2 
1 
2 
1 
3 
1 
1 
2 
2 
2 
2 
2 
4 
1 
1 
1 
1 
1 
2 
1 
3 
1 
2 
1 
1 
5 
1 
1 
1 
4 
1 
1 
1 
1 
1 
1 


PART 
NUMBER 


90291А537 
90291A622 
90298A581 
902984628 
90298А714 
90498А039 
91200 
91219 
91246А245 
91247А800 
91251А 
91251А194 


91251A252 
91251A585 
91252A673 
91255A106 


91255A190 
91255A537 


91259A537 


91259A589 


91259A712 
91259A796 
91259AS8S 
91259AT12 
91260A244 
91375A103 
91375A544 
91375A550 
91375A583 
91375A585 
91375A709 
91375A724 
91376A106 
91565A 548 


91743A247 
91744A247 


91745A537 
91745A542 
91781A742 
91783A 

91783A190 
91783A826 
91783A829 
91792D192 
91792D829 
91794A155 
91833A118 
91847A031 


92196A197 
92196ASS2 
92198А 553 
92198A242 


92198A245 
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FIGURE 
& INDEX 
NUMBER 
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Change 29 3-11 


T.O. 2J-F100-94 


PART 
NUMBER 


92198A245 
92198A247 


92210A146 
92308A537 
92311A544 
92312A 824 
92312D829 
92314A199 
92391A054 
92949A106 


92949A144 
92949A148 


92949A194 


92949A245 
9312A824 
9329 


9408 

9428 
94431 
9452K60 
94605A140 
9475 

9487 

9492 
9540K51 
95868A146 
9598K18 


9600K14 
9600K24 
9602K14 
9637K23 
9730K4 


9767 


9796 
9798 
9799 
98335A064 
98381A505 


98381A537 
98381A539 


98381A582 
98381A712 
98381A843 
9838A537 

98401A478 


98847A035 
99-1868-9 
998381A622 
9X93-30142020 


3-12 Change 29 


FIGURE 
& INDEX 
NUMBER 
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2 
2 
2 
2 
4 
6 
1 
2 
4 
2 
2 


AAA A ДЛ AA ДЛ A. AX ЛДЛ A. A A A A A ЛА Л Л Л ЛЛ ЛЛ Л Л Л Л ЛЛ Л ЛЛ Л Л AN 


FIGURE 
PART & INDEX 
NUMBER NUMBER 


A-101824 271A -37 
A-13 433 - 32 
437 - 32 
438 - 6 
441 - 42 
447 - 11 
457 - 6 
457 - 63 
457 - 79 
458 - 14 
458 - 31 
458 - 56 
465 - 3 
480 - 57 
437 - 51 
442 - 30 
449 - 19 
453 - 9 
456A -39 
234 - 28 
437 - 15 
437 - 34 
437 - 44 
437 - 55 
438 - 14B 
441 - 10B 
441 - 45B 
442 - 18B 
442 - 30А 
445 - 14B 
445 - 29B 
446 - 52B 
446 - 66 
447 - 14B 
447 - 59 
449 - 22B 
452 - 26B 
453 - 10 
454 - 12B 
456 - 53 
456 - 67 
457 - 10B 
457 - 24А 
457 - 32B 
457 - 49B 
458 - 59 
459 - 37 
472 - 228 
475 - 20C 
479 - 29 
479 - 91 
480 - 18B 
480 - 48 
480 - 59 
481 - 11 
484 - 12А 
589 - 23 
А-9 266В -18 
272А -25 
А/М 32А-60А 415-3 
A/M37T-20 566 - 2 
A/M37T-6C 566 - 1 
566 - 2 
A12202655 288 - 37 


A A AA A ЛЛ A 


PART 
NUMBER 


AA-1108 
AA-225-6 
AA-407-7 
AA-521-4 
AA-628-7 
AA50016 
AA50019-1 
AA50019-2 
AA50019-3 
ABC-12T 
ACL50018 
AD-87 


AD50002M1 
AD50002M2 
AD50002M3 
AD50004M2 
AD50004M3 
AD50005M1 
AD50005M2 
AD50005M3 
AD50012M1 
AD50012M2 
AD50012M3 
AD50012M4 
AD50012M5 
AD50012M6 
AD50012M7 
AD50012M8 
ADB-21400 

ADB-23301 

ADB-30720 

ADB-37285 


ADB25160 
ADB25165 
ADB26210 
ADB45010 
ADB46750 
ADB50620 
ADB50910 
AF-DE-313 
AH-604 
AHT50079-1 
AHT56038 
AHT56064 
AL-502 


AL-61 


ЗЕ ЗЕ ЗЕ ЗЕ ЗЕ ЗЕ ЗЕ H H 


FIGURE 
& INDEX 
NUMBER 


317 -6 
454 - 9 
192 - 13 
123 - 13 
289 - 67 
297 - 11 
154 - 12 
329 - 29 
451 - 31 
520 - 38 
520 - 49 
520 - 53 
1-19 
513A -85 
513A -95 
513A -75 
513A -90 
540 - 56 
564 - 1 


322 - 11F 


= SE A 
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PART 
NUMBER 


AL1616-0504 
AL2020-1305 
AL2624-1205 
AM 3800-1 
AM-1U 
AM-1U-P1 
AM-1U-P2 
AM-3800-P10 
AM-3800-P11 
AM-3800-P12 
AM-3800-P13 
AM-3800-P14 
AM-3800-P15 
AM-3800-P16 


AM-3800-P2 
AM-3800-P22 
AM-3800-P23 
AM-3800-P24 
AM-3800-P3 
AM-3800-P4 
AM-3800-P5 
AM-3800-P9 


= ' 
D 


N121506 
N121817 


N122036 
N123467 


N123520 


N150409 
N240-4 
N3-11A 
N3-12A 
N3-5A 
N315-C3 
N315C-3R 
N315C-4R 
N316-C18R 


N316C7R 
N335-12 
N381-4-22 
N3C-12A 
N3C-16A 
N3C-4 
N3C-7A 


>>>>>>> >>>>>>>>> > >> >>> 


N3C10A 
N3C22A 
N3C3A 
N3C5A 


N3C6 
N3C7A 


N416-1 
N416-2 


>>> > >>>> 
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FIGURE 
& INDEX 
NUMBER 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 


271A -48 
550 - 3 
78-8 
220-2 
308-18 
530-8 
531-14 
540-6 
259 - 68 
270 - 41 
259 - 66 
270 - 37 
507 -9 
551 - 12В 
196 - 17 
472 - 30 
146 - 3 
235 - 17 
264 - 39 
85-8 
2-5 
3 - 29 
186 - 1P 
166 - 37 
96 - 15 
264 - 38 
287 - 26 
352 -7 
229 - 4 
353 - 2С 
542 - 2А 
401 - 14С 
410-2 
147 - 70 
407 - 19 
411 - 12 
289 - 9 
412 - 23 
261 - 30 
10 - 11А 
530 - 2 
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T.O. 2J-F100-94 


FIGURE 
PART & INDEX 
NUMBER NUMBER 


N416-2 
N470 
N4C-6A 


N505-108 
N505-416-16 
N505-5-6 
N505C-5-4 
N505C6-6 
N515-10-32 
N515-10-8 
N515-4-4 
N515-5-6 
N515C-4-3 
N515C-5-4 


>>>>>>>>>>> >>> 


М515С-5-6 
М515С-6-6 
М515С10-8 
М515С4-3 
М515С5-4 
М515С6-4 
М6227-10 
М6227В-63 
М806-12 
М806-6 
N806-C6 
N816-10J 
N816-10K 


N816-12 


N816-12-16K 
N816-12-8K 
N816-12K 
N816-20K 
N816-4 


A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 


AN816-4-4 


AN816-4-4K 


AN816-4J 
AN816-4K 


3-14 Change 29 
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PART 
NUMBER 


N816-5K 


N816-6 
N816-6-2K 
N816-6-6 
N816-6-8 
N816-7K 
N816-8J 
N816-8K 
N817-4 


>>>>>>>> > 


N818-12C 
N821-65 
N915-3S 
N917-16 
N917-3C 
N917-3S 
N917-4C 
N919-15 
N929-4 
N960-10L 
N960-416 
N960-516 


N960-616 
N960-816 
N960-C416 
N960-C616 
N960-C816 
N960-XC10L 
N960-XC416 
N960C-416 
N960C416 


N960C516 
N960C616 
N960C6L 


N960XC1016 
N960XC1216 
N960XC1616 
N960XC8 
N960XC816 
NSI L-40-6 
NSIL-32-10 
AR-400 


>>>>>>> >>> >>>>>>>>> >ъ>>>> > >>> 


FIGURE 
& INDEX 
NUMBER 
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T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


184-3 477 - 4 
234 - 16 479 - 20 
258 - 17 479 - 80 
395 - 7 480 - 14 
401 - 17 480 - 25 
416-4 480-47 
432-10 480 - 59 
432 - 41 481 -6 
433 - 31 482 - 11 
434 - 23 482 - 37 
435 - 14 483 - 10 
435 - 30 484 - 12 
437 - 3 486 - 10 
437 - 12 487 -2 
437 - 34 517B -29 
437 - 44 517B -43 
437 - 54 537 -2 
438 - 8 589 - 10 
441 - 10 AR-604K 457 - 65B 
441 -45 457 - 82B 
442 - 18 458 - 16 
442 - 28 458 - 33 
445 - 13 AR400 461 - 18 
445 - 29 AT-100 187 - 81 
446 - 46 АТ-27 324 - 10 
446 - 61 АТТ50173 565 - 5 
447 - 13 АТТ50181 560 - 3 
447 - 52 B-16-HLN-3.00 280 - 7 
449 - 20 В-203-10 47 - 13 
452 - 21 - 270В -12 
453 - 6 466 - 53 
454 - 10 - 271В -49 
456 - 20 272B -42 
456 - 51 270B -9 
456 - 60 - 271А -34 
456А -4 - 271А -55 
457 -9 595 - 27 
457 - 15 B0625-032-S 513A -63 
457 - 29 B21 300 - 34 
457 - 49 307 - 35 
457 - 65 324 - 6 
457 - 82 353 - 19 
457 - 87 B21-SDL85 519А -13 
458 - 16 519B -13 
458 - 33 B23A 517A -2 
458 - 43C B3K 519А -20 
458 - 59 519B -20 
459 - 35 B3Q 318 - 3 
460 - 8 318-9 
463-17 B3W 276B -2 
465 - 23 384-3 
465 - 33 B44 513A -28 
465 - 55 B5M 272A -24 
466 - 5 276А -11 
467 - 34 300 - 7 
468 - 11 307 - 7 
468 - 26 146 - 38 
472 - 11 266B -17 
473 - 11 300 - 6 
473 - 26 307 -6 
475 - 16 519A -2 
476 - 20 519В -2 
476 - 30 218 - 20 
476A -24 271А -3 


4 
1 
1 
1 
1 
1 
3 
1 
1 
1 


№ 
о N — D — № 


Change 29 3-15 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


B81 
BDS-4111PTB 
BEE6-2RN7 
BEI50006-1 
ВЕІ50006-2 
BEI50035-1 
ВЕІ50035-2 
ВН-24 
BH19066 
BJ27 
ВМІ50000 
BMI50001 


СІО50038-1 564 - 6 
CID50038-2 564 - 6 
CID50041 565 - 2 
CIR3021-240V 337 - 45 
CJ193 190 - 3 
CL-.199P 270B -3 
CL-.203M 270B -2 
CL-.375-16X3.5 266A -13 
CL-0-58 473 - 34 
CL-0-CS 11-60 
CL-0-TN 262 - 31 
CL-00-58 440 - 12 
BRC25 CL-00-SB 252 - 4 
BTA-2 270A -15 
BTA-4 270A -49 
379 - 4 
457 - 39 
457 - 56 
457 - 72 
458 - 7 
458 - 23 
458 - 50 
CL-03BE-6 466 - 18 
192 - 20 
52 - 36 
223 - 3W 
397 -8 
256 - 17 
BZE6-2RN . 44 - 3 
BZE6-2RN7 19 - 17 
70-5 
CL-1-CRS 181 - 33 
CL-1-DP 214 - 23 
BZEG-2RN7 CL-1-DP-X 148 - 63 
C 0480-042-0750 171 -37 
C-9084-SS-014 189 - 14 
C0057-007-0190M 264 - 50 
CL-1-F 44-2 
256-16 
397 - 7 
CL-1-FK 250 - 2R 
CL-1-FN 270A -14 
452 - 1A 
CL-1-HK-2 447 - 45 
CL-1-HK2 313 - 15 
CL-1-HK2T 174 - 17 
295 - 22 
CL-1-HTS 175 - 91 
281 - 59 
288 - 59 
CL-1-KHS 184 - 28 
CL-1-KN 160 - 21 
272B -11 
CL-1-RP 148 - 62 
264 - 51 
C81 CL-1-SB 18 - 15 
C81370-1 CL-1-SCW ЗА - 18 
C81Q 16А - 2 
16А - 21 
37 - 19C 
CAT31 38 - 21 
CD-482-US4-#2 40 - 25 
СЕ-1-$ 175 - 11 
CF-1.50-S 209 - З 


= = = = а а а а а а а = 02 
= ВБ озго A = 00 — - 
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C0300-026/1500-S 
C0360-026-0500 
C0360-026-05005 
C0455-046-0620-M 
C0480-038-05005 
C0480-038-0625 
C1-006A-1SS 
С1100-085-25005 
С1507 

С2-14 

C3069X4 
C360-026-0750 
C360-032-0500 
C3B-261-A3DA 
C5-53 


= << <<< До — о “о По BB к = Ф = A 


3-16 Change 29 


PART 
NUMBER 


CL-1-SCW 


CL-1-SH 
CL-1-SHS 


CL-1-SHS-N 
CL-1-SS 
CL-1-SW 


CL-1-THA-0P 
CL-1-TP 
CL-10-HK-2 
CL-10-KHS 


CL-10-KR 
CL-1000-SHR-1 


CL-1024-KS 
CL-1024-TSJN 


CL-1032-KS 
CL-1032-SKS 
CL-11-CH 
CL-11-KR 
CL-11-SPS-1 
CL-11-SW 
CL-11515 
CL-11520 
CL-11530 
CL-11615 


CL-11730 
CL-12-BLP-B-32-S 
CL-12-HN 
CL-12-JN 
CL-12-KA-5.OLR 
CL-12-KA-6-LR 
CL-12-KHS 


CL-12-RB 


CL-1213-KS 
CL-1213-SKS 
CL-124 
CL-125 


CL-127 


FIGURE 
& INDEX 
NUMBER 


262 - 25 
263A -21 
266A -15 
267 - 10 
276-8 
276 - 46 
289 - 58 
595 - 16 
39 - 24 
39 - 33 
268 - 11 
252-5 
164-5 
211-13 
288-68 
434 - 5 
261 - 84 
256 - 18 
252 - 2 
87 - 28 
491 - 31 
276A -34 
286 - 19 
486 - 8 
175 - 79 
281 - 48 
176 - 32 
176 - 34 
297 - 15 
242 - 13 
196 - 11 
530 - 38 
438 - 13 
226 - 1E 
198 - 14 
272 - 11 
269 - 17 
146 - 69 
179 - 39С 
263A -22 
16-2 
264А -16 
263A -63 
173 -4 
167 - 30 
4 - 56 
188 - 21 
167 - 38 
479 -45 
38 - 6 
551 - 18 
180 - 21 
195 - 4 
198 - 10 
214-3 
75-13 
148 - 66 
173-49 
191-3 
263A -20 
264В -21 
294-9 
433 - 25 
456A -45 


со 


D со © +. ND 01 ND © D 


+ O1 — ~ № = N — © D МО 


= 
со 


PART 
NUMBER 


CL-129-TERM 
CL-13-KA-4.0-L 
CL-13-PHK 
CL-13-RB 


CL-13510 
CL-13520 


CL-13727 
CL-14-FW 
CL-14-RB 
CL-14-SP 
CL-1420-KS 


CL-1420-SKS 


CL-1420-TSJN 
CL-144 


CL-145 


CL-146 


CL-147 


CL-150-HTC 
CL-150-TPC 
CL-155 
CL-16312 


CL-16513 


CL-16514 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


192 - 16 
359 - 9 
476 - 13 

50 - 12 

50 - 25 
198 - 16 
259 - 24 
272-5 
262 - 66 

271B -7 
495 - 29 
259 - 14 
147-7 
180 - 34 
180 - 43 
192 - 10 
199 - 7 
252 - 15 

263A -15 

271B -40 

272A -44 
281 - 14 
186 - 38 

200A -21 
210 - 158 
214 - 21 

264B -52 
348 - 5 
245 - 32 
164 - 14 
164 - 23 
164 - 33 
259 - 27 
269 - 18 
272 - 10 
330 - 4 
540 - 19 
540 - 30 
55B - 6 
256 - 20 
262 - 64 
263 - 64 
272A -11 
540 - 19 
540 - 30 
246 - 16 
282 - 7 
259 - 50 
406 - 9 
289 - 18 
306A -74 

30-6 

30 - 14 
170 - 20 
172 - 16 
216 - 64 

306A -33 
306A -37 
306A -48 
306A -70 
306A -130 
466 - 40 
476A -6 
259 - 26 


Change 29 


3-17 


3-18 
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PART 
NUMBER 


CL-16514 
CL-16524 


CL-16534 


CL-16625 


CL-16635 
CL-16725 


CL-1673S 
CL-17-SHS 


CL-17320 


CL-17540 
CL-18-SHS 
CL-18-SHS-8 
CL-18320 


CL-18SHS-S 
CL-19-SHS 


CL-19320 


CL-1A-FSS-N 
CL-1A-FSSN 
CL-1B-FSS 
CL-1B-PPKIT 
CL-2-C-10 
CL-2-C-10.0 
CL-2-CN 


CL-2-F 


CL-2-FN 


Change 29 


FIGURE 
& INDEX 
NUMBER 


556A -23 
55B - 30 
172 - 32 
190 - 6 
212-6 
299 - 32 
541 - 28 
267B -25 
306A -13 
306A -83 
306A -90 
146 - 52 
185 - 11 
495 - 11 
236 - 8 
537 - 17 
256 - 19 
494 -4 
263A -46 
38 - 31 
38 - 39 
39-7 
39 - 13 
198 - 11 
269 - 19 
540 - 31 
288 - 6 
384 - 37 


РАВТ 
NUMBER 


CL-2-HT3 
CL-2-HTS 


CL-2-KA-15.0LR 
CL-2-KHS 


CL-2-KP 
CL-2-RB 


CL-2-SCB 
CL-2-SCW 


CL-2-SHA-1 
CL-2-SHS 


CL-2-SHS-5 
CL-2-SHS-N 


CL-2-SHS-S 


CL-2-SLB 
CL-2-SNW 


CL-2-SSC 
CL-2-SW 


CL-20-SHS 
CL-20-TP 
CL-20HK-2 
CL-21-55 
CL-21-KA-10 


CL-21-KA-10.0LR 


CL-21-KA-10.OL/R 


CL-21-KA-12LR 
CL-21-KA-15-OL 


CL-21-KA-2.0 
CL-21-KA-2.5-LR 
CL-21-KA-20LR 
CL-21-KA-3 


CL-21-KA-3.5LR 
CL-21-KA-6 
CL-21-KA-6-LR 
CL-21-KA-8-LR 
CL-21-KA-8.00L 
CL-21-KA-8.00LR 
CL-21-KA-8LR 


CL-21-KA20.0LR 
CL-21KA-12-LR 
CL-21KA-12LR 
CL-22-KA-12-L 


FIGURE 
& INDEX 
NUMBER 


187 - 31 
187 - 77 
187 - 128 
226 - 14 
262А -37 
271В -14 
284-5 
258 - 20 
272B -47 
483 - 20 
263 - 48 
269 - 35 
252 - 16 
37 - 12 
37 - 20K 
200A -10 
220 - 6 
297-6 
174 - 13M 
39 - 42 
53 - 17 
53 - 27 
267 - 12 
384 - 25 
179 - 52 
463 - 32 
276В -30 
318 - 37 
272B -15 
259 - 39 
208 - 260 
10-1C 
17-4 
296 - 22 
260 - 65 
330 - 3 
306 - 18 
12 - 26 
289 - 25 
395 - 17 
471-7 
272-50 
462-7 
510 - 13С 
191 - 11 
191 - 43 
351 - 31 
428 - 14 
284 - 6 
394 - 5 
394 - 7В 
394 - 8В 
144 - 16 
61-3 
40-32 
286-8 
49-2 
24-2 
36 - 4 
103 - 18 
576 - 4 
511 - 21 
509 - 24 
504А -6 


+ = = = cO оо — D 


PART 
NUMBER 


CL-22-KA-12-LR 


CL-22-KA-12LR 
CL-22-KA-15-LR 
CL-22-KA-4.0 
CL-22-KA-5.0-LR 
CL-22-KA-6.0 
CL-22-KA-7.5LR 
CL-22-KA-80-LR 
CL-22-SHS 


CL-22-SPS-1 
CL-22307 
CL-22KA-12-LR 


CL-23-5-LR 
CL-23-KA-10 
CL-23-KA-10-LR 


CL-23-KA-10.0-LR 


CL-23-KA-11-LR 
CL-23-KA-12-4-R 
CL-23-KA-12-LR 


CL-23-KA-12.0-L.R. 


CL-23-KA-12.0-LR 
CL-23-KA-12LR 


CL-23-KA-14-LR 


CL-23-KA-15-LR 


CL-23-KA-16-LR 


CL-23-KA-18-LR 


CL-23-KA-18.0-LR 


CL-23-KA-18LR 
CL-23-KA-20.0L 
CL-23-KA-4.0-LR 
CL-23-KA-410-LR 
CL-23-KA-5-LR 
CL-23-KA-6-LR 


FIGURE 


& INDEX 


NUMBER 


— N — N — OH 


PART 
NUMBER 


CL-23-KA-6.0-LR 
CL-23-KA-6.00-LR 
CL-23-KA-6.0LR 
CL-23-KA-6LR 


CL-23-KA-7-LR 
CL-23-KA-7.0 
CL-23-KA-7.0-L 
CL-23-KA-7.5-LR 
CL-23-KA-8-LR 


CL-23-KA-8-RL 
CL-23-KA-8.0-L 
CL-23-KA-8.0-LR 


CL-23-KA-8.0LR 
CL-23-KA-8.OLR 
CL-23-KA-8L 
CL-23-KA-9 
CL-23-KA-9LR 


CL-23-KA12LR 
CL-235-15 
CL-23510 


CL-23512 


CL-23515 
CL-23830 


CL-23KA-10-LR 
CL-23KA-8.0LR 
CL-23KA20.0LR 
CL-24-SS 
CL-24450 
CL-2460.5 
CL-25-EB 
CL-25-SHS-N 
CL-2500-SHR-1 
CL-256 
CL-2715-4 
CL-2A-FSS 
CL-2B-FSS 
CL-2B-FSS-S 
CL-3-C 
CL-3-C-08 
CL-3-C-10.0 


CL-3-C-13.0 
CL-3-C-14 
CL-3-C-16LR 
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FIGURE 
& INDEX 
NUMBER 


166B -19 
213-5 
462 - 21 
255 - 26E 
230 - 26А 
450 - 42 
227 - 4 
390 - 6 
148 - 2 
147 - 36 
44 - 49 
87 - 26 
30-2 
218-3 
317 -9 
322 - 11А 
434 - 30 
452 - 14 
466 -2 
315-4 
167 - 74 
49 - 20 
428 - 7А 
455 - 8А 
212-3 
9-2 
547-7 
46 - 11 
174 - 15 
531-7 
260 - 66 
246 - 13 
264B -54 
284 - 14 
293 - 25 
306A -55 
169 - 65 
264B -43 
30 - 4 
259 - 38 
260 - 2 
174 - 13H 
531 - 45 
428 - 9 
263B -4 
198 - 13 
184 - 26 
328 - 13 
248 - 15 
245 - 8 
262A -4 
147 - 27 
267 - 57 
267 - 57 
246 - 9 
390 - 11 
192 - 19 
216 - 53 
261 - 25 
276 - 16 
276 - 58 
261 - 28 
208 - 3 
94 - 33 
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T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


6-27 39 - 52 
261 - 27 210 -3 
533 -7 266B -44 
472 - 6 270В -40 
37 - 19A CL-3/8-16X3.00 272A -15 
38 - 19 CL-30-BSS-S 246 - 10 
CL-3-CX5.5 394 -2А CL-31-BSS 262A -24 
CL-3-DP 177 - 21 CL-31-KA-18-LR 16-5 
177 - 52 CL-31-SSPS-2 272B -23 
177 - 83 CL-3120 259 - 18 
CL-3-DP-X 189 - 15 CL-31KA10.OLR 330 - 9 
CL-3-F 6 - 26 CL-32-EB 330 - 2 
208 - 4 537 - 19 
261 - 26 CL-32-SS 276 - 82 
276 - 15 CL-33-SHS 172-5 
276 - 57 CL-33-SHS-SN 184 - 21 
390 - 14 CL-34-BSS 190 - 18 
472-5 CL-35-SHS 242 - 9 
510 - 13B 242 - 24 
533 - 8 263 - 2 
CL-3-F-36 192 - 18 CL-35-SHSN 260 - 54 
CL-3-FN 144 - 24 CL-35-SS 266A -29 
200A -9 CL-36-SHS-N 352 - 13 
438 - 3 CL-36-SS 263A -41 
441 - 39 CL-3816-KS 36 - 13 
457 - 27 262А -16 
458 - 42 292 - 22 
496 - 13 556А -12 
CL-3-FW 210 - 51 CL-3816-SKS 245 - 57 
263A -27 CL-3816-TSKS 242 - 10 
266A -10 242 - 25 
CL-3-GHD 270B -4 CL-3A-FSSN 190 - 19 
CL-3-HK-4 10 - ТА CL-3A-HK2T 262A -18 
263-3 CL-3A-HR2T 292 - 33 
276 - 72 CL-3AHK2T 171 - 42 
413 - 25 CL-3DP-X 37-6 
CL-3-HK2T 286 - 14 CL-4-BLP-B-1.0-5 468 - 20 
CL-3-HTS 177 - 19 CL-4-BLP-B-4.0-5 468 - 23 
177 - 50 CL-4-BLP-R-.5-S-C 347 - 2 
177 - 81 CL-4-BND 541-3 
CL-3-JN-S 176 - 35 541 - 22 
CL-3-KHS 272B -58 CL-4-FN 269 - 2 
CL-3-QTS 263 - 26 270-2 
276-26 288-13 
CL-3-RB 298 - 4 290 - 17 
CL-3-RP 37-4 431 - 28А 
177 - 20 434 - 32 
177 - 51 442 - 20 
177 - 82 451-7 
228-20 456 - 58 
266A -27 457 - 13 
288 - 87 457 - 85 
CL-3-SCW 269 - 3 480 - 36 
270 - 3 480 - 54 
288 - 14 484 - 7 
290 - 18 CL-4-GHD 312-3 
523 - 14 312-8 
CL-3-SHS-N 148 - 52 CL-4-HK-4 35-6 
CL-3-SPA 293 - 2 263 - 12 
293 - 38 263A -9 
CL-3-SS 162 - 23 414A -2 
184 - 6 CL-4-HK2T 219 - 14 
CL-3-SSC 285 - 25 219 - 26 
CL-3-SSC-N 148 - 60 267A -7 
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FIGURE 
PART & INDEX 
NUMBER NUMBER 


CL-4-HTS 
CL-4-KHS 


CL-4-QAK 
CL-4-QTS 


CL-4-RB 
CL-4-SCW 


CL-4-SNW 


CL-4-SOB 
CL-4-SS 


CL-4-T1 
CL-4-TI 
CL-40-8H8 
CL-40-BSS 
CL-40-HK-4 
CL-41-SHS 


CL-415-TSA-N 
CL-415-TSAN 
CL-415-TSB-N 
CL-415-TSC 
CL-42-KA-12 
CL-42-KA-12-3R 
CL-42-KA-18-8-R 
CL-42-KA-18-R8-R 
CL-42-KA-1S-13R 
CL-42-KA-300.81R 
CL-42-KA-4 
CL-42-KA-5-13-L 
CL-42-KA-5.0-9-LR 
CL-42-KA-6-12-LR 
CL-42-KA-8-5-R 
CL-42-SHS 
CL-42-SHS-N 
CL-425-TSBN 


CL-43-KA-6.0- 
CL-43-KA-8- 


CL-43-KA-8-8-R 
CL-43-KA-8.0-10-R 
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PART 


NUMBER 


CL-43-SSCN 
CL-451-HT6-5 
CL-48-FSS-N 
CL-48-SHS 
CL-4C-FSS 
CL-4W-291 
CL-5-BP-1 


CL-5-DP-X 
CL-5-DPX 


CL-5-FN 


CL-5-HK4T 


CL-5-KHS 
CL-5-QTS 


CL-5-RP 
CL-5-SBP-1 
CL-5-SHS-N 
CL-5-SNW 
CL-5-SW 
CL-5-TP 
CL-5-TP-C 


CL-5/8-11X7.0 


CL-51-SPS-1 
CL-51618-SKS 


CL-516212-RC 
CL-527-TSAN 
CL-58-SHS 
CL-5811-KS 


CL-6-BLPR-3.50-SC 


CL-6-HK4T 
CL-6-HN 
CL-6-JN 


CL-6-SN 


CL-6-SPA 
CL-6-SS 
CL-63-KA-12 
CL-63-KA-6 
CL-63-KA6 
CL-64-3BH 
CL-652-PB 


CL-672-PB 


CL-7-DEJF 
CL-7-DPX 
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T.O. 2J-F100-94 


FIGURE 
PART & INDEX 
NUMBER NUMBER 


CL-7-DPY 
CL-7-FN 


CL-7-FW 


CL-7-GHD 
CL-7-KHS 


CL-7-RH 
CL-7-RP 


CL-7-SPG 
CL-7-TP 
CL-7A-HKAT 
CL-7W-735 
CL-7W-760 
CL-8-BLP-B-1.7- 
CL-8-BLP-B-3-S 
CL-8-BLP-L-.75 
CL-8-BLP-L-1.9 
CL-8-BLPT-2.0-S 
CL-8-FW 
CL-8-HK4T 
CL-8-KHS 


$ 


CL-8-SS 


CL-830-TSB 
CL-832203-SAS 
CL-832208-FC 
CL-832208-PL 
CL-84-5BH 


CL-84-SBH 


CL-872-PB 
CL-9 
CL-9-DEJF 
CL-9-DP-X 
CL-9-FN 


CL-9-FW 
CL-9-SNW 
CL-O-KN 
CL1/2-13X5.0 
CL10-HK-2 
CL13-KA-10L 
CL16312 


CL21-KA-4 
CL21-KA-4LR 
CL21-KA-6.0 
CL21-KA-6LR 


3-22 Change 29 


PART 
NUMBER 


CL21-KA-6R 
CL21-KA-8LR 


CL22-KA-12R 
CL22-KA-20 
CL23-8LR 
CL23-KA-10L 


CL23-KA-10LR 


CL23-KA-12L 


CL23-KA-12LR 


CL23-KA-14LR 


CL23-KA-15LR 
CL23-KA-16LR 
CL23-KA-18LR 


CL23-KA-1LR 
CL23-KA-48LR 
CL23-KA-5.OLR 
CL23-KA-6 
CL23-KA-60 
CL23-KA-6LR 
CL23-KA-8-LR 
CL23-KA-8.0LR 
CL23-KA-8LR 


CL23-KA-8R 
CL23-KA-9LR 


CL3-HK2T 
CL33-KA-3-12 
CL36-SHS-N 
CL3830-4 
CL42-KA-18 
CL42-KA-24.0-4 
CL43-KA-10-7LR 
CL52KA81414LR 


CL53-KA-9-12-5 
CL5B-SHS 
CL5TP 
CL6-BPD-R3.375 
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PART 
NUMBER 


CL63-KA-12 
CL73-KA-130 
CL80-HK-8 
CLB-3000 


CLR-400-F 


CM-5 

CN-1 
CO240-024-1500 
CO480-042-1500 
CO480-042-1500-S 
CO480-C42-1250 
COR-14 
CP-0214-CELEL 


CP-0214-CENEL 
CP-0351-ASGEL 
CP-0351-ASKEL 
CP-2199 
CP-2503 
CP-351-G 


CP-355 
CP-500-F 
CP351-G 
CP500-B-DF 
CP502BUF 
CP503-B-DF 


CP503BDF 
CR-12 
CS-14 


CS-16 
CS-17 
CS-18 
CS-19 


CS-32 
CS5/8-11X81/2 
CY566-75 
CY567-75 
CY570-75 
CI-1032-TSKS 
D-13 
D-40-12.389 
D12-10 


D13-11 


D14-12 
D17-12 


017-14 


02-187 


02308А537 
029-500 


FIGURE 
& INDEX 
NUMBER 


444 - 34 
589 - 23 
216-7 
177-22 
177 - 53 
177 - 84 
468 -2 
468 - 4 
468 - 6 
271А -44 
467 - 23 
179 - 21 
259 - 42 
260 - 7 
201 -3 
42 - 24 
510-5 
510-12 
511-45 
511-36 
510 - 32 
359 - 14 
359 - 16 
509 - 5 
509 - 11 
506 - 3 
219 - 54 
509 - 43 
193 - 20 
214 - 25 
175 - 98 
281 - 68 
287 - 35 
186 - 1В 
184 - 2 
461 - 22 
148 - 51 
263 - 68 
177 - 28 
148 - 67 
162 - 17 
456А -36 
180 - 5 
435 - 19 
435 - 19 
456А -10 
287 - 28 
165 - 13 
265 - 17 
306A -71 
306A -131 
306A -6 
306A -27 
306A -25 
306A -15 
ЗОбА -21 
306A -10 
306A -17 
306A -100 
306A -138 
173 - 12 
418 - 10 
262A -47 
220 - 7 


= 00 0) — о 00 O> 


2 ~ 


T.O. 2J-F100-94 


FIGURE 
PART 8 INDEX 
NUMBER NUMBER 


D81-T 
DA-1 


DB-9590 


DBS A1-31 
DE1-13-1-1-1 


DELRIN 500 
DELRIN#150 
DEVCON FLEXANE94 


DJX-B5-5 

DK-32 

DO48602 
DON-A3-11 
DPP-1 

DPP-80 
ОВ-2$-6 
DR051B-28-T 
E0360-055-2000 
E703-HA03-04MB- 
HA03-04MJ 
EAM 3800-1 


EB-2 

EC-16 

EDP 72030 
EDP202017 
EDP202018 
EDP202023 
EE1-801 
EF-6 

EP-14 
EPC-C5-4 
EPP202028 
EW1-1/8 


F-0630 
F-17870 
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FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


F-17873 476 - 10A FZ-1612 
F-17874 7- 14 FZ-1613 
18 - 30 
413 - 23A [27-1614 
F-17875 162 - 13A 
351 - 27А FZ-1615 
F-17876 136 - 6E 
F-17B76 432 - 8A FZ-1616 
F-600 538 - 12 
F11-200-M37A 490 - 14 FZ-1618 
F17870 120 - 21A FZ-1619 
122 - 4B FZ-1642 
471 - 5A G-062-011-1143 
505 - 5 G-078-014-1957 
505 - 10 G-277 
552 - 19 G-291 
579 - 3C G-Z 
579 - 5C G2508 
F17871 471 - 4А G341-1/2 
505 - 1C G51-82 
505 - 6C GA-2 
552 - 17 
579 - 1В 
579 - 28 GC-1 
F17872 231 - 22 GC-66 
323 - 1A GF181 
580 - 14 GF678 
580 - 20 
F17873 57-6 GFC22A 
F17875 388 - 6 GP-105 
F430 264 - 4 GP-10S 
FA5198AEA0060 517А -3 GR430 
558A -3 GS12639-1 
FA5198AEA0600 517A -12 GS12644-1 
FB-810-10 253 - 11 GS12646-1 
254 - 29 GS12651-1 
FB-812-8 529 - 30 GS15694-1 
531 - 35 GS15716-1 
FDC-3605M77 589 - 22 GS15736-1 
FF-S 123 - 19 GS21465-1 
FG-5 123 - 5 GS21612-1 
FIT 321 280 - 20 GS21613-1 
FIT 600 280 - 21 GS21613-2 
FIT-600-1/2 43 - 35P GS21613-3 
FIT-600-3/4 43 - 35R GS21613-4 
FIT-600-3/8 43 - 35L GS21613-5 
FIT-600-5/8 43 - 359 GS21613-6 
FIT321-1/2 218B -39 GS21615-1 
FIT600-1 218B -38 GS21616-1 
FNC-5 256 - 2 GS21617-1 
FP-7 262B -56 GS21618-1 
FSC-1-50 573A -25 GS21619-1 
FSK-1TSG-C 573A -24 GS21620-1 
FT1000 334 - 2 GS21621-1 
334 - 7 GS21624-1 
FX-1616 437 - 11 GS21625-1 
FZ 1055 466 - 6 GS21626-1 
FZ-1055 432 - 11 GS21627-1 
446 - 47 GS21629-1 
446 - 62 GS21631-1 
465 - 56 GS21632-1 
468 - 27 GS21633-1 
446 - 64 GS21635-1 
FZ-1608 487 - 4 GS21636-1 
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T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


GS21637-1 GS22483-1 193-3 
С521641-1 С522485-1 199 - 26 
GS21642-1 GS22488-1 327 - 3 
GS21647-1 GS22489-1 428 - 17 
GS21650-1 GS22489-2 428 - 18 
GS21653-1 GS22489-3 428 - 19 
GS21654-1 GS22489-4 428 - 20 
GS21655-1 GS22489-5 428 - 21 
GS21656-1 GS22489-6 428 - 22 
GS21657-1 GS22489-7 428 - 23 
GS21658-1 GS22628-1 548 - 1 
GS21660-1 GS22629-1 162 - 3 
GS21661-1 432 - 20 
GS21662-1 221 - 38 
GS21663-1 541 - 17 
GS21664-1 146 - 54 
GS21665-1 330 - 13 
GS21667-1 178 - 19 
GS21669-1 185 - 23 
GS21670-1 148 - 55 
GS21671-1 103 - 11 
GS21672-1 268 - 12 
GS21673-1 167 - 78 
GS21677-1 40 - 27 
GS21678-1 ЗА - 21 
GS21679-1 16A - 22 
GS21690-1 395 - 29 
GS21692-1 37-2 
GS21697-1 37-17 
GS21698-1 271A -40 
GS21702-1 221-6 
GS21783-1 264A -21 
GS21792-1 221 - 16 
GS21797-1 37 - 27 
GS21799-1 186 - 19 
GS22271-1 210 - 139 
GS22271-2 583 - 16 
GS22402-1 141-6 
GS22403-1 589 - 11 
GS22406-1 331 - 2 
GS22407-1 470 - 16 
GS22408-1 470 - 19 
GS22409-1 H-956-LS-1-RG 546 - 9 
GS22410-1 H00904-25R 171 - 59 
GS22411-1 H125H8L-8-4 573A -17 
GS22412-1 H17876 414А -13A 
GS22413-1 414А -17А 
GS22414-1 H1G 517А -11 
GS22415-1 H2083-57M1-V1 403 - 20 
GS22416-1 H278K 559 - 2 
GS22418-1 H29428 539 - 44 
GS22420-1 H298 559 - 4 
GS22422-1 H3-65 558 - 14 
GS22425-1 H3-66 558 - 15 
GS22429-1 H4986 264 - 3 
GS22430-1 H4996 264 - 37 
GS22431-1 H605 560 - 5 
GS22432-1 H980-LS-R 589 - 23 
С522433-1 НА-2 265-31 
С522434-1 НС-16-8 193-12 
С522435-1 НС-56-28 251-20 
С522472-1 HC201-SS 186 - 5 
GS22481-1 HC204SS 259 - 65 
GS22482-1 HGF-2 266B -31 
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Change 29 3-25 


T.O. 2J-F100-94 


FIGURE 
PART & INDEX 
NUMBER NUMBER 


HK410 
HL-32-12 
HL-32-8 


HL-48-12 


HL-48-16 
HL-48-8 


HL-64-12 
HL-64-34 


HL-64-8 
HL-88-28 


HL88-16 

HNF-5 

HOC 

HP-2014 
HP-2015 
HP3015 
HS59BSW000 
HS754160 # 
HT105-73025-90013-11 
HT105-7302510013-11 
HTM350 

HW-2 

HW-4 

HX3 

HX3-241P 
IN-07 

J-680 

J2J69 

JH-68 
JMS-H3-31 
JN-3 

JN-4 

JTT-814 

K12-W 
K12400AH 
K12463AH 
K12479AH 
K12J85 

K16-W 
K16495AH 
K16526AH 
K16J85 
K2070-57M2-V1 
KA-4 
KF075CPO 
KKR-3A 

KN-1 
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PART 
NUMBER 


L10-4X4X2 
L10-5X5X3 
L10-6X6X3 
L10-9X3X2 


L1S-1563 

LC 035C-8 
LC-016B-6 
LC-018B-11 
LC-020B-5SS 
LC-020B-9SS 
LC-020C-2 
LC-020C-5-SS 
LC-022D-5 


LC-022D-6 


LC-024B-3MW 
LC-026D-11-SS 
LC-026D-6 


LC-026E-10S 
LC-026E-3 
LC-032C-13-SS 
LC-032C-8 
LC-032D-11 


LC-032D-2 
LC-032D-4SS 
LC-032D-6 
LC-032E-0 


LC-032E-11-S 
LC-032E-11MW 
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FIGURE 
PART & INDEX 
NUMBER NUMBER 


LC-032E-2 
LC-032E-7-SS 
LC-032E-9-SS 
LC-032EO 
LC-035E-11-5 
LC-035E-14SS 
LC-035E-2 
LC-035E-6SS 
LC-038-E1 
LC-038E-12 
LC-038E-13 
LC-038E-4NW 


LC-038E-8 
LC-038F-1 


LC-038F-2 


LC-038F-8 
LC-038G-1 
LC-038G-3 


LC-038G-5 
LC-038G-6 
LC-039-F6-3 
LC-039F9-1 
LC-039FG-5 
LC-039FG3 
LC-040E-1 
LC-040E-10 
LC-040E-10-S 
LC-040E-2 
LC-041GH-3 
LC-042E-15SS 


LC-042E-17 
LC-042E-6 
LC-042F-5-SS 
LC-042G-1 
LC-042G-11 
LC-042G-3 
LC-042G-5 


LC-042G-6 
LC-042G-7-SS 
LC-043EF-1 
LC-045D-11 
LC-045E-14-SS 
LC-045E-16 
LC-045E-16SS 
LC-045E-7 


LC-045G-3 


LC-045G-4 
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PART 
NUMBER 


LC-045G05M 
LC-045H-2 
LC-045H-6 
LC-045H-8 
LC-047EF-1-SS 
LC-047EF-10SS 
LC-047EF-3 


LC-047EF-5 
LC-047EF-9 
LC-049H-6 
LC-049HU-2-SS 


LC-04PHU-2-SS 
LC-051G-4 
LC-055H-1 
LC-055H-4 


LC-055J-1 
LC-063HJ-3 
LC-063J-6 
LC-063L-12 
LC-065J-36 


LC-065S-3L 
LC-067G-2 
LC-067H-S 
LC-072H-5 
LC-072H-8 
LC-072J-4 


LC-080J-8 
LC-080K-OSS 
LC-080L-2-SS 
LC-08OC-285 
LC-125M-5 
LC032E10SS 
LC038E4S 
LC042G6MW 
LC058-G-117 
LC080L-12 
LC125M-5 
LE-0268-00 
LE-034B-5 


LE-0497D-7 
LE-O20B-1 
LG032C-17-SS 
LG038G-4 


LH-045H-2 
LH-102 
LHC-177P2 
LHSS-14 
LIP12X9X4 
LIT-12X6X4 
LL-035F-7 
LL-10 

LL10 

LR-48 
LS-047EF-5 
LS-1 
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FIGURE 
& INDEX 
NUMBER 


324 - 34 
216 - 65 
306A -35 
306A -50 
196 - 9 
541 - 30 
266B -10 
482 - 19 
271A -50 
451 - 36 
306A -93 
177 - 14 
177 - 45 
177 - 76 
517В -67 
517В -14 
519А -65 
519В -65 
194 - 10 
271А -11 
495 - 28 
55В - 15 
306A -79 
306A -123 
267B -38 
286 - 22 
263B -46 
276 - 79 
171-6 
276-34 
276-74 
556А -46 
231-38 
187-110 
187 - 105 
479 - 41 
482 - 58 
287 -9 
168 - 2С 
262А -12 

47 - 24C 
479 - 58 
441 - 27 
483-4 

517В -23 

51 - 16 
395 - 3 
598 - 13 

519B -6 
519B -24 

30 - 15 
322 - 7 
234 - 18 

44 - 10 
167 - 58А 

269B -52 
202 - 10 

41 - 35 

47 - 24А 
321 - 15 
482 - 32 
16А - 8 

37-8 

37 - 20Е 
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Change 29 3-27 


T.O. 2J-F100-94 


PART 
NUMBER 


LT-10 

M-50N 
M-PW-9006 
M01-14-Z 
M187-246-43 
M2428-14 
M39029/4-111 


M5159B-1M50 
M83248/1-117 
M83248/1-153 
M83248/1-164 
M83723-15-S-16 
M83723-76-R-1203N 


M83723-87-R-1610N 
M83723/153-12 
M85049/318-12 
Мв723/155-12 
MA50132 

MB3C 12X13X20-9 
MBIC-15X12X6 
MBIC-20X20X12 
MBIC-38X38X12 
MBIC-44-28-18-15 
MC350H2-RC2 
MD10-9X6X5 
MDIC 

MDIC-12-9-6 
MDIC-12X12X12 
MDIC-15-9-8 


MDIC-18-6-6 
MDIC-21-6-5 
MDIC-21X9X10 
MDIC-36-15-8 
MDIC12X12X10 
MDIC12X9X6 
MDIC12X9X9 
MDIC24X12X8 
MDIC9X9X12 
MDICX21X6X6 
MDIT18X6X5 
MIL-C-3432 


3-28 Change 29 


FIGURE 
& INDEX 
NUMBER 


173 - 27 
264 - 35 
269 - 33 
269B -25 
2728 -54 
286 - 12 
287 - 23 
288 - 58 
289 - 50 
291 - 42 
395 - 24 
191 - 16 
191 - 19 
209 - 28 
228 - 23 
228 - 26 
245 - 24 
245 - 52 
283 - 15 
299 - 25 
359 - 13 
439 - 39 
517-5 
459 - 2Q 
123 - 7 
186 - 1H 
218B -35 
280 - 17 
20-6 
110-9 
110 - 13 
110 - 19 
43 - 350 
218В -34 
280 - 16 
43 - 35T 
280 - 19 
218В -18 
218В -37 
370 - 2 
519А -83 
517A -19 
167 - 72А 
299 - 42G 
483 - 56А 
471 - 12А 
259 - 60 
190 - 36 
272А -20 
276А -28 
300 - 56 
307 - 57 
282 - 19 
246 - 26А 
271А -29 
307С -11 
270B -36 
272А -57 
272B -70 
318 - 51 
272A -40 
174 - 40 
450 - 47 
24 - 20 
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FIGURE 
PART & INDEX 
NUMBER NUMBER 


MIL-T-M7928/1-51 24-13 
MJ-681 598 - 21 
MM204K-CR 
(ABEC-7TOL) 
MM207K-CR 
(ABEC-7TOL) 19 - 20K 
MODEL 01-001-055 98 - 1 
МР 3042-1 324 - 15А 
MP-350-H2-RC1 169A -16 
367 - 13 
43 - 35V 
313 - 57 
262 - 36A 
325A -21 
319 - JA 
324 - 14A 
414 - 15А 
551 - ЗА 
577 - 19 
295 - 24 
295 - 24 
580 - 10 
125 - 24 
289 - 43 
315 - 23 
317 - 25A 
319 - 6A 
374 - 22 
374 - 33 
374 - 44 
377 - 48 
377 - 58 
412 - ТА 
412 - 10A 
551 - 28A 
552 - 20 
157 - 34 
323 - 33A 
323 - 43A 
381 - ТА 
381 - 11A 
268 - 36 
311 - 21 
353 - 22 
171 - 19A 
173 - 21A 
MP340H-RC-SCU 324 - 11A 
MP340H2-RC1 7-9 
120 - 27 
314-7 
375 - 50 
386 - 2E 
386 - ЗЕ 
391 - 6A 
440 - 32A 
533 - ЗВ 
551 - 9B 
577 - 11 
MP340H2RC1 385 - 6 
385 - 25 
417 - 12А 
471 - 22 
96 - 13A 
324 - 1L 


19 - 19М 


MP-380-H3-RC1 
MP-380-H3-RC2 
MP2513 
MP3189H3RC3 
MP330-H2-RC1 


MP330H-RC 
MP330H3-RC2 


MP330H3RC1 


MP340-H-2-SCU 
MP340-H2-RC1 


MP340-H2-RC3 
MP340-H3-RC2 


MP340-H4-RC1 
MP340H-1RC1 


MP340H-3-SCU 


MP340H3-RC2 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


MP340H4-RC 463 - 7А 
MP340H4-RC1 143 - 15 MP390H6-RC1 
144 - ЗА MP396-H2-RC1 
MP340H5-RC4 295 - 24 MP996H1RCO 
295 - 24 MS122030 
MP350-H2-RC-1 385 - 11 MS122034 
385 - 16 MS122042 
385 - 21 MS122080 
MP350-H2-RC1 173 - 8A MS122087 
316 - 15А MS122088 
320 - 2D MS122089 
324 - 25A MS122165 
374 - 11 MS124775 
532 - 14 MS13795-820 
534 - 11B MS14303-2-H-04 
MP350-H2-RC2 323 - 23A MS14303-7-P-04 
MP350-H3-RC1 78 - 12 MS150461 
MP350-H3-SCU 480 - 34A MS15795-308 
MP350-H5-RC1 414 - 18 MS15795-805 
MP350H-RC 586 - 39 MS15795-806 
MP350H1RC2 271A -58 
MP350H2-RC1 2-17A 
314 - 13 
325 - 4А MS15795-807 
375 - 12 
375 - 24 
375 - 36 MS15795-808 
386 - 1E 
MP350H2RC1 55А - 8A 
234 - 14 
323 - 10А 
325 - 1A 
325 - 2A MS15795-809 
Е 447А -50 
418A -1B 
MP350H2RC2 118 - 16 
MP350H3-SCU Е 13-14 
MP350H3RC1 313C -3 
325 - 8А 
MP350H5-RC1 97 - 19 
97 - 32 MS15795-810 
MP350H5-RC1-SCU 466 - 88 
MP350HR-RC1 382 - 7 
MP380-H2-RC1 F 417A -20 
MP380-H2-RC1 85 - 26 
F 417A -40 
418 - 36 
MP380-H3-RC1 157 - 25 
365 - 5A 
365 - 10A 
365 - 16 
500 - 18B 
500 - 21B 
501 - 1B 
504 - 1E 
MP380-H3-RC3 227 -1T 
MP380-H5-RC2 270A -35 
270A -70 
MP3803-1 36 - 27 
MP380H3-RC1 321 - 30 
MP380H3-RC2 288 - 80A 
MP380H3RC-1 533 - 2B 
MP380H6-RCH 557 - 15 
MP390-H2-RC1 43 - 12A 
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Change 29 3-29 


T.O. 2J-F100-94 


FIGURE 
PART & INDEX 
NUMBER NUMBER 


MS15795-810 


MS15795-811 


MS15795-812 


MS15795-813 


MS15795-814 


MS15795-815 


MS15795-816 
MS15795-818 


MS15795-819 


MS15795-820 


3-30 Change 29 


PART 
NUMBER 


MS15795-822 
MS15795-823 
MS15795-826 


MS15795-828 


MS15795-841 


MS15795-842 


MS15795-843 
MS15975-20 
MS15975-814 
MS15975-820 
MS15995-35 
MS16187-21 
MS16187-35 
MS16187-84 
MS16198-1 
MS16198-10 
MS16208-31 
MS16208-59 
MS16208-7 
MS16217-71 
MS16219-2 


MS16224-43 
MS16228-46 
MS16228-5C 
MS16336-650 
MS16353-31 
MS16535-14 
MS16535-48 
MS1655-654 
MS16555-1 
MS16555-10 
MS16555-11 
MS16555-16 
MS16555-17 


FIGURE 
& INDEX 
NUMBER 


= 
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T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


MS16555-17 485 - 22 42 - 33 
MS16555-18 118А -7 169 - 28 
267 - 17 187 - 74 
313 - 28 187 - 107 
MS16555-20 161 - 24 226 - 31 
161 - 26 269A -5 
172-15 269B -2 
172 - 31 270A -26 
248 - 23 271B -47 
272B -9 276A -41 
370 - 7 319-4 
370-14 367-10 
446 - 21 395 - 38 
464 - 35 448 - 29 
478 - 4 452 - 8 
541 - 29 495 - 10 
MS16555-21 267В -2 513A -54 
271B -27 547 - 14 
298 - 8 MS16555-29 15 - 31 
308 - 22 63 - 6E 
448 - 31 64 - 1E 
459 - 1D 75-6 
513-3 95-30 
М516555-22 284 - 29 168 - 7 
295 - 15 179 - 23 
306A -95 181 - 12 
456A -16 187 - 115 
464 - 6 187 - 118 
MS16555-24 50 - 2 187 - 120 
272B -59 255 - 15 
439 - 43 262B -21 
590 - 16 263B -2 
MS16555-25 30 - 8 264 - 32 
30 - 19 265 - 8 
216 - 69 266 - 52 
263 - 77 266B -42 
272B -24 267 - 31 
323 - 7 267 - 59 
432 - 2 269 - 9 
476 - 17 270 - 29 
MS16555-27 2 - 22 270B -38 
31 - 4 271 - 37 
31 - 12 271 - 50 
32 - 4 272 - 14 
32 - 12 272 - 35 
33 - 4 272 - 46 
33 - 12 275 - 24 
169 - 57 275 - 31 
175 - 77 277 - 26 
184 - 32 293 - 51 
213 - 24 299 - 35 
250 - 3C 300A -2B 
267 - 13 300A -3B 
270A -61 367 - 6 
281 - 46 401 - 20 
300 - 13 441 - 79 
307 - 13 446 - 18 
325A -16 462 - 44 
433 - 2 479 - 14 
479 - 63 492 - 19 
480A -7 519B -60 
484 - 23 MS16555-3 300 - 48 
518-9 307-49 
М516555-28 37 - 22 476 - 14 


Change 29 3-31 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


MS16555-3 18 - 19 
MS16555-30 18-21 
44 - 38 
120 - 9 
179 - 1В 
269A -23 
308 - 6 
313 - 42 
324 - 31 
MS16555-302 325A -13 
MS16555-304 367 - 5 
MS16555-31 439 - 40 
451 - 33 
462 - 20 
466 - 21 
519A -4 
519A -37 
519B -4 
531 - 37 
MS16555-331 448 - 37 
MS16555-332 136 - 6B 
MS16555-333 316 - 3K 
MS16555-340 169A -9 
219 - 52 
464 - 4 
MS16555-341 266A -49 
498 - 18 
MS16555-343 38 - 32C 
38 - 40C 
179 - 1Е 
328 - 12 
556А -37 
556А -47 
MS16555-345 12 - 20 
44 - 43 
MS16555-346 443 - 9 
MS16555-348 11 - 18 
266А -34 
289 - 22 
316 - 3R 
MS16555-349 456 - 36 
MS16555-356 237 - 30 
MS16555-359 147 - 58 
MS16555-360 266A -17 
MS16555-37 64 - 3E 
MS16555-381 556A -26 
MS16555-39 293 - 11 
293 - 32 
MS16555-4 30-5 
MS16555-32 š 30 - 13 
219 - 11 
219 - 23 
306A -121 359 - 17 
461 - 21 478 - 23 
466 - 56 MS16555-40 19-6 
598 - 12 63 - 1Е 
MS16555-321 591 - 22 148 - 44 
MS16555-327 266A -38 171 - 27 
447 - 35 180 - 19 
464 - 3 180 - 23 
464 - 17 180 - 33 
MS16555-329 136 - 6A 180 - 42 
556А -48 196 - 10 
MS16555-33 12-15 205 - 16 


3-32 Change 29 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


MS16555-40 226 - 34 184 - 35 
264 - 54 221 - 32 
270 - 34 248 - 18 

270A -42 259 - 54 
272 - 38 263 - 67 
276B -13 265 - 26 
282 - 3 269В -38 
285 -4 292 -2 
288 - 43 300 - 14 
300 - 22 300 - 46 
306A -47 307 - 14 
306A -103 307 - 47 
306A -107 318 - 12 
306A -113 432 - 23 
307 - 22 434 - 19 
384 - 8 438 - 21 
414 - 8 438 - 27 
531-5 452 - 44 

MS16555-41 39 - 34 456A -30 

63 - 4E 462 - 2 
64 - 3D 462 - 28 
65 - 3E 466 - 84 
96 - 10 476 - 12 
97 - 14 532 - 6 
97 - 27 MS16555-44 4-8 
118 - 10 15 - 29 
161 - 20 32 - 23 
167 - 45 32 - 26 
175 - 88 33 - 23 
181 - 50 33 - 26 
187 - 92 50 - 9 
251-7 97 - 11 
266B -23 97 - 24 
271В -4 169 - 26 
272А -17 177-7 
272B -62 177 - 69 
276 - 28 192 - 27 
276A -15 287 - 18 
276B -18 432 - 37 
279-5 434 - 15 
281 - 58 443 - 20 
288 - 21 463 - 4 
293 - 35 463 - 13 
306A -20 466 - 45 
318 - 43 495 - 24 
324 - 4 513A -52 
384 - 21 588 - 23 
432 - 25 MS16555-45 31 - 22 
466 - 74 51 - 24 
510 - 42 180 - 13 

MS16555-42 1-41 262A -38 
210 - 103 269A -2 
247 - 7 269B -9 
269 - 44 271B -60 
284 - 27 276А -47 
461 -2 306A -124 
495 - 15 438 - 29 
497 -5 456 - 4 
497 - 12 466 - 57 

MS16555-43 161 - 53 468 - 15 
171 - 25 478 - 31 
171 - 28 482 - 3 
175 - 48 483 - 41А 
179 - 34 519А -61 


Change 29 3-33 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


MS16555-46 39 - 14 
44 - 20 
55В - 24 
60 - 21 
87 - 29 
160 - 13 
161 - 21 
173 - 48 MS16555-48 
175 - 95 
179 - 1J 
185 - 14 
187 - 66 
187 - 101 
205 - 20 
212 - 11 
218В -5 
219 - 33 
219 - 40 
219 - 44 
230 - 30 
230 - 39 
231 -6 
231 - 230 
248 - 7 
264 - 16 
2678 -20 
268 - 25 
270А -10 
276 - 24 
281 - 66 
283 - 35 
300 - 24 
300 - 40 
306A -132 
307 - 24 
307 - 41 
313 - 26 
313 - 31 
313 - 36 
313 - 40 
313 - 54 
318 - 42 
324 - 37 
324 - 470 
349 - 14 
367 - 11 
379 - 5 
395 - 35 
441 - 60 
461 - 54 
471 - 18 
479 - 53 
518 - 25 
519А -45 
519А -82 
519B -45 
519B -82 
534 - 7 
MS16555-47 39 - 22 
44 - 19 
60 - 12 
148 - 10 
148 - 70 
260 - 61 


3-34 Change 29 


PART 
NUMBER 


MS16555-48 


MS16555-49 


MS16555-5 


MS16555-50 


FIGURE 
& INDEX 
NUMBER 


284 - 20 
285 - 26 
288 - 76 
288 - 97 
291 - 13 
291 - 45 
296 - 28 
300 - 29 
300 - 32 
300 - 52 
300 - 55 
307 - 29 
307 - 33 
307 - 53 
307 - 56 
318 - 44 
330 - 7 
384 - 30 
459 - 31 
461 - 51 
462 - 36 
464 - 8 
464 - 10 
479 - 66 
509 - 45 
519A -32 
519A -74 
519B -33 
519B -74 
174 - 4 
175 - 84 
181 - 18 
246 - 50 
263B -20 
264А -36 
267A -34 
271А -27 
281 - 54 
283 - 38 
284 - 16 
434 - 34 
461 - 20 
461 - 52 
496 - 7 
513A -53 
517В -5 
519A -30 
519B -31 
519В -42 
531 - 63 
551 - 20 
231 - 12 
456А -15 
35 - 14 
42 - 27 
44 - 16 
226 - 13 
252-7 
270А -54 
272В -14 
276А -8 
288 - 77 
316 - ЗМ 
466 - 60 


Т.О. 2J-F100-94 


FIGURE 
PART & INDEX 
NUMBER NUMBER 


MS16555-51 


MS16555-52 


MS16555-53 


MS16555-54 


Change 29 3-35 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


MS16555-54 269B -30 
280 - 36 
280 - 45 
284 - 36 
288 - 24 
307C -5 
MS16555-55 307C -8 
496 - 2 
MS16555-617 245 - 35 
MS16555-619 245 - 37 
450 - 7 
MS16555-62 263 - 44 
263B -16 
MS16555-57 MS16555-620 202 - 11 
MS16555-6 245 - 12 
245 - 31 
MS16555-622 202 - 8 
MS16555-627 55A - 6 
272B -43 
412 - 18 
462 - 8 
521В -31 
MS16555-628 53 - 29 
MS16555-60 185 - 2 
- 262А -2 
268 - 33 
466 - 24 
MS16555-629 186 - 41 
210 - 161 
262А -5 
271 - 13 
291 - 27 
337 - 9 
521B -30 
MS16555-63 142 - 12 
213 - 20 
264 - 28 
MS16555-630 53 - 24 
271B -43 
272B -38 
517A -6 
519A -68 558A -4 
519B -69 MS16555-631 2 - 24 
540 - 42 169 - 2 
MS16555-601 263B -43 170 - 30 
MS16555-604 315 - 17 262А -17 
MS16555-606 290 - 4 264B -39 
396 - 4C 270 - 25 
495 - 38 569 - 4 
521B -4 MS16555-632 187 - 16 
521B -17 MS16555-633 466 - 81 
MS16555-607 317 - 12 MS16555-64 263 - 29 
322-110 328 - 22 
MS16555-608 482 - 57 MS16555-640 75 - 20 
MS16555-61 38 -9 271 - 53 
74-48 272B -31 
94-6 300A -2Е 
172 - 25 300A -3F 
172 - 30 322-111 
184-17 521В -9 
218В -58 521В -22 
260 - 62 MS16555-641 40 - 4 
262B -60 276 - 33 
264 - 7 444 - 39 


3-36 Change 29 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


MS16555-642 185 - 29 264A -22 
MS16555-643 69-7 264А -53 
MS16555-644 103 - 9 MS16555-8 179 - 20 
MS16555-645 271 - 12 197 - 18 
276 - 70 199 - 21 
MS16555-646 170 - 23 262B -35 
185 - 57 466 - 39 
245 - 16 MS16555-81 504 - 3 
263A -6 MS16555-83 531 - 62 
278 - 27 MS16555-85 143 - 4 
MS16555-647 264В -31 144 - 2 
2648 -71 MS16556-27 168 - 1B 
MS16555-648 170 - 38 MS16556-29 64 - 2E 
190 - 25 397 - 5C 
230 - 19 MS16556-33 449 - 50 
245 - 19 MS16556-41 321 - 7 
245 - 29 351 - 34 
245 - 42 MS16556-43 188 - 14H 
245 - 48 321 - 20 
264В -46 449 - 48 
537 - 20 475 - 22 
MS16555-649 136 - 2 MS16556-48 321 - 23 
170 - 28 544 - 14B 
219 - 20 MS16556-54 237 - 12 
262А -41 MS16556-6 158 - 6 
289 - 26 MS16556-621 440 -9 
MS16555-65 541 - 15 MS16556-628 455 - 11 
MS16555-650 131 -3 MS16556-631 547 - 35 
190 - 17 MS16556-650 61-5 
444 - 36 MS16556-841 176 - 29Е 
479 - 61 MS16559-43 498 - 23 
MS16555-651 16A - 7 MS16624-1037 171-2 
41-4 MS16624-37 519A -7 
272B -29 519A -22 
MS16555-652 221 - 11 519В -7 
283 - 7 519В -22 
MS16555-653 262A -51 519B -25 
263A -36 MS16624-4025 461-8 
263B -51 510 - 34 
277-5 MS16624-4037 94 - 35 
MS16555-660 414A -7 94 - 38 
MS16555-661 190 - 28 146 - 47 
190 - 31 MS16624-43 484 - 20 
190 - 34 MS16624-5031 120 - 10 
444 - 37 MS16627-4075 460 - 22 
MS16555-663 178 - 28 MS16633-1037 316 - 3F 
MS16555-67 4-9 MS16637-16 73 - 2А 
М516555-677 264В -15 М516637-19 10 -11C 
270В -61 MS16637-2 179 - 10 
MS16555-680 55А - 7 455 - 27 
MS16555-681 190 - 35 MS16637-23 168 - 2B 
MS16555-7 38 - 15 MS16637-28 12-18 
262B -32 44 - 41 
MS16555-77 177 - 33 MS16637-5 94 - 21 
177 - 62 266В -9 
177 - 93 MS16637-6 188 - 14B 
221 - 43 MS16637-7 270B -20 
264 - 9 MS16695-38 518 - 13 
266 -9 MS16889-56 271А -8 
267A -24 MS16955-4 154 - 16 
288 - 26 MS16955-41 265 - 20 
MS16555-79 94 - 8 MS16955-65 248 - 16 
166 - 13 MS16993-36 162 - 11 
264 - 43 MS16995-10 34 - 10 
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Change 29 3-37 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


MS16995-10 210 - 108 
270A -12 
270A -50 
276 - 55 
297 - 10 
344 - 4 
MS16995-101B 344 - 8 
476A -3 
478 - 9 
MS16995-107 478 - 53 
MS16995-108 478 - 60 
MS16995-109 478 - 67 
MS16995-11 481-7 
513A -16 
519A -36 
MS16995-110 519A -42 
MS16995-115 519A -57 
MS16995-16 519B -41 
519B -57 
541 - 36 
595 - 24 
463 - 9 
MS16995-169 MS16995-27 461 - 27 
MS16995-17 479 - 8 
513A -43 
519А -78 
519B -78 
MS16995-18 MS16995-28 275 - 12 
MS16995-29 154 - 10 
255 - 17 
275 - 22 
275 - 27 
321 - 38 
MS16995-30 148 - 43 
167 - 25 
MS16995-19 190 - 21 
285 - 29B 
MS16995-32 210 - 133 
MS16995-2 545 - 2 
MS16995-22 MS16995-35 55B - 19 
MS16995-23 95 - 11 
MS16995-25 167 - 34 
186 - 20 
187 - 61 
187 - 95 
191 - 57 
210 - 140 
230 - 35 
270B -30 
272B -45 
296 - 17 
304 - 8 
306 - 8 
306A -30 
335 - 7 
339 - 3 
339 - 39 
396 - 9 
459 - 2F 
466 - 77 
521B -34 
523 - 15 
586 - 12 
MS16995-26 - 590 - 20 


3-38 Change 29 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


MS16995-36 4-5 
39 - 4D 
39 - 12D 
39 - 25D 
39 - 32D 
39 - 41D 
46 -7 
48 - 25 
48 - 28 
50 - 19 
50 - 22 
50 - 32 
63 - 60 
64 - 10 
64 - 20 
73-4 
146-57 
147-8 
147 - 51 
165 - 14 
166 - 1L 
167 - 51 
168 - 8 
174 - 130 MS16995-37 
177-4 
177-66 
179-18 
179-36 
181-2 
185 - 41 
186 - 1J 
187 - 24 
187 - 37 
187 - 42 
188 - 14Е 
210 - 56 
212 - 16 
216 - 11 
216 - 14 

218В -12 
221 - 26 
221 - 31 
222 - 16 
246 - 42 
256 - 8 

261 - 32 
2628 -7 

263A -25 
264 - 52 
266А -8 

266В -3 

266B -20 
272B -52 
276А -2 

288 - 48 
306A -102 
306A -106 
313 - 18 
324 - 3 

330 - 18 
352 - 3 

380 - 17 
380 - 21 
430 - 15 


Change 29 3-39 


T.O. 2J-F100-94 


PART 
NUMBER 


MS16995-37 


MS16995-38 


3-40 


Change 29 


FIGURE 
& INDEX 
NUMBER 


480 - 40 
484 - 17 
519A -3 
519A -14 
519A -21 
519B -3 
519B -14 
519B -21 
544 - 14D 
585 - 17 
586 - 32 
587 - 19 
588 - 30 
590 - 1A 
592 - 18 
10-10 
18-6 
18-7 
19-8 
31-7 
32-7 
33-7 
63 - 10 
83 - 18 
84 - 3 
111 - 3C 
146 - 37 
175 - 75 
176-6 
176-19 
185-42 
185-47 
185 - 50 
185 - 52 
200A -24 
218B -54 
237 -9 
252 -9 
253 -4 
254 - 22 
259-2 
260 - 29 
262A -27 
264A -42 
266A -24 
266B -6 
267B -5 
269 - 65 
269B -37 
276B -15 
280 - 30 
281 - 44 
306A -3 
306A -40 
306A -120 
313-9 
313 - 46 
319-3 
321-6 
324 - 28 
330 - 34 
384 - 19 
397 - 4A 
438 - 11 


FIGURE 
PART & INDEX 
NUMBER NUMBER 


MS16995-39 


MS16995-4 


MS16995-40 


MS16995-41 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


MS16995-41 264A -35 290 - 11 
264В -30 296 - 12 
272А -28 300A -3R 

279-4 316 - 3J 
283 - 56 324 - 47G 
485 - 18 344 - 2 
519А -43 439 - 26 
519A -50 449 - 7 
519B -43 461 - 50 

MS16995-42 259 - 21 496 - 22 
269B -47 521B -2 
270A -29 521B -15 
270А -64 192 - 25А 
276B -25 MS16995-49 3 - 27 

344 - 10 15-5 

519A -73 31 - 15 
519В -73 32 - 15 

MS16995-47 3 - 23A 33 - 15 

16-6 39 - 19 
16 - 20 77 - 18 
74 - 4N 131-5 
313 - 2 148 - 5 
337 - 40 157 - 11 
395 - 16 170 - 40 
523 - 19 181 - 48 
MS16995-48 1-39 187 - 7 
4-15 187-10 
30 - 28 187 - 12 
32 - 17 187 - 45 
33 - 17 187 - 51 
36 - 15H 191-9 
46-30 192-32 
46-42 208-8 
55B - 9 218B -4 
55B - 22 221 - 36 
71-5 231-5 
97-15 231 - 23G 
97 - 28 260 - 15 
134-11 261 - 59 
148 - 61 261 - 71 
152 -2 263 - 59 
152 - 13 263B -32 
178-7 267В -31 
179-1Н 268-6 
184 - 34 270A -5 
191 - 26 271 - 32 
191 - 49 272 - 6 
210 - 112 272 - 30 
210 - 117 272А -31 
210 - 131 272А -52 
216 - 20 285-8 
216 - 24 292 - 7 
216 - 50 292 - 16 
231 - 23A 294 - 15 
262A -34 296 - 23 
266 - 40 297 - 24 
270 - 50 313 - 21 
271B -61 324 - 5 
272A -3 324 - 44 
276 - 29 434 - 13 
276 - 66 439 - 13 
276А -25 447 - 19 
281 - 8 449 - 28 
282 - 33 450 - 4 


Change 29 3-41 


T.O. 2J-F100-94 


FIGURE 
PART & INDEX 
NUMBER NUMBER 


MS16995-49 


MS16995-50 


3-42 Change 29 


PART 
NUMBER 


MS16995-51 


FIGURE 
& INDEX 
NUMBER 


254 - 41 
261 - 36 
263 - 72 
263B -8 
264 - 56 
267 - 46 
267A -15 
269A -31 
270B -22 
271-8 
271A -20 
276A -37 
278 - 34 
279 - 12 
282 - 28 
283 - 4 
283 - 32 
284 - 21 
284 - 32 
285 - 18 
288 - 65 
288 - 93 
297 - 26 
299 - 17 
303 - 5 
303 - 16 
306A -46 
306A -54 
306A -115 
306A -118 
306A -127 
313 - 35 
316 - ЗР 
324 - 42 
384 - 32 
395 - 33 
409 - 9 
413 - 2 
431 - 2 
437 - 47 
441-5 
441 - 49 
442 - 10 
448 - 2 
456A -32 
471 - 17 
475 - 17 
482 - 27 
483 - 47 
485 - 5 
486 - 7 
491 - 42 
496 - 25 
504 - 14A 
513A -50 
519A -59 
519A -64 
551 - 13 
38 - 30 
38 - 38 
39-6 
39 - 15 
39 - 20 
39 - 28 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


MS16995-51 39 - 37 219 - 38 
75-2 219 - 42 
96-9 222-18 

110-4 231-2 
148-6 246-22 
165 - 24 246 - 49 
167 - 81 250 - ЗЕ 
185 - 17 260 - 34 
185 - 32 261 - 57 
185 - 34 262B -17 
205 - 19 263 - 5 
205 - 26 263A -34 
216 - 45 264 - 58 
231 - 11 264В -2 
262 -4 264В -45 
262 - 51 265 - 27 
269A -15 266А -35 
270В -11 267 - 11 
272А -49 267В -11 
282 - 12 269A -35 
289 - 61 269B -13 
297 - 20 271A -13 
347-6 271В -17 
365 - 12 272А -2 
460 - 13 276-4 
513A -47 276-42 

MS16995-52 11-17 276А -4 
15-3 276А -50 
29-28 276B -27 
32 - 21 280 - 41 
32 - 24 281 - 61 
33 - 21 282 - 22 
33 - 24 285 - 11 
35 - 13 287 - 20 
42 - 26 288 - 95 
44 - 17 306A -12 

55В - 16 306A -19 
55В - 25 306A -23 
55В - 33 306A -32 
83 - 12 306A -44 
110 - 12 306A -53 
147 - 17 306A -58 
148 - 68 306A -73 
161 - 41 306A -89 
165 - 27 306A -112 
166 - 34 313 - 27 
166B -7 316 - 3L 
167 - 53 325A -11 
169 - 12 337 - 42 
174 - 21 365 - 2 
175 - 12 365 - 7 
175 - 21 384 - 31 
175 - 38 441 - 16 
175 - 47 445 - 6 
175 - 89 466 - 43 
176 - 24 491 - 44 
178 - 4 496 - 5 
179 - 1E 503 - 3A 
181 - 39 503 - 4A 
181 - 44 519A -80 
200A -15 519B -80 
210 - 79 536 - 5 
213 - 28 537 - 33 
219 - 28 541 - 46 


Change 29 3-43 


T.O. 2J-F100-94 


FIGURE 
PART & INDEX 
NUMBER NUMBER 


MS16995-52 
MS16995-53 


MS16995-54 


3-44 Change 29 


PART 
NUMBER 


MS16995-55 


MS16995-56 


MS16995-57 
MS16995-58 
MS16995-62 


MS16995-63 


MS16995-64 


FIGURE 
& INDEX 
NUMBER 


210 - 74 
262 - 46 
262A -40 
263B -57 
264B -13 
269A -39 
311-7 
313 - 41 
318 - 33 
493 - 8 
493 - 42 
496 - 8 
146 - 39 
167 - 43 
169 - 66 
209 - 38 
219 - 16 
280 - 28 
293 - 55 
296 - 26 
313 - 48 
316 - ЗА 
321 - 10 
324 - 32 
430 - 2 
442 - 4 
144 - 18 
146 - 45 
205 - 18 
245 - 10 
260 - 50 
264В -14 
266A -51 
267B -8 
284 - 23 
288 - 39 
296 - 19 
306A -9 
306A -97 
519A -10 
519А -17 
519A -27 
519В -10 
519В -17 
519В -28 
244 - 1L 
246 - 34 

4 - 13 
264 - 65 
275 - 34 
275 - 36 
351 - 16 
184 - 15 
235 - 27 
280 - 23 
292 - 18 
363 - 1А 
482 - 72 
520 - 37 
520 - 48 

10- 1H 
31 - 25 
32 - 27 
33 - 27 


FIGURE 
PART & INDEX 
NUMBER NUMBER 


MS16995-64 


MS16995-65 


MS16995-66 


T.O. 2J-F100-94 


FIGURE 
PART & INDEX 
NUMBER NUMBER 


MS16995-67 


MS16995-68 


MS16995-69 
MS16995-70 


MS16995-71 


MS16995-72 


MS16995-77 


Change 29 3-45 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


MS16995-78 262B -59 
MS16995-79 269 - 11 
277 -4 
283 - 76 
284 - 35 
286 - 17 
288 - 18 
306A -136 
395 - 46 
MS16995-8 413 - 5 
MS16995-80 434 - 26 
460 - 5 
491 - 12 
531 - 4 
541 - 20 
1-13 
1-16 
MS16995-83 190 - 33 
MS16995-81 218А -18 
244 - 10 
245 - 28 
261 - 65 
266A -16 
267А -13 
269 - 56 
283 - 21 
286 - 24 
288 - 25 
MS16995-84 4-18 
38 - 10 
74 - ДР 
190 - 30 
216 - 31 
243 - 3H 
260 - 48 
264 - 5 
479 - 60 
MS16995-85 191 - 23 
191 - 28 
244 - 11 
245 - 2U 
262 - 6 
529 - 35 
531 - 26 
MS16995-86 173 - 33 
190 - 27 
194 - 2H 
245 - 2W 
496 - 17 
MS16995-87 218А -15 
237 - 22 
MS16995-82 244 - 1V 
264 - 6 
296 - 8 
MS16995-88 271А -32 
MS16995-9 231 - 28 
266B -12 
267 - 15 
267В -47 
269A -47 
353 - 14 
441 - 25 
482 - 51 
595 - 35 


3-46 Change 29 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


MS16995-94 


MS16996-15 


MS16995-95 MS16996-16 


MS16996-22 
MS16996-23 


MS16995-96 
MS16996-31 
MS16996-39 
MS16996-41 


MS16996-42 
MS16996-49 
MS16996-51 
MS16996-81 
MS16996-9 


MS16995-97 
MS16997-100 
MS16997-101 
MS16995-98B MS16997-111 


4 
MS16995-99B MS16997-12 
MS169957-37 MS16997-142 
MS16996-1 MS16997-31 
MS16996-10 


MS16997-33 


MS16997-34 
MS16997-43 
MS16997-44 


MS16997-46 


MS16996-11 


MS16997-47 
MS16996-12 MS16997-50 
MS16997-52 


MS16997-58 
MS16997-59 


MS16996-13 MS16997-60 
MS16997-61 
MS16997-62 
MS16996-14 


Change 29 3-47 


3-48 


T.O. 2J-F100-94 


PART 
NUMBER 


MS16997-62 


MS16997-64 


MS16997-65 


MS16997-66 
MS16997-67 
MS16997-78 


MS16997-80 
MS16997-81 
MS16997-83 
MS16997-84 
MS16997-9 
MS16998-100 
MS16998-55 
MS16998-75 
MS16998-96 
MS169995-38 
MS17187-2 
MS17795-810 
MS17828-6C 
MS17830-40 


MS17830-4C 
MS17984-121 
MS17984-306 
MS17984-316 
MS17984-410 
MS17984-414 
MS17984-422 
MS17984-636 
MS17984-716 
MS17984-80 
MS17984-820 
MS17984-835 
MS17984-920 
MS17984-C121 


MS17984-C1220 


MS17984-C408 
MS17984-C43 
MS17984-C61 
MS17984-C610 


MS17984-C82 
MS17984-C823 


MS17984-C826 
MS17984-C831 


MS17984C-721A 


MS17984C409 
MS17985-616 
MS17986-615 
MS17986-860 


Change 29 


FIGURE 
& INDEX 
NUMBER 


3 
6 
4 
6 
4 
4 
4 
4 
2 
4 
4 
8 
2 
4 


N — D ND D — — G N — — G) — N — = N — G 


№ 


= о о — = го |= = ND 


PART 
NUMBER 


MS17986-C833 
MS17987-C407 


MS17987-C415 
MS17987-C615 
MS17987-C919 
MS17987C350 
MS17989-1624 
MS17990-818 
MS18015-1 
MS18066-13 
MS18066-14 


MS18154-207 
MS18154-35L 
MS18211-112F 
MS18211-113F 
MS18211-115F 
MS18211-18G 


MS18211-420 
MS18211-43G 
MS18211-44G 
MS18211-460 
М518211-46С 


MS18211-50G 
MS18211-62G 
MS18211-64G 


MS18211-84G 
MS18211-86F 
MS18211-87G 
MS18995-36 
MS19060-1014 
MS19068-011 
MS19070-011 
MS19555-29 
MS19555-53 


MS1957-60 
MS1971-3 

MS20002-4 
MS20033-2 
MS20033-4 


MS20074-03-02 
MS20074-0302 
MS20074-08-20 
MS20074-14 
MS20365-820C 


MS20392-370 
MS20392-9C67 
MS20613-4C3 
MS20613-4C4 
MS20613-606 


FIGURE 
& INDEX 
NUMBER 


= 


= D — сол = = = со 


ND со со +. оо ос +. о о 


= + соозо + (9 O ~ о 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


MS20613-6P5 MS24667-29 173 - 75 
MS20615-5MB 283 - 70 
MS20819-12C MS24667-9 478 -2 
MS21045-8 MS24671-1 196 - 18 
MS24671-10 520 - 12 
MS21262-14 MS24671-13 236 - 12 
MS21262-15 272B -36 
330 - 12 
MS21262-28 432 - 35 
435 - 3 
463 - 11 
MS21262-29 513A -41 
MS21262-35 MS24671-14 264B -64 
MS21316-13 271B -44 
MS21316-22 497 - 13 
MS21316-25 MS24671-15 221 - 45 
MS21316-3 396 - 3C 
MS21316-33 MS24671-19 263A -58 
328 - 17 
MS21316-34 MS24671-2 1-18 
270B -32 
MS21316-35 513A -22 
513A -69 
517B -24 
MS24671-20 31 - 13 
32 - 13 
33 - 13 
MS21316-58 197-6 
MS21316-59 219 - 46 
MS21316-61 237 - 16 
MS24266-R12-B2-PN 263A -48 
MS24266-R12-B3 266B -14 
271B -52 
MS24266-R12-B3PN 285 - 15 
MS24583-C60 289 - 6 
MS24585-256 339 - 37 
MS24585-295 394 - 2B 
MS24585-6398 MS24671-21 218B -2 
MS24585-6416 230 - 14 
MS24585-C177 335 - 10 
339 - 16 
540 - 20 
588 - 20 
MS24671-22 130 - 1A 
186 - 32 
210 - 152 
MS24585-C244 MS24671-23 5-18 
MS24585-C295 50 - 24 
MS24671-28 283 - 53 
MS24585-C305 MS24671-29 276А -23 
MS24585-C307 287 - 19 
MS24585-C398 MS24671-30 170 - 45 
MS24585-C423 262А -42 
MS24585-C451 MS24671-31 154 - 13 
MS24585-C60 228 - 21 
278-9 
MS24588-256 MS24671-32 50 - 34 
MS24665-281 MS24671-38 189 - 8 
MS24665-302 MS24671-40 171 - 45 
MS24665-445 MS24671-49 537-6 
MS24667-2 MS24671-7 270A -25 
270A -60 
MS24667-20 MS24671-8 185 - 54 
210 - 98 


Change 29 3-49 


T.O. 2J-F100-94 


FIGURE 
PART & INDEX 
NUMBER NUMBER 


MS24671-8 


MS24671-9 


MS24672-3 
MS24672-5 
MS24672-6 
MS24674-54 
MS24677-26 
MS24677-31A 
MS24677-39A 
MS24694-C5 
М524571-8 
MS25082-06 
MS25082-66 
MS25082-C10 
MS25082-C19 
MS25082-C6 


MS27183-18 


MS27298-4 
MS27488-16 


MS27952-1 


MS27952-3 


MS28741-1-010 
MS28741-60100 


MS28741-80100 
MS28775-015 
MS28775-017 


MS28775-019 
MS28775-048 
MS28775-09 

MS28775-113 
MS28775-116 
MS28775-119 
MS28775-214 
MS28775-215 
MS28775-224 


3-50 Change 29 


— № — D +. со 0) — G — + D г © 


= а ГО å ååå å Кој 


PART 
NUMBER 


MS29512-06 
MS29512-07 
MS29512-08 
MS29512-1 
MS29512-16 
MS29513-004 
MS29513-011 
MS29513-012 


MS29513-015 


MS29513-016 
MS29513-018 
MS29513-020 
MS29513-032 
MS29513-09 

MS29513-10 

MS29513-110 
MS29513-112 
MS29513-113 
MS29513-116 


MS29513-120 
MS29513-16 
MS29513-212 


MS29513-213 


MS29513-215 
MS29513-216 
MS29513-218 


MS29513-22 
MS29513-236 
MS29513-24 
MS29513-251 
MS29513-256 
MS29513-257 
MS29513-261 
MS29513-281 
MS29513-334 
MS29561-236 
MS3057-6A 
MS3057-8A 
MS3101A165-85 
MS31029-51 
MS3102A14S5P 
MS3106A165-8P 
MS31977-54 
MS3217-1098 
MS3217-98 
MS3420-6 
MS34671-20 


MS35190-251L 
MS35190-253 
MS35190-275 


FIGURE 
& INDEX 
NUMBER 


~ 


= usa Гоа << ~ 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


MS35190-276 183 - 33 
MS35190-289 183 - 9 
MS35191-272 577 - 8 
MS35206-228 242 - 29 
MS35214-25 297-4 
MS35221-61 172 - 1А 
MS35233-17 272B -4 
MS35233-28 191 - 12 MS35307-307 
191 - 44 
MS35233-63 293 - 9 
293 - 30 
MS35275-215 103 - 12 
MS35283-26 191 - 47 
MS35289-32 46 - 22 
MS35289-33 46 - 25 
MS35289-34 253 - 1P 
MS35289-36 549 - 6 
MS35289-40 253 - 2P 
MS35289-42 46 - 32 
MS35289-5 304 - 9 
MS35289-6 209 - 60 
MS35289-7 209 - 56 
MS35289-72 439 - 46 MS35307-308 
MS35289-8 46-5 
445 - 21 
MS35290-72 29 - 13 
MS35301-310 263A -11 
MS35305-1 411-2 
М535305-125 439-8 
М535305-39 441-32 
М535305-5 170-2 
443 - 36 
MS35305-7 447 - 38 
MS35305-8 443 - 39 
MS35306-360 292 - 49 
MS35307-108 210 - 101 
MS35307-301 261 - 77 
MS35307-303 170 - 25 
261 - 49 
289 - 5 
299 - 5 
MS35307-304 147 -4 
MS35307-305 23-3 
170-11В 
186 - 37 М535307-309 
189-17 
210-157 
259 - 73 
271В -37 MS35307-310 
306 -9 
410 - 33 
454 - 6 
468 - 44 
556 - 5 
556 - 11 
MS35307-306 28-2 
175-4 
178-17 MS35307-311 
189 - 6 
199 - 4 
235 - 13 
248 - 34 MS35307-312 
263A -16 
266A -32 


Change 29 3-51 


3-52 


T.O. 2J-F100-94 


PART 
NUMBER 


MS35307-313 


MS35307-314 


MS35307-315 


MS35307-317 
MS35307-318 
MS35307-329 


MS35307-331 
MS35307-332 


MS35307-333 


MS35307-334 


MS35307-335 
MS35307-336 


MS35307-337 
MS35307-338 


MS35307-339 


MS35307-340 


MS35307-341 


MS35307-348 
MS35307-35 


MS35307-355 
MS35307-357 
MS35307-358 


Change 29 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


MS35307-359 


MS35307-36 
MS35307-360 


MS35307-361 
MS35307-362 


MS35307-363 
MS35307-364 


MS35307-365 


MS35307-366 
MS35307-368 


MS35307-371 
MS35307-372 
MS35307-374 
MS35307-407 
MS35307-409 


MS35307-411 


MS35307-413 


MS35307-414 


MS35307-415 
MS35307-416 
MS35307-417 
MS35307-421 
MS35307-423 
MS35307-462 
MS35307-465 
MS35307-470 
MS35307-477 
MS35307-486 


FIGURE 
& INDEX 
NUMBER 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


MS35307-486 


MS35307-501 
MS35307-508 
MS35307-532 
MS35307-533 
MS35308-302 
MS35308-306 


MS35308-307 


MS35308-310 
MS35308-312 
MS35308-338 
MS35308-485 
MS35308-486 
MS35309-329 
MS35338-138 


MS35338-140 


MS35338-141 


MS35338-143 


MS35338-145 
MS35338-46 
MS35338-48 


MS35338-49 
MS35425-37 
MS35425-39 
MS35425-41 
MS35425-42 


MS35425-68 
MS35425-70 


MS35425-72 


MS35425-74 


MS35489-49 
MS35631-19 
MS35644-204 
MS35649 
MS35649-103 
MS35649-202 


MS35649-204 


MS35649-2234 
MS35649-224 
MS35649-2254 


176 - 16 
557 -3 
175 - 16 
194 - 2К 
404 - 13 
446 - 6 
321 - 35 
446 - 16 
446 - 38 
337 - 32 
293 - 3 
267 - 29 
432 -4 
380 - 2 
267B -35 
306A -75 
306A -80 
16 - 40 
19-7 
52 - 20 
83 - 17 
84 -2 
111 - ЗА 
118А -3 
160 - 24 
165 - 12 
166 - 10 
183 - 15 
218В -9 
218В -42 
280 - 9 
335 - 4 
337 - 14 
338 - 18 
338 - 33 
339 - 2 
339 - 22 
344 - 23 
347 - 15 
347 - 22 
347 - 25 
347 - 32 
347 - 40 
426 - 2C 
426 - 5A 
428 - 1A 
440 - 34 
454 - 2B 
456 - 27 
479 - 21 
492 - 12 
529 - 41 
586 - 29 
442 - 32 
317 - 15 
36 - 22 
76 - 23 
335 - 16 
338 - 14 
339 - 11 
339 - 29 
347 - 4 
447 - 23A 
573A -19 


Change 29 


3-53 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


MS35649-2312 459 - 4 29 - 24 
MS35649-2314 275 - 17 46 - 27 
MS35649-2384 15-15 71 - 14 
168 - 5 77 - 11 
219 -3 77 - 15 
259 - 43 154 - 45 
263 - 17 166B -12 
304 - 3 171 - 40 
306 - 3 175 - 56 
321 - 34 179 - 39A 
441 - 31 193 - 6 
441 - 36 198 - 6 
443 - 43 218В -11 
456 -2 218В -50 
458 - 39 264В -59 
496 - 18 266А -43 
57ЗА -10 271В -12 
MS35649-244 315 - 11 492 - 28 
317 - 17 513A -66 
322 - 11H MS35691-12 173 - 57 
57ЗА -31 MS35691-1201 10-15 
MS35649-264 338 - 40 11-4 
347 - 13 11-50 
454 - 4A MS35691-1226 153 - 15 
537 - 74 MS35691-17 194 - 2B 
MS35649-284 154 - 22 MS35691-19 76 - 12 
154 - 35 77-3 
154 - 41 160 - 18 
157 -2 160 - 20 
209 - 53 161 - 47 
322 - 11N 167 - 50 
337 - 28 186 - 36 
338 - 11 210 - 156 
344 - 14 219 - 50 
347 - 21 236 - 21 
441 - 21С 262 - 20 
442 - 37 263A -23 
MS35650-304 83 -2 263A -45 
180 - 22 264A -32 
181 - 24 266А -14 
231 - 48 272A -13 
266 - 36 276 - 10 
355 - 9 276 - 47 
355 - 17 280 - 24 
401 - 14A 293 - 39 
483 - 26 294 - 4 
MS35650-3254 507 - 25 294 -6 
MS35671-51 288 - 15 294 - 11 
MS3569-1 306A -87 294 - 14 
MS35690-1004 447 - 8 395 - 9 
MS35690-1204 451 - 18 413-4 
MS35690-410 379 - 2 433 - 26 
474 - 17 467 - 30 
MS35690-604 8-7 479 - 33 
444 - 15 480 - 37 
484 - 6 481 -2 
MS35690-910 436 - 22 485 - 3 
436 - 32 531 - 2 
MS35691-1 403 - 3A 531 - 10 
450 - 37A 531 - 58 
476A -7 MS35691-23 154 - 6 
521В -29 191 - 61 
557-8 370-8 
MS35691-11 20 - 10 370 - 15 


3-54 Change 29 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


MS35691-23 508 - 13 MS35691-43 436 - 32 
MS35691-27 291 - 28 439 - 16 
MS35691-3 75 - 25 443 - 31 
76 - 17 446 - 12 
83 -6 453 - 15 
83 - 10 453 - 22 
84 - 25 467 - 17 
85-2 М535691-49 255-1С 
146-17 М535691-50 460-12 
154 - 14 MS35691-501 10 - 11В 
154 - 28 MS35691-51 188 - 11 
164 - 6 236 - 3 
164 - 15 269 - 4 
164 - 24 270 - 10 
164 - 34 290 - 21 
172 - 8 466 - 27 
179 - 66 480 - 42 
187 - 6 MS35691-521 308 - 5 
187 - 9 MS35691-57 10- HE 
196 - 7 MS35691-59 82 - 2 
198 - 15 154 - 31 
205 - 9 236 - 27 
209 - 21 258 - 30 
227 - 16 264 - 19 
230 - 31 285 - 16 
248 - 35 475 - 14 
259 - 23 481 - 23D 
262 - 18 482 - 17 
264А -9 MS35691-63 4 - ЗВ 
267В -27 43 - 47 
283 - 50 MS35691-67 441 - 71 
288 - 70 MS35691-71 510 - 13K 
438 - 17 MS35691-81 114 - 27 
482 - 22 160 - 1C 
493 - 3 MS35691-810 414А -4 
493 - 14 MS35691-B11 11-14 
504 - 8 MS35692-1010 96 - 16 
556А -21 MS35692-19 529 - 22 
MS35691-33 218A -5 MS35692-3 18 - 17 
263B -36 MS35692-75 169 - 22 
498 - 12 MS35699-2254 288 - 67 
MS35691-35 35-9 MS35889-10 213-3 
59 - 19 MS35914-261 412-5 
194-5 М536691-19 191-5 
194 - 11 MS39307-329 262A -21 
244 - 1E MS46555-29 187 - 68 
245 - 2E MS51021-10 125 - 10 
261 - 15 MS51021-101 433 - 15 
261 - 80 461 - 39 
263 - 14 465 - 45 
297 - 7 MS51021-102 52 - 5 
441 - 74 433 - 44 
456А -3 595-7 
479-75 MS51021-107 40 - 12 
480 - 10 MS51021-131 371 - 26 
495 - 19 371 - 30 
552 - 10 MS51021-3 174 - 33 
MS35691-36 237 - 13 MS51021-31 103 - 2 
237 - 19 MS51021-32 242 - 3 
MS35691-39 73 - 2E MS51021-34 513A -29 
MS35691-4 159 - 15 MS51021-42 ЗА - 11 
MS35691-41 434 -9 288 - 60 
447 - 30 2 MS51021-43 186 - 27 
MS35691-42 448 - 5 210 - 147 
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Change 29 3-55 


3-56 


T.O. 2J-F100-94 


PART 


NUMBER 


MS51021-43 


MS51021-45 


MS51021-47 


MS51021-56 


MS51021-58 


MS51021-60 
MS51021-62 


MS51021-63 
MS51021-72 


MS51021-75 
MS51021-83 
MS51021-9 
MS51023-115 
MS51023-120 
MS51023-132 
MS51023-141 
MS51023-143 
MS51023-49 
MS51023-51 


MS51023-52 
MS51023-54 
MS51029-112 
MS51029-135 
MS51029-140 


MS51029-142 
MS51029-29 
MS51029-36 
MS51029-51 


MS51029-53 
MS51029-55 
MS51030-27 
MS51030-29 
MS51030-38 
MS51030-49 
М551030-51 


М551030-58 
М551031-105 
М551045-40 
М551045-43 
М551045-49 
М551045-520 
MS51045-53 


Change 29 


FIGURE 
& INDEX 
NUMBER 


N 


со 


2 
4 
2 
2 
4 
4 
4 
4 
1 
1 


= о = О 


= ~ 


PART 
NUMBER 


MS51045-54 
MS51045-55 


MS51109-35 
MS51412-4A 
MS51468-02 
MS51468-2 


MS51476-12 
MS51480-01 
MS51488-4 
MS51491-044 
MS51503-2 


MS51504-B4S 
MS51506-B4S 
MS51513-B4S 
MS51531-B4S 


MS51700-36 
MS51831-102 
MS51831-103 
MS51831-104 
MS51832CA102 
MS51832CA104 
MS51838-28 
MS51844-61 
MS51844-63 


MS51846-6 
MS51849-53 


MS51849-64 
MS51849-74 
MS51859-10 
MS51859-6 
MS51861-12G 
MS51863-223 
MS51867-8 
MS51871-3 
MS51873-107 
MS51873-121 
MS51873-121B 
MS51911-3 
MS51917-1 
MS51922-37 


MS51929-135 
MS51937-23 
MS51937-7 
MS51951-45 
MS51953-25 
MS51953-34 


MS51953-36 
MS51953-37 
MS51953-58 
MS51957 
MS51957-1 
MS51957-11 
MS51957-12 
MS51957-13 


FIGURE 
& INDEX 
NUMBER 


300A -2H 
146 - 18 
271 - 26 
271 - 45 
300A -3H 
286 - 21 
287 -6 
169 - 15 
303 -2 
303 - 13 
152 - 4 
44 - ЗЗВ 
292 - 49 
496 - 31 
449 -9 
449 - 24 
435 - 13 
435 -4 
435 - 17 
435 - 7 
435 - 11 
576 - 3 
496 - 10 
216 - 63 
216 - 57 
30 - 12 
30 - 27 
510 - 13F 
216 - 52 
236 - 15 
236 - 20 
27 - 13 
291 - 11 
291 - 31 
214-2 
278 - 11 
374 -5 
324 - 35 
537 - 77 
231 - 34 
213 - 17 
95 - 25 
218B -63 
165 - 39 
280 - 6 
531 - 54 
430 - 21 
550 - 18 
550 - 29 
116 - 16 
154-9 
187-2 
339 - 6 
490 - 10 
490 - 13 
490 - 15 
490 - 11 
490 - 7 
482 - 63 
179 - 2C 
263 - 51 
263 - 53 
598 - 10 
270B -5 
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T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


MS51957-14 MS51959-60 456A -25 
MS51959-61 52 - 31 
117-8 
MS51957-15 MS51959-63 94 - 10 
MS51957-2 434 - 17 
MS51957-26 MS51959-64 47 - 47 
MS51957-28 47 - 54 
MS51959-65 53-6 
MS51959-83 91 - 10 
MS51957-29 197 - 15 
MS51957-3 MS51960-28 465 - 41 
MS51957-30 MS51960-30 461 - 31 
MS51957-41 MS51960-65 154 - 18 
MS51960-67 4-3 
43 - 45 
344 - 9 
MS51957-43 MS51963-46 218A -7 
MS51965-40 314-9 
594 - 10 
MS51957-45 MS51967-14 44 - 24 
176 - 4 
472 - 14 
538 - 18 
MS51957-46 538 - 22 
571 - 11 
MS51967-17 436 - 38 
MS51957-47 454 - 17 
MS51967-20 484 - 11 
MS51967-26 475 - 27 
MS51967-5 27 - 16 
MS51957-48 MS5197-1 246 - 14 
520 - 14 
MS51957-51 MS51971 432 - 5 
MS51957-59 MS51971-1 13 - 22 
75 - 22 
MS51957-61 85 - 19 
86 - 8 
MS51957-63 87-2 
94 - 30 
110-2 
М551957-64 157-13 
М551957-65 164 - 22 
MS51957-66 164 - 32 
MS51957-67 183 - 12 
209 - 63 
MS51957-72 235 - 3 
MS51957-74 267 - 44 
269 - 40 
MS51957-84 271-5 
М551957-88 271-25 
MS51958-83 271 - 44 
MS51959-12 272 - 8 
MS51959-13 272 - 26 
272A -45 
MS51959-14 282 -8 
287 - 11 
MS51959-15 300A -2J 
MS51959-17 300A -3J 
MS51959-28 328 - 11 
440 - 10 
MS51959-30 442 -2 
452 - 30 
454 - 3B 
MS51959-41 8 479 - 73 


Change 29 3-57 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


MS51971-1 


MS51971-10 
MS51971-11 


MS51971-12 
MS51971-13 


MS51971-2 


MS51971-43 
MS51971-5 


MS51971-3 


MS51971-6 


MS51971-7 
269B -33 


3-58 Change 29 


PART 
NUMBER 


MS51971-7 


MS51971-8 


MS51971-9410 
MS51972-1 


MS51972-10 
MS51972-2 
MS51972-5 
MS51972-7 
MS51975-1 


MS51975-11 


MS51975-14 
MS51975-16 
MS51975-17 


MS51975-18 


MS51975-19 


MS51975-2 


MS51975-20 


FIGURE 
& INDEX 
NUMBER 


187 - 3 
257 - 3 
266 - 24 
299 - 8 
299 - 11 
407 - 10 
451 - 11 
456 - 40 
457 - 41 
457 - 57 
457 - 74 
458 - 8 
458 - 25 
458 - 51 
523 - 22 
530 - 36 
166 - 8 
208 - 20 
396 - 6 
413 - 12 
450 - 12 
480 - 23 
480 - 50 
482 - 16 
328 - 4 
406 - 8 
433 - 36 
461 - 41 
465 - 48 
491 -3 
432 - 18 
355 - 5 
541 - 23 
338 - 19 
466 - 23 
473 - 18 
481 - 20 
267 - 64 
270А -8 
270А -45 
517B -66 
157 - 14 
87 - 18 
36 - 15L 
457 - 44 
457 - 60 
457 - 77 
458 - 11 
458 - 28 
458 - 54 
481 - 18 
271A -23 
322 - 3 
441 - 66 
523 - 32 
47 - 28 
269 - 26 
179 - 28 
435 - 23 
462 - 25 
95-5 
201-2 
275-19 
517В -15 


РАВТ 
NUMBER 


MS51975-21 
MS51975-23 
MS51975-24 
MS51975-26 
MS51975-28 


MS51975-29 


MS51975-3 


MS51975-30 


MS51975-31 
MS51975-32 
MS51975-33 


MS51975-34 
MS51975-35 


MS51975-36 
MS51975-4 


MS51975-40 
MS51975-5 


MS51975-6 
MS51975-7 


MS51975-8 
MS51975-9 


MS51977-98 
MS51981-28 


MS51981-37 
MS51981-46 
MS51981-50 
MS51981-51 
MS51981-52 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


Change 29 


3-59 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


3-60 


MS51981-52 


MS51981-64 
MS51981-82 


MS51988-1 
MS53307-338 
MS53507-306 
MS9020-12 


MS9021-002 
MS9021-007 
MS9021-008 
MS9021-009 
MS9021-011 
MS9021-013 
MS9021-014 
MS9021-017 
MS9021-018 
MS9021-027 
MS9021-028 
MS9021-043 
MS9021-044 
MS9021-050 
MS9021-11 


MS9021-110 
MS9021-112 


MS9021-120 


MS9021-128 
MS9021-164 
MS9021-175 


MS9021-228 
MS9021-236 


MS9021-246 


MS9021-249 
MS9021-254 
MS9021-257 
MS9021-258 
MS9021-259 
MS9021-260 
MS9021-261 
MS9021-262 


MS9021-265 
MS9021-269 
MS9021-270 
MS9021-274 
MS9021-281 
MS9021-5 
MS90454-16-16 
MS9068-009 
MS9068-010 


MS9068-011 


Change 29 
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MS9068-012 
MS9068-016 
MS9068-027 
MS9068-112 
MS9068-113 


MS9068-119 
MS9068-231 
MS9068-246 
MS9068-252 
MS9068-258 
MS9068-271 
MS9068-273 
MS90725-1 
MS90725-10 
MS90725-111 
MS90725-113 
MS90725-128 
MS90725-13 
MS90725-197 
MS90725-36 


MS90725-62 
MS90725-64 
MS90726-113 


MS90726-114 
MS90726-120 
MS90726-128 
MS90726-13 
MS90726-135 
MS90726-3 
MS90726-32 
MS90728-16 
MS90728-34 


MS90728-38 
MS90728-6 
MS90728-61 


MS90728-64 
MS90728-71 
MS90728-72 
MS9105-03 
MS9105-05 
MS9105-30 
MS9105-32 
MS9105-40 
MS9105-61 


MS9105-65 


MS9105-73 
MS9105-78 
MS9105-81 
MS9105-88 
MS9105-90 


N = ~ D сл 


о +. со = а по ГО hop са на аа а аа Дъ 


= N + © о ~ > О 


+ = = — = D D © о — № 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


MS9105-90 438 - 27 
MS9105-94 431-6 
MS9105-96 583 - 22 
MS9105-98 583 - 21 
438 - 29 
MS91957-61 347 - 8 
MS9197-04 199 - 22 
MS9198-10 19 - 148 
MS9245-28 529 - 9 
MS9245-64 529 - 21 
MS9245-66 1-61 
18 - 16 
MS9314-04 246 - 3 
MS9314-06 47-15 
MS9319-100 259 - 64 
270 - 39 
MS9320-09 355 - 18 
450 - 30 
455 - ВЕ 
MS9320-10 76 - 18 
208 - 6 
269A -16 
339 - 24 
462 - 26 
MS9320-11 197 - 11 
265 - 23 
265 - 25 
296 - 3 
450 - 18 
MS9320-12 262А -19 
446 - 17 
MS9320-14 500 - 3 
MS9320-16 450 - 32 
MS9320-17 17-10 
475 - 12 
MS9320-9 339 - 30 
MS9321-05 573A -32 
MS9321-07 174 - 6 MS9321-10 
185 - 37 
MS9321-09 16 - 41 
19-4 
19-9 
22-3 
110-23 
144-15 
148-47 
162-35 
166-6 
167 - 61 
169A -7 
171 - 36 
175 - 44 
175 - 66 
185 - 10 
186 - 23 
193 - 18 
196 - 16 
210 - 143 
235 - 18 
259 - 58 
272 - 45 
273 -4 
273 - 13 
273 - 22 


Change 29 3-61 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


MS9321-10 187 - 63 
187 - 99 
205 - 7 
210 - 122 
210 - 124 
214-5 
214-20 
219-39 
219-43 
230-32 
231 - 23B 
245 - 13 
245 - 28 
257 - 1В 
259 - 74 
261 -6 

263A -17 
263B -9 
264В -50 
268 - 3 
268 - 24 
269 - 21 
269В -14 MS9321-11 
271-3 
271 - 24 
271 - 43 
271A -51 
271B -38 
272 - 3 
272 - 25 
289 - 3 
290 - 12 
300A -2L 
300A -3L 
306A -84 
306A -91 
316 - 3B 
347 - 5 
348 - 4 
379 - 3 
406 - 17 
406 - 23 
409 - 10 
410-9 
410 - 16 
410 - 18 
410 - 40 
411-3 
431-33 
433 - 40 
434 - 4 
437 - 26 
437 - 37 
440 - 11 
440 - 37 
440 - 43 
441 - 50 
443 - 37 
443 - 40 
447 - 39 
450 - 5 
453 - 29 MS9321-12 
454-7 
456А -23 


3-62 Сһапде 29 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


MS9321-12 472 - 12A 
530 - 30 
538 - 10 
540 - 50 
MS9321-16 188 - 9 
456 - 41 
480 - 41 
MS9321-17 1-63 
101 - 11 
154 - 32 
166 - 38 
208 - 21 
264 - 20 
450 - 13 
451 - 19 
480 - 24 
480 - 51 
481 -4 
481 - 23В 
MS9321-18 475 - 28 
511 - 30 
MS9321-19 491-4 
MS9321-8 154 - 23 
154 - 36 
154 - 42 
MS9331-10 573A -20 
MS9356-09 18 - 27 
110 - 22 
403 - 5 
403 - 12 
MS9356-10 16 - 29 
41 - 31 
82 - 10 
110 - 27 
114-3 
MS9356-11 413 - 14 
MS9356-12 111 -1А 
114 - 8 
353 -4 
MS9356-13 472 - ТА 
MS9356-14 103 - 14 
MS9358-17 1 - 62 
MS9359-11 251 - 10 
MS9360-14 96 - 22 
MS9360-19 96 - 27 
MS9361-09 36 - 17 
175 - 64 
193 - 16 
196 - 5 
281 - 34 
MS9361-11 445 - 34 
MS9361-12 480A -10 
MS9321-14 MS9361-15 347 - 47 
MS9361-18 509 - 26 
511 - 29 
MS9386-015 411 - 23 
MS9388-020 27-2 
MS9388-140 114 - 23 
MS9388-141 114-5 
MS9390-091 147 - 73 
MS9390-170 371 - 21 
411 - 19 
MS9390-171 29 - 18 
MS9390-180 146 - 20 


Change 29 3-63 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


MS9390-180 MS9486-61 
MS9486-63 
MS9486-64 
MS9390-191 1 MS9486-69 
MS9390-20 MS9486-88 
MS9390-200 
MS9490-10 
MS9490-14 
MS9390-22 MS951971-2 
MS9549-09 
MS9390-220 MS9549-10 


MS9390-221 

MS9390-280 

MS9390-290 

MS9390-300 MS9549-14 
MS9556-08 
MS9766-10 
MS9767-10 


MS9390-320 MS9783-11 


MS9390-321 
MS9390-34 


MS9390-341 

MS9390-410 

MS9390-42 

MS9390-420 MS9783-12 
MS9783-14 
MS9783-16 


MS9390-431 
MS9390-440 MS9783-18 


MS9783-22 
MS9787-19 
MS9805-08 
MS9390-460 MS9805-14 
MS9805-22 
MS9821-35 
MS9890-460 


MS9895-12 
MS9898-29 
MS9390-580 MS9966-10 
MS9967-11 


MS9390-590 MS9967-113 
MS9390-600 N5000-137 
N5000-193 
MS9390-680 N5000-206 
N5000-62 
NA3780 
MS9390-730 NAS-1756-24 
MS9390-990 
MS9460-101 
NAS-607-1-2 
MS9461-07 NAS-607-2-4 
MS9461-13 NAS1089-24 
MS9486-04 NAS1300-C-4-1 
MS9486-30 NAS1352-03-6 
MS9486-49 NAS1352-04-8 


3-64 Change 29 


FIGURE 
PART & INDEX 
NUMBER NUMBER 


NAS1352-08-20 
NAS1352-08-24 


NAS1352-08-8 
NAS1352-3-10 
NAS1352-6-48 
NAS1352C08LL6 
NAS1352C3-24 
NAS1352C3LL6 
NAS1352C6-LE16 
NAS1352CLL6 
NAS1454-044-10N 
NAS1464-038-1-0 
NAS1464-038-10N 
NAS1756-24 


NAS1756-36 


NAS1756N24 
NAS607-1-3 


NAS607-1-4 
NAS607-1-5 
NAS607-1-6 
NAS607-2-12 
NAS607-2-14 
NAS607-2-3 


NAS607-2-4 


NAS607-2-6 


NAS607-2-8 


T.O. 2J-F100-94 


FIGURE 
PART & INDEX 
NUMBER NUMBER 


NAS607-3-12 


NAS607-3-14 


NAS607-3-16 


NAS607-3-4 


NAS607-3-5 
NAS607-3-6 


NAS607-3-7 
NAS607-3-8 


NAS607-4-10 


NAS607-4-12 
NAS607-4-14 
NAS607-4-16 


NAS607-4-20 


NAS607-4-4 


NAS607-4-5 
NAS607-4-6 


Change 29 3-65 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


NAS607-4-6 NP330H2-RC1 595 - 16 
NS-50 147 - 74 
NSCH-329 359 - 3 
NAS607-4-7 NTA 3648 1 - 73 
МТА-1220 300 - 16 
NAS607-4-8 NTA-411 460 - 23 
NTA-512 509 - 30 
510 - 13J 
511 - 26 
NTA-613 474 -9 
NTS-130 511 - 23 
OOP636 416 - 12 
P-003092 509 - 37 
P-003093 509 - 36 
P-006315 509 - 38 
P-073047 509 - 39 
P-083254 511 - 39 
P-083255 511 - 40 
P-083256 510 - 31 
511-4 
NAS607-5-10 511-41 
P-089435 510 - 30 
P-089495 509 - 7 
P-089497 122 - 4A 
511-3 
NAS607-5-12 P-089525 511 - 42 
P-092705 184 - 24 
NAS607-5-4 510 -3 
NAS607-5-6 510 - 10 
NAS607-5-7 - 547 - 19 
+ 266А -4 
NAS607-5-8 -16- 276B -24 
384 - 39 
209 - 46 
148 - 49 
299 - 38 
103 - 6 
267 - 36 
295 - 11 
16А - 17 
441 - 21В 
ЗА - 20 
148 - 64 
209 - 48 
37 - 19Е 
219 - 34 
227 - 11 
276 - 18 
276 - 60 
331 - 6 
470 - 20 
589 - 7 
272 - 53 
166B -11 
263 - 56 
16А - 27 
263 - 55 
264А -6 
432 - 26 
263B -3 
269 - 51 
470 - 17 
- 599 - 2 
P-92705-Y 118-6 
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NAS607-6-14 
NAS607-6-4 
NAS607-6-7 
NAS607-6-8 
NAS607-7-10 
NAS607-8-12 
NAS607-8-28 
NAS607-8-32 
NAS607-8-6 
NAS609-4-16 
NASA1091A30 
NDT-25PWA-1 
МЕС-9 
МНС-1010 
МНС-1021 
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3-66 Change 29 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


P-92705-Y PB-37 
P-92705Y PC-2200 
PF-100 
PK12-A 
PK16-A 
P-92706 PO135-7203510013-09 
P-92708Y 
P0135-72035-90014-04 
P059BSW00A 
P083254 
P201KDDZ10FS50000 
P202KDDZ10FS50000 
P32758 


P32759 PT-2197-W2 
PT-229 
PT-239 

P39K PT-563 


A A ІІ I 


P4006409 
P4006421 
P4006422 
P4006423 
P4006433 
P4006440 
P4006443 
P4006451 
P4006452 
P4006459 


PT-5646 
PT-565 


PWA 10000 
PWA 10001 


PWA 10001-3 
PWA 10001-6 
P4006464 PWA 10356 
P4006499 PWA 10356-1 
P4021551 PWA 10356-10 
PWA 10356-13 
PWA 10356-15 
P4021553 PWA 10356-16 
PWA 10356-17 
P4021555 PWA 10356-18 
P4021558 PWA 10356-2 
P4021599 PWA 10356-3 
P4030507 PWA 10356-4 
P4030509 PWA 10356-5 
P4030517 PWA 10356-8 
PWA 10356-9 
PWA 10631 
PWA 10673 
PWA 10673-1 
PWA 10673-22 
PWA 10673-27 
PWA 10673-28 
PWA 10673-29 
PWA 10673-30 
PWA 10673-32 
P4030591 PWA 10673-33 
P4030592 PWA 10687 
P4045510 PWA 10687-13 
P4045515 PWA 10687-14 
P4045516 PWA 10687-15 
P7-233 PWA 10687-200 
P84K PWA 10687-24 
P92705Y PWA 10687-26 
PWA 10687-5 
PWA 10687-7 
P92708Y PWA 10687-8 


2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
2 


— 
со 


со 


Р4030578 
Р4030579 
Р4030580 
Р4030583 
Р4030584 
Р4030585 
Р4030587 
Р4030590 
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Change 29 3-67 


3-68 


T.O. 2J-F100-94 


PART 
NUMBER 


PWA 10687-9 
PWA 10837 
PWA 12126 
PWA 12632 


PWA 12632-1 
PWA 12632-2 
PWA 12632-4 
PWA 12633 
PWA 12633-10 
PWA 12633-11 
PWA 12633-2 
PWA 12633-3 
PWA 12633-4 
PWA 12633-5 
PWA 12633-6 
PWA 12633-8 
PWA 12639 
PWA 13320 
PWA 13399 
PWA 14175 
PWA 14175-1 
PWA 14175-2 
PWA 14175-3 
PWA 14175-4 
PWA 14175-5 
PWA 14266 
PWA 14266-1 
PWA 14266-2 
PWA 14266-3 
PWA 14266-7 
PWA 14267 
PWA 14267-10 
PWA 14267-11 
PWA 14267-12 
PWA 14267-3 
PWA 14267-8 
PWA 14267-9 
PWA 14383 
PWA 15512 
PWA 16020-20 


PWA 16246 
PWA 16868 


PWA 16868-1 

PWA 16868-10 
PWA 16868-11 
PWA 16868-12 
PWA 16868-13 
PWA 16868-14 
PWA 16868-15 
PWA 16868-16 
PWA 16868-18 
PWA 16868-2 

PWA 16868-23 
PWA 16868-25 
PWA 16868-26 
PWA 16868-27 
PWA 16868-3 

PWA 16868-30 
PWA 16868-31 
PWA 16868-4 


Change 29 


FIGURE 
& INDEX 
NUMBER 


544 - 9 
288 - 1 
66 - 4 
388 - 3 
388 - 1 
388 - 5 
388 - 4 
388 - 6 
487 - 1 
487 - 7 
487 - 8 
487 - 6 
487 - 5 
487 -4 
487 - 2 
487 - 3 
487 - 9 
512 - 1 
338 - 1 
311-3 
530 - 12 
530 - 12E 
530 - 12D 
530 - 12C 
530 - 12B 
530 - 12A 
308 - 1 
308 - 2 
308 - 3 
308 - 4 
308 - 7 
309 - 6 
309 - 12 
309 - 8 
309 - 11 


а... - << i = 0) 02 Од 


№ 
= À 


mm жый, = = an 


PART 
NUMBER 


PWA 16868-7 
PWA 17019 
PWA 17019-1 
PWA 17019-200 
PWA 17019-3 
PWA 17019-4 
PWA 17019-5 
PWA 17113 
PWA 17138 
PWA 17138-11 
PWA 17138-12 
PWA 17138-13 


PWA 17138-14 
PWA 17138-2 
PWA 17138-201 
PWA 17138-3 
PWA 17138-4 
PWA 17138-7 
PWA 17138-9 
PWA 20048 
PWA 21350-13 
PWA 21350-41 
PWA 21350-42 
PWA 21350-43 
PWA 21350-44 
PWA 21500 
PWA 21500-1 
PWA 21500-3 
PWA 21500-4 
PWA 21604 
PWA 21604-200 
PWA 21735 
PWA 21736 
PWA 21739 
PWA 21740 
PWA 21740-1 
PWA 21740-2 
PWA 21741 
PWA 21751 
PWA 21816 


PWA 21875 
PWA 21875-1 
PWA 21875-10 
PWA 21875-12 
PWA 21875-13 
PWA 21875-16 
PWA 21875-18 
PWA 21875-2 
PWA 21875-28 
PWA 21875-3 
PWA 21875-30 
PWA 21875-31 
PWA 21875-32 
PWA 21875-4 
PWA 21875-6 
PWA 21875-7 
PWA 22277 
PWA 22448 
PWA 22563 


PWA 22563-14 
PWA 22563-20 


FIGURE 
& INDEX 
NUMBER 


539 - 24 
353 - 17 
353 - 20 
353 - 20А 
353 - 19 
353 - 22 
353 - 21 
311-5 
311-6 


1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
2 
1 
1 
1 
1 
2 
1 


PART 
NUMBER 


PWA 22563-200 
PWA 22563-201 
PWA 22563-25 
PWA 22563-30 
PWA 22563-32 
PWA 22563-33 
PWA 22688 
PWA 22688-1 
PWA 22688-2 
PWA 22688-3 
PWA 22726 


PWA 22726-1 
PWA 22726-10 
PWA 22726-11 
PWA 22726-12 
PWA 22726-13 
PWA 22726-2 
PWA 22726-3 
PWA 22726-5 
PWA 22726-6 


PWA 22726-7 
PWA 2388 
PWA 2388-2 
PWA 2388-3 
PWA 24350 
PWA 24350-1 
PWA 24350-2 
PWA 24351 
PWA 24351-1 
PWA 24351-10 
PWA 24351-14 
PWA 24351-17 
PWA 24351-18 
PWA 24351-2 
PWA 24351-22 
PWA 24351-24 
PWA 24351-3 
PWA 24351-4 
PWA 24351-6 
PWA 24351-7 
PWA 24351-8 
PWA 24351-9 
PWA 24667 
PWA 24670 
PWA 25497 
PWA 25497-1 
PWA 25497-10 
PWA 25497-11 
PWA 25497-12 
PWA 25497-4 
PWA 25497-5 
PWA 25497-6 
PWA 25497-7 
PWA 25497-9 
PWA 25511 
PWA 25672 


PWA 26147 
PWA 26443 
PWA 26443-10 
PWA 26443-12 
PWA 26443-13 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 26443-14 
PWA 26443-17 
PWA 26443-20 
PWA 26443-21 
PWA 26443-23 
PWA 26443-25 
PWA 26443-26 
PWA 26443-27 
PWA 26443-29 
PWA 26443-30 
PWA 26443-31 
PWA 26443-32 
PWA 26443-33 
PWA 26443-34 
PWA 26443-35 
PWA 26443-37 
PWA 26443-38 
PWA 26443-39 
PWA 26443-40 
PWA 26443-41 
PWA 26443-42 
PWA 26443-43 
PWA 26443-44 
PWA 26443-45 
PWA 26443-47 
PWA 26443-48 
PWA 26443-49 
PWA 26443-8 
PWA 26523 
PWA 26523-1 
PWA 26523-2 
PWA 26523-3 
PWA 26584 
PWA 26584-1 
PWA 26584-3 
PWA 26584-5 
PWA 26584-6 
PWA 27606 


PWA 27606-1 
PWA 27606-2 
PWA 32704 
PWA 34571 
PWA 34571-1 
PWA 34571-10 
PWA 34571-11 
PWA 34571-12 
PWA 34571-13 
PWA 34571-14 
PWA 34571-15 
PWA 34571-16 
PWA 34571-17 
PWA 34571-18 
PWA 34571-19 
PWA 34571-2 
PWA 34571-20 
PWA 34571-21 
PWA 34571-22 
PWA 34571-23 
PWA 34571-25 
PWA 34571-28 
PWA 34571-3 
PWA 34571-32 
PWA 34571-4 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


123 - 24 
123 - 14А 
123 - 21А 
123 - 20 
123 - 15 
123 - 16 
123 - 11В 
123 - 11А 
123 - 12 
123 - 13 
123 - 14 
123 - 21С 
123 - 27 
123 - 21В 
123 - 3 
123 - 19 
123 - 17 
123 - 18 
123 - 6 
123 - 5 
123-7 
123-10 
123-8 
123-9 
123-28 
123 - 26 
123-11 
123 - 4 
506 - 5 
506 - 8 
506 - 7 
506 - 6 
61-1 
61-7 
61-6 
61-3 
61-2 
540 - 1 
540 - 57 
540 - 3 
540-2 
543 - 1 
57ЗА -1 
57ЗА -35 
57ЗА -7 
573A -3 
573A -4 
573A -2 
573A -29 
573A -24 
573A -9 
573A -25 
573A -26 
573A -27 
573A -16 
573A -28 
573A -23 
573A -17 
573A -21 
573A -22 
573A -33 
573A -15 
573A -34 
573A -14 


Change 29 


3-69 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


PWA 34571-5 573A -12 PWA 50012-08 
PWA 34571-6 573A -13 PWA 50013 
PWA 34571-7 57ЗА -5 PWA 50014 
PWA 34571-8 573A -6 PWA 50014-1 
PWA 34630 360 - 11 PWA 50014-2 
PWA 3471 472 - 1 PWA 50016 
PWA 37115 530 - 13 PWA 50018 
531 -1 PWA 50019 
PWA 37115-1 530 - 20 PWA 50019-1 
PWA 37115-10 530 - 16 PWA 50019-2 
PWA 37115-12 530 - 18 PWA 50019-3 
PWA 37115-8 530 - 14 PWA 50023 
PWA 37115-9 530 - 19 PWA 50025 
PWA 37528 314 - 1 PWA 50028 
PWA 3755 470 - 18 PWA 50029 
331 - 1 
PWA 3755-1 470 - 20 PWA 50030 
470 - 20 PWA 50032 
PWA 3755-2 470 - 19 PWA 50035 
470 - 19 PWA 50035-1 
PWA 38176 118 - 12 PWA 50035-2 
510 - 44 PWA 50037 
PWA 38488 80 - 3 PWA 50038 
PWA 4040 140 - 6 PWA 50038-1 
PWA 50000 561 - 1 PWA 50038-2 
PWA 50001 561 - 2 PWA 50039 
PWA 50002 561 - 3 PWA 50039-1 
561 - 3 PWA 50039-2 
561 - 3 PWA 50041 
PWA 50002-1 561 - 3 PWA 50045 
PWA 50002-2 561 - 3 PWA 50046 
PWA 50002-3 561 - 3 PWA 50047 
PWA 50003 558 - 2 
558 - 2 PWA 50077 
PWA 50004 561 - 4 PWA 50079 
PWA 50004-2 561 - 4 PWA 50080 
PWA 50004-3 561 - 4 PWA 50081 
PWA 500047 313C -5 PWA 50083 
PWA 50005 561 - 5 PWA 50084 
PWA 50005-1 561 - 5 PWA 50084-19 
PWA 50005-2 561 - 5 PWA 50084-2 
PWA 50005-3 561 - 5 PWA 50084-20 
PWA 500051 360A -1 PWA 50084-21 
PWA 50006 561 - 6 PWA 50084-26 
PWA 50006-1 561 - 6 PWA 50084-29 
PWA 50006-2 561 - 6 PWA 50084-3 
PWA 50007 565 - 5 PWA 50091 
565 - 6 PWA 50093 
PWA 50010 562 - 1 PWA 50096 
PWA 50010-1 562 - 1 PWA 50097 
PWA 50010-2 562 - 1 PWA 50105 
PWA 50010-3 562 - 1 PWA 50107 
PWA 50010-4 562 - 1 PWA 50109 
PWA 50010-5 562 - 1 PWA 50110 
PWA 50010-6 562 - 1 PWA 50116 
PWA 50011 562 - 2 PWA 50130 
PWA 50012 563 - 1 PWA 50132 
PWA 50012-01 563 - 1 PWA 50133 
PWA 50012-02 563 - 1 PWA 50133-1 
PWA 50012-03 563 - 1 PWA 50133-2 
PWA 50012-04 563 - 1 PWA 50133-4 
PWA 50012-05 563 - 1 PWA 50133-5 
PWA 50012-06 563 - 1 PWA 50133-6 
PWA 50012-07 563 - 1 PWA 50133-7 


3-70 Change 29 


PART 
NUMBER 


PW PWA 50133-8 


PWA 50138 
PWA 50153 
PWA 50153-1 
PWA 50153-10 
PWA 50153-11 
PWA 50153-12 
PWA 50153-13 
PWA 50153-14 
PWA 50153-15 
PWA 50153-19 
PWA 50153-2 
PWA 50153-24 
PWA 50153-26 
PWA 50153-3 
PWA 50153-30 
PWA 50153-33 
PWA 50153-34 
PWA 50153-36 
PWA 50153-37 
PWA 50153-38 
PWA 50153-42 
PWA 50153-43 
PWA 50153-5 
PWA 50153-6 
PWA 50153-7 
PWA 50153-8 
PWA 50153-9 
PWA 50155 
PWA 50155-1 
PWA 50155-10 
PWA 50155-12 
PWA 50155-13 
PWA 50155-15 
PWA 50155-16 
PWA 50155-18 
PWA 50155-19 
PWA 50155-2 
PWA 50155-20 
PWA 50155-22 
PWA 50155-24 
PWA 50155-25 
PWA 50155-26 
PWA 50155-27 
PWA 50155-29 
PWA 50155-3 
PWA 50155-30 
PWA 50155-31 
PWA 50155-32 
PWA 50155-37 
PWA 50155-39 
PWA 50155-4 
PWA 50155-40 
PWA 50155-41 
PWA 50155-42 
PWA 50155-43 
PWA 50155-44 
PWA 50155-45 
PWA 50155-5 
PWA 50155-6 
PWA 50155-7 
PWA 50156 
PWA 50156-1 
PWA 50156-10 


FIGURE 
& INDEX 
NUMBER 


J a Ty Дь зы. о аа а јр на на а а 
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1 
1 
1 
1 
1 
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PART 
NUMBER 


PWA 50156-11 
PWA 50156-12 
PWA 50156-13 
PWA 50156-14 
PWA 50156-16 
PWA 50156-17 
PWA 50156-18 
PWA 50156-19 
PWA 50156-2 
PWA 50156-20 
PWA 50156-21 
PWA 50156-22 
PWA 50156-23 
PWA 50156-3 
PWA 50156-4 
PWA 50156-5 
PWA 50156-6 
PWA 50156-7 
PWA 50156-8 
PWA 50157 
PWA 50157-1 
PWA 50157-11 
PWA 50157-12 
PWA 50157-13 
PWA 50157-14 
PWA 50157-16 
PWA 50157-2 
PWA 50157-20 
PWA 50157-3 
PWA 50157-4 
PWA 50157-5 
PWA 50157-6 
PWA 50166 
PWA 50167 
PWA 50168 
PWA 50169 
PWA 50170 
PWA 50171 
PWA 50172 
PWA 50173 
PWA 50175 
PWA 50178 
PWA 50179 
PWA 50180 
PWA 50181 
PWA 50182 
PWA 50207 
PWA 50218 
PWA 50252 
PWA 50285 
PWA 50285-1 
PWA 50285-11 
PWA 50285-16 
PWA 50285-2 
PWA 50285-9 
PWA 50301 
PWA 50301-1 
PWA 50301-11 
PWA 50301-13 
PWA 50301-16 
PWA 50301-2 
PWA 50301-21 
PWA 50301-22 
PWA 50301-23 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


Change 29 


= = = на ND k 2 по = о RR = = 


а — 


= <= << << аа м 


3-71 


3-72 


T.O. 2J-F100-94 


PART 
NUMBER 


PW PWA 50301-25 
PW PWA 50301-26 


PWA 50301-3 
PWA 50301-6 
PWA 50301-7 
PWA 50307 


PWA 50307-2 
PWA 50307-4 
PWA 50307-5 
PWA 50308 
PWA 50309 
PWA 50310 
PWA 50310-1 
PWA 50310-2 
PWA 50310-3 
PWA 50317 
PWA 50317-1 
PWA 50317-11 


PWA 50317-12 
PWA 50317-13 
PWA 50317-16 
PWA 50317-2 
PWA 50317-3 
PWA 50317-4 
PWA 50317-5 
PWA 50317-6 
PWA 50319 
PWA 50325 
PWA 50325-4 
PWA 50325-6 
PWA 50325-7 
PWA 50325-8 
PWA 50325-9 
PWA 50329 
PWA 50332 
PWA 50332-2 
PWA 50332-3 
PWA 50332-4 
PWA 50336 
PWA 50336-1 
PWA 50336-7 
PWA 50338 
PWA 50338-1 
PWA 50338-10 
PWA 50338-11 
PWA 50338-2 
PWA 50338-6 
PWA 50338-8 
PWA 50338-9 
PWA 50347 
PWA 50348 
PWA 50351 
PWA 50358 
PWA 50361 
PWA 50361-10 
PWA 50361-11 
PWA 50361-12 
PWA 50361-13 
PWA 50361-15 
PWA 50361-4 


Change 29 


FIGURE 
& INDEX 
NUMBER 


= NS PA ча на ap 20M со а а = å а i муч 
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PART 
NUMBER 


PWA 50361-6 
PWA 50370 


PWA 50370-10 


PWA 50370-11 
PWA 50370-13 
PWA 50370-14 
PWA 50370-2 
PWA 50370-3 


PWA 50370-9 


PWA 50372 
PWA 50372-1 
PWA 50372-10 
PWA 50372-2 
PWA 50372-4 
PWA 50382 
PWA 50382-1 
PWA 50382-2 
PWA 50386 
PWA 50386-1 
PWA 50386-2 
PWA 50392 
PWA 50392-1 
PWA 50392-2 
PWA 50393 
PWA 50393-10 
PWA 50393-11 
PWA 50393-2 
PWA 50393-3 
PWA 50393-4 
PWA 50393-7 
PWA 50396 
PWA 50396-1 
PWA 50396-12 
PWA 50396-3 
PWA 50396-4 
PWA 50396-6 
PWA 50396-7 
PWA 50396-8 
PWA 50397 
PWA 50397-9 
PWA 50401 
PWA 50402 
PWA 50403 
PWA 50403-1 
PWA 50403-2 
PWA 50404 


PWA 50404-1 
PWA 50404-2 
PWA 50404-3 
PWA 50405 


PWA 50405-11 
PWA 50405-12 
PWA 50405-5 
PWA 50405-8 
PWA 50405-9 
PWA 50406 
PWA 50407 


FIGURE 
& INDEX 
NUMBER 


аа аа а må а 


A å å å а 
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PART 
NUMBER 


PWA 50407-1 
PWA 50407-2 
PWA 50407-3 
PWA 50408 

PWA 50409 

PWA 50409-2 
PWA 50409-5 
PWA 50409-6 
PWA 50409-9 
PWA 50410 

PWA 50410-1 
PWA 50410-4 
PWA 50410-5 
PWA 50410-8 
PWA 50411 


PWA 50411-1 
PWA 50411-2 
PWA 50411-4 
PWA 50411-5 
PWA 50412 


PWA 50413 
PWA 50414 
PWA 50415 
PWA 50418 
PWA 50419 
PWA 50420 
PWA 50420-1 
PWA 50420-2 
PWA 50422 
PWA 50422-1 
PWA 50422-2 
PWA 50424 
PWA 50425 
PWA 50425-2 
PWA 50425-3 
PWA 50425-4 
PWA 50425-5 
PWA 50425-6 
PWA 50426 
PWA 50426-1 
PWA 50426-2 
PWA 50426-3 
PWA 50428 
PWA 50429 
PWA 50430 
PWA 50430-1 
PWA 50430-2 
PWA 50431 


PWA 50432 
PWA 50433 
PWA 50434 
PWA 50434-1 
PWA 50434-2 
PWA 50434-3 
PWA 50435 


PWA 50435-1 
PWA 50435-3 
PWA 50435-4 


FIGURE 
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NUMBER 
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PART 
NUMBER 


PWA 50436 


PWA 50436-1 
PWA 50436-3 
PWA 50436-4 
PWA 50436-5 
PWA 50437 


PWA 50437-1 
PWA 50437-3 
PWA 50439 
PWA 50439-1 
PWA 50439-10 
PWA 50439-11 
PWA 50439-6 
PWA 50439-8 
PWA 50439-9 
PWA 50442 
PWA 50443 
PWA 50444 


PWA 50446 
PWA 50447 
PWA 50448 
PWA 50449 
PWA 50449-1 
PWA 50449-2 
PWA 50449-6 
PWA 50450 
PWA 50451 
PWA 50451-1 
PWA 50451-3 
PWA 50451-4 
PWA 50451-5 
PWA 50452 
PWA 50453 
PWA 50453-1 
PWA 50453-2 
PWA 50454 
PWA 50454-2 
PWA 50455 
PWA 50455-1 
PWA 50455-2 
PWA 50456 
PWA 50457 
PWA 50458 
PWA 50459 
PWA 50459-1 
PWA 50459-2 
PWA 50460 
PWA 50460-1 
PWA 50460-3 
PWA 50461 
PWA 50462 
PWA 50463 
PWA 50465 
PWA 50465-1 
PWA 50465-2 
PWA 50465-3 
PWA 50467 
PWA 50468 
PWA 50468-1 
PWA 50468-2 


PW PWA 50468-3 


T.O. 2J-F100-94 


FIGURE 
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T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


s 
PW PWA 50510-1 


3-74 


PWA 50469 
PWA 50471 
PWA 50471-1 
PWA 50471-2 
PWA 50471-3 
PWA 50471-4 
PWA 50473 
PWA 50473-11 
PWA 50473-13 
PWA 50473-14 
PWA 50473-9 
PWA 50476 
PWA 50478 
PWA 50478-1 
PWA 50479 
PWA 50480 
PWA 50482 
PWA 50482-1 
PWA 50482-2 
PWA 50483 
PWA 50483-1 
PWA 50483-2 
PWA 50483-3 
PWA 50483-4 
PWA 50484 
PWA 50486 
PWA 50486-1 


PWA 50486-3 
PWA 50486-4 
PWA 50486-5 
PWA 50486-6 
PWA 50486-7 
PWA 50492 

PWA 50492-1 
PWA 50492-2 
PWA 50492-3 
PWA 50492-4 
PWA 50492-5 
PWA 50492-7 
PWA 50492-8 
PWA 50502 

PWA 50502-1 
PWA 50502-2 
PWA 50502-4 
PWA 50502-5 
PWA 50502-6 
PWA 50502-7 
PWA 50503 

PWA 50504 

PWA 50506 

PWA 50506-1 
PWA 50506-2 
PWA 50508 


PWA 50508-1 
PWA 50508-3 
PWA 50508-5 
PWA 50508-8 
PWA 50508-9 
PWA 50510 


Change 29 
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PWA 50510-12 
PWA 50510-2 
PWA 50510-3 
PWA 50510-4 
PWA 50510-5 
PWA 50510-8 
PWA 50511 


PWA 50511-1 
PWA 50511-13 
PWA 50511-2 
PWA 50511-3 
PWA 50511-4 
PWA 50511-5 
PWA 50511-8 
PWA 50512 


PWA 50512-1 
PWA 50512-12 
PWA 50512-2 
PWA 50512-3 
PWA 50512-4 
PWA 50512-5 
PWA 50512-8 
PWA 50512-9 
PWA 50513 
PWA 50514 
PWA 50515 


PWA 50515-1 
PWA 50515-11 
PWA 50515-2 
PWA 50515-3 
PWA 50515-8 
PWA 50519 


PWA 50519-1 
PWA 50519-10 
PWA 50519-3 
PWA 50519-4 
PWA 50519-7 
PWA 50519-8 
PWA 50519-9 
PWA 50522 


PWA 50522-1 
PWA 50522-2 
PWA 50522-3 
PWA 50522-4 
PWA 50522-5 
PWA 50522-6 
PWA 50523 

PWA 50525 

PWA 50525-1 
PWA 50525-2 
PWA 50525-4 
PWA 50525-5 
PWA 50525-7 
PWA 50526 

PWA 50527 

PWA 50527-1 
PWA 50527-3 
PWA 50527-5 


PW PWA 50527-6 
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PWA 50528 

PWA 50528-1 
PWA 50528-2 
PWA 50528-3 
PWA 50528-4 
PWA 50528-5 
PWA 50528-6 
PWA 50529 

PWA 50529-1 
PWA 50529-2 
PWA 50529-3 
PWA 50529-4 
PWA 50530 


PWA 50530-10 
PWA 50530-3 
PWA 50530-4 
PWA 50530-5 
PWA 50530-6 
PWA 50530-7 
PWA 50530-8 
PWA 50530-9 
PWA 50531 
PWA 50531-1 
PWA 50531-14 
PWA 50531-16 
PWA 50531-17 
PWA 50531-2 
PWA 50531-20 


PWA 50531-21 
PWA 50531-22 
PWA 50531-23 
PWA 50531-24 
PWA 50531-25 
PWA 50531-27 
PWA 50531-28 
PWA 50531-29 
PWA 50531-3 
PWA 50532 
PWA 50538 


PWA 50538-1 
PWA 50538-10 
PWA 50538-12 
PWA 50538-13 
PWA 50538-14 
PWA 50538-15 
PWA 50538-16 
PWA 50538-2 
PWA 50538-3 
PWA 50538-4 
PWA 50538-5 
PWA 50538-9 
PWA 50540 
PWA 50540-1 
PWA 50540-6 
PWA 50541 
PWA 50541-1 
PWA 50541-1B 
PWA 50549 
PWA 50559 
PWA 50559-1 
PWA 50559-2 


пп пп о 


PWA 50559-3 
PWA 50563 
PWA 50567 
PWA 50567-4 
PWA 50569 
PWA 50569-1 
PWA 50569-2 
PWA 50569-5 
PWA 50573 


PWA 50576 
PWA 50576-1 
PWA 50576-6 
PWA 50581 
PWA 50583 


PWA 50583-2 
PWA 50583-5 
PWA 50583-6 
PWA 50583-7 
PWA 50587 
PWA 50587-10 
PWA 50587-7 
PWA 50587-8 
PWA 50588 
PWA 50588-2 
PWA 50588-4 
PWA 50601 


PWA 50602 
PWA 50603 
PWA 50603-2 
PWA 50603-4 
PWA 50604 
PWA 50604-1 
PWA 50604-2 
PWA 50604-4 
PWA 50605 
PWA 50605-10 
PWA 50605-11 
PWA 50605-12 
PWA 50605-3 
PWA 50605-6 
PWA 50605-9 
PWA 50606 
PWA 50606-10 
PWA 50606-11 
PWA 50606-12 
PWA 50606-13 
PWA 50606-2 
PWA 50606-3 
PWA 50606-4 
PWA 50606-9 
PWA 50607 
PWA 50607-1 
PWA 50607-10 
PWA 50607-11 
PWA 50607-12 
PWA 50607-13 
PWA 50607-4 
PWA 50607-5 
PWA 50608 
PWA 50609 
PWA 50610 
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PWA 50611 
PWA 50611-2 
PWA 50612 
PWA 50613 


PWA 50614 
PWA 50614-1 
PWA 50614-10 
PWA 50614-11 
PWA 50614-12 
PWA 50614-2 
PWA 50614-3 
PWA 50614-4 
PWA 50614-9 
PWA 50616 
PWA 50617 


PWA 50617-1 
PWA 50617-10 
PWA 50617-13 
PWA 50617-14 
PWA 50617-2 
PWA 50617-3 
PWA 50617-4 
PWA 50617-6 
PWA 50617-7 
PWA 50619 
PWA 50619-1 
PWA 50619-11 
PWA 50619-12 
PWA 50619-15 
PWA 50619-16 
PWA 50619-2 
PWA 50619-3 
PWA 50619-5 
PWA 50619-6 
PWA 50619-7 
PWA 50619-8 
PWA 50619-9 
PWA 50620 
PWA 50621 
PWA 50624 
PWA 50624-1 
PWA 50624-2 
PWA 50624-3 
PWA 50626 
PWA 50626-2 
PWA 50626-3 
PWA 50626-6 
PWA 50627 
PWA 50627-1 
PWA 50627-2 
PWA 50628 
PWA 50628-1 
PWA 50628-2 
PWA 50628-3 
PWA 50629 


PWA 50629-1 
PWA 50629-4 
PWA 50629-5 
PWA 50630 

PWA 50630-1 


Change 29 
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PWA 50630-2 
PWA 50631 


PWA 50631-1 
PWA 50631-2 
PWA 50632 

PWA 50632-1 
PWA 50632-2 
PWA 50632-3 
PWA 50635 

PWA 50635-1 
PWA 50635-3 
PWA 50635-4 
PWA 50635-5 
PWA 50635-8 
PWA 50637 

PWA 50637-1 
PWA 50637-3 
PWA 50637-5 
PWA 50637-6 
PWA 50638 

PWA 50638-1 
PWA 50638-2 
PWA 50638-3 
PWA 50638-4 
PWA 50639 

PWA 50639-1 
PWA 50639-2 
PWA 50639-3 
PWA 50639-4 
PWA 50640 

PWA 50640-1 
PWA 50640-2 
PWA 50640-3 
PWA 50641 


PWA 50641-1 
PWA 50641-2 
PWA 50641-4 
PWA 50641-5 
PWA 50641-6 
PWA 50642 


PWA 50647 
PWA 50650 


PWA 50655 
PWA 50656 
PWA 50657 


PWA 50658 


PWA 50658-1 
PWA 50658-2 


PWA 50658-3 
PWA 50658-4 


PWA 50659 


PWA 50660 

PWA 50660-1 
PWA 50660-2 
PWA 50660-3 
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NUMBER 


590 - 21 
3 - 33 
29 - 12 
3-36 
3-35 

394 - 8 

394 - 8C 

394 - 8A 

394 - 8B 

438 - 15 

438 - 20 

438 - 22 

438 - 23 

438 - 24 

438 - 19 

438 - 25 

438 - 26 

438 - 28 

438 - 31 

438 - 30 

472 - 23 

472 - 28 

472 - 27 

472 - 25 

472 - 24 

438 - 32 

438 - 32A 

438 - 32D 

438 - 32E 

438 - 32B 

129 - 1 

129 - 1C 

129 - 1A 

129 - 1В 

438 - 33 

462 - 1 

438 - 34 

438 - 36 

438 - 38 

438 - 39 

438 - 37 

129-2 

142-4 

129-3 
69-2 

129-4 
69-3 

129-5 

129-6 

143-12 

438 - 40 

451 - 23 

438 - 44 

438 - 42 

451 - 25 

438 - 43 

438 - 41 

451 - 24 
69-4 
70-8 

130-1 

130 - 1D 

130 - 1C 

130 - 1B 
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PWA 50661 
PWA 50664 


PWA 50664-1 
PWA 50664-10 
PWA 50664-11 
PWA 50664-3 
PWA 50664-4 
PWA 50665 
PWA 50665-1 
PWA 50665-2 
PWA 50665-3 
PWA 50665-4 
PWA 50665-7 
PWA 50665-8 
PWA 50666 


PWA 50666-1 
PWA 50666-12 
PWA 50666-13 
PWA 50666-2 
PWA 50666-3 
PWA 50666-5 
PWA 50666-8 
PWA 50668 
PWA 50668-10 
PWA 50668-13 
PWA 50668-2 
PWA 50668-3 
PWA 50668-5 
PWA 50668-6 
PWA 50669 
PWA 50669-1 
PWA 50669-3 
PWA 50670 
PWA 50672 
PWA 50672-1 
PWA 50672-2 
PWA 50673 
PWA 50674 
PWA 50675 
PWA 50676 
PWA 50676-1 
PWA 50676-2 
PWA 50676-3 
PWA 50676-4 
PWA 50677 
PWA 50677-1 
PWA 50677-2 
PWA 50677-4 
PWA 50680 
PWA 50681 
PWA 50681-1 
PWA 50681-5 
PWA 50682 
PWA 50682-1 
PWA 50682-2 
PWA 50682-4 
PWA 50683 
PWA 50684 
PWA 50685 
PWA 50685-1 
PWA 50685-2 


PW PWA 50685-3 
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PWA 50685-5 
PWA 50685-9 
PWA 50686 
PWA 50686-1 
PWA 50686-2 
PWA 50686-3 
PWA 50687 
PWA 50688 
PWA 50689 
PWA 50690 
PWA 50692 
PWA 50693 
PWA 50693-3 
PWA 50693-5 
PWA 50694 


PWA 50695 
PWA 50695-2 
PWA 50695-3 
PWA 50696 
PWA 50696-1 
PWA 50696-2 
PWA 50698 
PWA 50698-1 
PWA 50698-4 
PWA 50699 
PWA 50699-1 
PWA 50699-2 
PWA 50699-3 
PWA 50699-5 
PWA 50700 


PWA 50701 
PWA 50701-1 
PWA 50701-10 
PWA 50701-11 
PWA 50701-15 
PWA 50701-3 
PWA 50701-4 
PWA 50701-8 
PWA 50701-9 
PWA 50702 
PWA 50704 
PWA 50704-1 
PWA 50704-2 
PWA 50704-3 
PWA 50704-5 
PWA 50704-6 
PWA 50707 
PWA 50719 
PWA 50720 
PWA 50720-2 
PWA 50720-3 
PWA 50720-4 
PWA 50720-5 
PWA 50720-6 
PWA 50728 
PWA 50728-1 
PWA 50728-2 
PWA 50728-3 
PWA 50728-4 
PWA 50728-5 
PWA 50731 
PWA 50746 
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PWA 50746-1 
PWA 50746-2 
PWA 50746-3 
PWA 50747 

PWA 50747-1 
PWA 50747-7 
PWA 50775 


PWA 50775-1 
PWA 50775-11 
PWA 50775-13 
PWA 50775-15 
PWA 50775-16 
PWA 50775-2 
PWA 50775-3 
PWA 50775-6 
PWA 50775-7 
PWA 50775-9 
PWA 50792 
PWA 50792-1 
PWA 50792-3 
PWA 50792-4 
PWA 50792-7 
PWA 50793 
PWA 50793-1 
PWA 50793-2 
PWA 50793-3 
PWA 50793-6 
PWA 50801 
PWA 50801-1 


PWA 50801-10 
PWA 50801-11 
PWA 50801-13 
PWA 50801-2 
PWA 50801-4 
PWA 50801-5 
PWA 50801-6 
PWA 50801-7 
PWA 50860 
PWA 50862 
PWA 50862-1B 
PWA 50862-1E 
PWA 50863 
PWA 50876 
PWA 50887 


PWA 50887-1 
PWA 50887-2 
PWA 50888 

PWA 50888-3 
PWA 50888-4 
PWA 50888-6 
PWA 50888-7 
PWA 50888-8 
PWA 50889 

PWA 50889-1 
PWA 50889-3 
PWA 50889-4 
PWA 50889-5 
PWA 50889-6 
PWA 50894 

PWA 50894-2 


Change 29 
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PWA 50894-3 
PWA 50906 
PWA 50909 
PWA 50910 
PWA 50910-10 
PWA 50910-11 
PWA 50910-12 
PWA 50910-2 
PWA 50910-3 
PWA 50910-4 
PWA 50910-7 
PWA 50912 


PWA 50912-1 
PWA 50912-2 
PWA 50912-3 
PWA 50912-4 
PWA 50912-5 
PWA 50917 
PWA 50917-1 
PWA 50917-2 
PWA 50917-3 
PWA 50918 
PWA 50919 
PWA 50919-1 
PWA 50919-2 
PWA 50919-3 
PWA 50919-5 
PWA 50920 
PWA 50920-10 
PWA 50920-2 
PWA 50920-4 
PWA 50920-7 
PWA 50920-8 
PWA 50920-9 
PWA 50921 
PWA 50921-1 
PWA 50921-2 
PWA 50921-3 
PWA 50921-5 
PWA 50938 
PWA 50939 
PWA 50940 
PWA 50945 
PWA 50948 
PWA 50948-3 
PWA 50948-4 
PWA 50950 
PWA 50950-12 
PWA 50950-13 
PWA 50950-14 
PWA 50950-16 
PWA 50950-18 
PWA 50950-19 
PWA 50950-2 
PWA 50950-20 
PWA 50950-21 
PWA 50950-24 
PWA 50950-26 
PWA 50950-27 


PWA 50950-28 


PWA 50950-29 
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PWA 50950-3 PW PWA 50981-16 


PWA 50950-30 
PWA 50950-32 
PWA 50950-4 
PWA 50950-7 
PWA 50950-8 
PWA 50950-9 
PWA 50956 
PWA 50956-1 
PWA 50956-4 
PWA 50956-5 
PWA 50959 
PWA 50959-1 
PWA 50960 
PWA 50961 
PWA 50961-1 
PWA 50961-2 
PWA 50962 
PWA 50965 
PWA 50966 
PWA 50967 
PWA 50968 
PWA 50970 
PWA 50971 
PWA 50971-1 
PWA 50971-2 
PWA 50971-5 
PWA 50973 
PWA 50973-10 
PWA 50973-11 
PWA 50973-13 
PWA 50973-14 
PWA 50973-15 
PWA 50973-5 
PWA 50973-6 
PWA 50973-9 
PWA 50974 
PWA 50974-1 
PWA 50974-2 
PWA 50974-6 
PWA 50974-7 
PWA 50975 


PWA 50979 


PWA 50979-10 
PWA 50979-14 
PWA 50979-15 
PWA 50979-17 
PWA 50979-18 
PWA 50979-19 
PWA 50979-5 
PWA 50979-6 
PWA 50979-7 
PWA 50979-8 
PWA 50979-9 
PWA 50980 
PWA 50980-1 
PWA 50980-2 
PWA 50980-3 
PWA 50981 
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PWA 50981-21 
PWA 50981-22 
PWA 50981-23 
PWA 50981-5 
PWA 50981-6 
PWA 50982 


PWA 50982-1 
PWA 50982-2 
PWA 50985 
PWA 50985-1 
PWA 50985-2 
PWA 50987 


PWA 50987-1 
PWA 50987-2 
PWA 50987-3 
PWA 50992 

PWA 50992-1 
PWA 50992-3 
PWA 50992-5 
PWA 50992-6 
PWA 50993 

PWA 50993-2 
PWA 50993-4 
PWA 50994 

PWA 50994-1 
PWA 50994-2 
PWA 50994-3 
PWA 50996 


PWA 50996-1 
PWA 50996-3 
PWA 51010 
PWA 51014 
PWA 51014-11 
PWA 51014-12 
PWA 51014-2 
PWA 51014-6 
PWA 51014-8 
PWA 51014-9 
PWA 51015-8 
PWA 51021 
PWA 51026 
PWA 51026-1 
PWA 51026-2 
PWA 51026-3 
PWA 51038 


PWA 51038-1 
PWA 51038-2 
PWA 51038-4 
PWA 51038-5 
PWA 51038-6 
PWA 51045 


PWA 51045-1 
PWA 51045-2 
PWA 51046 


PW PWA 50981-13 PWA 51046-2 
PW PWA 50981-14 PWA 51046-3 
PW PWA 50981-15 PWA 51046-4 


Change 29 3-79 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


PW PWA 51046-5 PW PWA 51068-7 
PWA 51046-6 PW PWA 51068-9 


3-80 


PWA 51048 
PWA 51048-1 
PWA 51048-3 
PWA 51048-5 
PWA 51049 
PWA 51049-1 
PWA 51049-2 
PWA 51049-3 
PWA 51051 
PWA 51051-1 
PWA 51051-2 
PWA 51053 
PWA 51053-10 
PWA 51053-2 
PWA 51053-4 
PWA 51053-5 
PWA 51053-7 
PWA 51053-8 
PWA 51053-9 
PWA 51054 
PWA 51054-1 
PWA 51054-10 
PWA 51054-11 
PWA 51054-2 
PWA 51054-5 
PWA 51054-6 
PWA 51055 
PWA 51055-1 
PWA 51055-4 
PWA 51055-6 
PWA 51056 
PWA 51056-1 
PWA 51056-2 
PWA 51059 
PWA 51059-1 
PWA 51059-10 
PWA 51059-2 
PWA 51059-3 
PWA 51059-4 
PWA 51059-6 
PWA 51059-9 
PWA 51061 
PWA 51063 


PWA 51063-1 
PWA 51063-2 
PWA 51063-3 
PWA 51063-5 
PWA 51066 
PWA 51067 


PWA 51067-1 
PWA 51067-2 
PWA 51067-3 
PWA 51068 
PWA 51068-1 
PWA 51068-10 


PWA 51068-12 
PWA 51068-13 
PWA 51068-2 
PWA 51068-3 
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PWA 51069 
PWA 51071 


PWA 51071-1 
PWA 51071-2 
PWA 51071-3 
PWA 51088 
PWA 51094 
PWA 51099 
PWA 51099-4 
PWA 51099-9 
PWA 51100 
PWA 51100-1 
PWA 51100-5 
PWA 51101 
PWA 51101-6 
PWA 51102 
PWA 51102-1 
PWA 51102-6 
PWA 51103 
PWA 51103-1 
PWA 51110 
PWA 51110-1 
PWA 51111 
PWA 51111-1 
PWA 51111-9 
PWA 51112 
PWA 51112-1 
PWA 51112-7 
PWA 51113 
PWA 51113-1 
PWA 51113-7 
PWA 51113-8 
PWA 51114 
PWA 51115 
PWA 51115-12 
PWA 51115-14 


PWA 51115-15 
PWA 51115-17 
PWA 51115-18 
PWA 51115-21 
PWA 51115-22 
PWA 51115-23 
PWA 51115-27 
PWA 51115-28 
PWA 51115-29 
PWA 51115-30 
PWA 51115-33 
PWA 51115-34 
PWA 51115-9 
PWA 51120 
PWA 51120-5 
PWA 51120-6 
PWA 51120-8 
PWA 51124 
PWA 51124-1 
PWA 51124-2 
PWA 51127 
PWA 51127-2 
PWA 51127-4 
PWA 51127-5 


рио аа i 


PART 
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PWA 51127-6 
PWA 51129 
PWA 51129-2 
PWA 51129-4 
PWA 51130 
PWA 51130-1 
PWA 51130-10 
PWA 51130-13 
PWA 51130-14 
PWA 51130-16 
PWA 51130-17 
PWA 51130-20 
PWA 51130-21 
PWA 51130-5 
PWA 51132 


PWA 51132-1 
PWA 51133 


PWA 51133-1 
PWA 51133-3 
PWA 51134 
PWA 51134-1 
PWA 51135 
PWA 51135-1 
PWA 51135-5 
PWA 51136 


PWA 51148 


PWA 51148-2 
PWA 51148-3 
PWA 51148-6 
PWA 51153 
PWA 51153-1 
PWA 51153-10 
PWA 51153-11 
PWA 51153-2 
PWA 51153-3 
PWA 51153-4 
PWA 51153-5 
PWA 51153-6 
PWA 51153-7 
PWA 51153-8 
PWA 51153-9 
PWA 51154 
PWA 51154-1 
PWA 51154-10 
PWA 51154-11 
PWA 51154-13 
PWA 51154-14 
PWA 51154-16 
PWA 51154-2 
PWA 51154-23 
PWA 51154-24 
PWA 51154-25 
PWA 51154-26 
PWA 51154-28 
PWA 51154-29 
PWA 51154-3 
PWA 51154-4 
PWA 51154-5 
PWA 51154-7 
PWA 51154-9 
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313 - 24А 
313 -3 
313 - 15 
313 - 7 
313 - 23 
313 - 22 
313 - 20 
313 - 10 
313 - 11 
313 - 17 
313 - 6 
313 -5 
313 - 24 
313 - 14 
313 - 13 
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PWA 51156 
PWA 51162 
PWA 51171 
PWA 51171-1 
PWA 51171-2 
PWA 51171-4 
PWA 51174 


PWA 51174-4 
PWA 51174-5 
PWA 51180 
PWA 51180-1 
PWA 51182 
PWA 51182-1 
PWA 51191 
PWA 51192 
PWA 51192-1 
PWA 51192-2 
PWA 51192-3 
PWA 51192-4 
PWA 51192-6 
PWA 51194 
PWA 51196 
PWA 51196-1 
PWA 51196-2 
PWA 51200 
PWA 51200-1 
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PWA 51203-4 
PWA 51203-8 
PWA 51203-9 
PWA 51204 
PWA 51204-10 
PWA 51204-11 
PWA 51204-12 
PWA 51204-3 
PWA 51204-4 
PWA 51204-5 
PWA 51204-6 
PWA 51204-7 
PWA 51204-8 
PWA 51204-9 
PWA 51206 
PWA 51206-1 
PWA 51206-10 
PWA 51206-11 
PWA 51206-12 
PWA 51206-2 
PWA 51206-5 
PWA 51206-6 
PWA 51206-8 
PWA 51206-9 
PWA 51207 
PWA 51207-3 
PWA 51207-5 
PWA 51208 
PWA 51208-1 
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PWA 51208-2 
PWA 51209 


PWA 51209-1 
PWA 51209-10 


PWA 51209-2 
PWA 51209-4 
PWA 51209-6 
PWA 51209-7 


PWA 51209-8 
PWA 51209-9 


PWA 51222 
PWA 51222-1 
PWA 51222-10 
PWA 51222-1A 


PWA 51222-1B 
PWA 51222-1G 
PWA 51222-1D 
PWA 51222-1E 
PWA 51222-1F 
PWA 51222-2 
PWA 51222-3 
PWA 51222-4 
PWA 51222-7 
PWA 51224 
PWA 51224-1 
PWA 51224-2 
PWA 51225 
PWA 51225-1 
PWA 51225-2 
PWA 51225-4 
PWA 51230 
PWA 51235 
PWA 51235-1 
PWA 51236 
PWA 51236-1 
PWA 51238 
PWA 51240 


PWA 51242 
PWA 51242-1 
PWA 51242-4 
PWA 51244 
PWA 51244-1 
PWA 51244-2 
PWA 51244-4 
PWA 51245 
PWA 51245-1 
PWA 51245-8 
PWA 51247 
PWA 51247-11 
PWA 51247-12 
PWA 51247-4 
PWA 51247-5 
PWA 51247-7 
PWA 51248 
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PWA 51249 
PWA 51249-1 
PWA 51249-2 
PWA 51249-3 
PWA 51249-6 
PWA 51250 
PWA 51250-1 
PWA 51250-2 
PWA 51255 
PWA 51255-3 
PWA 51255-4 
PWA 51256 
PWA 51257 
PWA 51257-1 
PWA 51257-4 
PWA 51257-5 
PWA 51261 


PWA 51263 


PWA 51270 
PWA 51272 
PWA 51272-1 
PWA 51272-2 
PWA 51272-3 
PWA 51272-4 
PWA 51273 
PWA 51273-1 
PWA 51273-2 
PWA 51273-3 
PWA 51273-5 
PWA 51280 
PWA 51280-14 
PWA 51280-15 
PWA 51280-16 
PWA 51280-17 
PWA 51280-19 
PWA 51280-2 
PWA 51280-21 
PWA 51280-22 
PWA 51280-23 
PWA 51280-8 
PWA 51286 
PWA 51294 


PWA 51296 
PWA 51296-1 
PWA 51296-2 
PWA 51296-3 
PWA 51298 


PWA 51298-1 
PWA 51298-2 
PWA 51298-3 
PWA 51298-4 
PWA 51299 
PWA 51304 
PWA 51305 
PWA 51305-1 
PWA 51305-2 
PWA 51305-3 
PWA 51305-5 
PWA 51307 
PWA 51308 
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PW PWA 51308-10 


PWA 51308-11 
PWA 51308-4 
PWA 51308-8 
PWA 51308-9 
PWA 51309 
PWA 51317 
PWA 51317-1 
PWA 51317-2 
PWA 51317-3 
PWA 51317-6 
PWA 51317-9 
PWA 51318 
PWA 51318-1 
PWA 51318-2 
PWA 51318-4 
PWA 51319 
PWA 51319-1 
PWA 51319-2 
PWA 51319-3 
PWA 51319-5 
PWA 51319-9 
PWA 51320 
PWA 51320-1 
PWA 51320-3 
PWA 51321 
PWA 51321-1 
PWA 51321-12 
PWA 51321-2 
PWA 51321-3 
PWA 51321-5 
PWA 51324 
PWA 51324-1 
PWA 51324-5 
PWA 51325 
PWA 51325-1 
PWA 51325-6 
PWA 51326 
PWA 51327 
PWA 51327-4 
PWA 51327-5 
PWA 51327-6 
PWA 51337-1 
PWA 51338 
PWA 51348 
PWA 51351 
PWA 51354 
PWA 51356 
PWA 51356-3 
PWA 51356-4 
PWA 51359 


PWA 51359-1 
PWA 51359-2 
PWA 51359-4 
PWA 51359-5 
PWA 51359-6 
PWA 51361 

PWA 51361-2 
PWA 51361-3 
PWA 51370 

PWA 51370-1 
PWA 51370-2 
PWA 51371 


PWA 51372 
PWA 51372-1 
PWA 51372-2 
PWA 51372-3 
PWA 51374 


PWA 51374-2 
PWA 51374-4 
PWA 51375 

PWA 51375-1 
PWA 51375-2 
PWA 51375-3 
PWA 51376 


PWA 51376-2 
PWA 51376-5 
PWA 51378 
PWA 51378-1 
PWA 51378-2 
PWA 51378-5 
PWA 51381 
PWA 51381-1 
PWA 51381-10 
PWA 51381-6 
PWA 51381-7 
PWA 51381-8 
PWA 51381-9 
PWA 51382 
PWA 51382-1 
PWA 51382-11 
PWA 51382-12 
PWA 51382-13 
PWA 51382-4 
PWA 51382-7 
PWA 51390 
PWA 51395 
PWA 51396 
PWA 51408 
PWA 51408-1 
PWA 51408-11 
PWA 51408-5 
PWA 51408-6 
PWA 51408-7 
PWA 51408-8 
PWA 51409 


PWA 51409-13 
PWA 51409-14 
PWA 51409-15 
PWA 51409-18 
PWA 51409-19 
PWA 51409-2 
PWA 51409-20 
PWA 51409-21 
PWA 51409-22 
PWA 51409-23 
PWA 51409-6 
PWA 51409-7 
PWA 51412 
PWA 51414 
PWA 51414-1 
PWA 51414-2 
PWA 51415 
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PWA 51415-1 
PWA 51415-10 
PWA 51415-14 
PWA 51415-15 
PWA 51415-16 
PWA 51415-17 
PWA 51415-18 


PWA 51415-7 
PWA 51415-8 
PWA 51417 
PWA 51417-1 
PWA 51417-2 
PWA 51420 
PWA 51420-4 
PWA 51420-5 
PWA 51420-6 
PWA 51420-9 
PWA 51423 
PWA 51423-1 
PWA 51424 
PWA 51424-1 
PWA 51424-1D 
PWA 51427 


PWA 51427-5 
PWA 51429 
PWA 51429-1 
PWA 51429-10 
PWA 51429-11 
PWA 51429-2 
PWA 51429-4 
PWA 51429-5 
PWA 51429-6 
PWA 51429-7 
PWA 51429-8 
PWA 51429-9 
PWA 51432 
PWA 51432-1 
PWA 51432-2 
PWA 51436 


PWA 51436-1 
PWA 51436-11 
PWA 51436-12 
PWA 51436-2 
PWA 51436-4 
PWA 51436-6 
PWA 51436-7 


PWA 51436-8 
PWA 51436-9 
PWA 51472 

PWA 51472-1 
PWA 51473 

PWA 51473-9 
PWA 51492 

PWA 51492-1 
PWA 51492-5 
PWA 51503 

PWA 51503-1 
PWA 51503-3 
PWA 51503-4 
PWA 51503-5 
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PWA 51522 


PWA 51522-1 
PWA 51522-4 
PWA 51522-5 
PWA 51522-7 
PWA 51535 
PWA 51537 
PWA 51537-17 
PWA 51537-18 
PWA 51537-19 
PWA 51537-2 
PWA 51537-20 
PWA 51537-3 
PWA 51543 


PWA 51543-1 


PWA 51543-10 
PWA 51543-13 
PWA 51543-14 
PWA 51543-15 
PWA 51543-16 
PWA 51543-20 
PWA 51543-21 
PWA 51543-22 
PWA 51543-3 


PWA 51543-4 


PWA 51545 
PWA 51545-1 
PWA 51545-10 
PWA 51545-11 
PWA 51545-2 
PWA 51545-3 
PWA 51545-5 
PWA 51562 
PWA 51563 
PWA 51563-1 
PWA 51563-2 
PWA 51570 
PWA 51570-1 
PWA 51570-10 
PWA 51570-12 
PWA 51570-13 
PWA 51570-14 
PWA 51570-2 
PWA 51570-4 
PWA 51570-5 
PWA 51570-7 
PWA 51577 
PWA 51577-2 
PWA 51577-4 
PWA 51579 
PWA 51579-1 
PWA 51579-3 
PWA 51579-4 
PWA 51580 
PWA 51580-1 
PWA 51580-2 
PWA 51580-3 
PWA 51580-4 
PWA 51581 
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PWA 51581-1 
PWA 51581-2 
PWA 51581-3 
PWA 51581-4 
PWA 51582 


PWA 51582-1 
PWA 51582-3 
PWA 51583 
PWA 51583-2 
PWA 51583-3 
PWA 51583-4 
PWA 51583-5 
PWA 51583-6 
PWA 51583-7 
PWA 51590 
PWA 51590-10 
PWA 51590-5 
PWA 51590-6 
PWA 51590-7 
PWA 51590-8 
PWA 51590-9 
PWA 51596 


PWA 51596-1 
PWA 51596-10 
PWA 51596-13 
PWA 51596-2 
PWA 51596-5 
PWA 51596-6 
PWA 51596-7 
PWA 51609 


PWA 51609-1 
PWA 51609-2 
PWA 51609-3 
PWA 51609-4 
PWA 51609-7 
PWA 51611 

PWA 51611-1 
PWA 51612 

PWA 51612-1 
PWA 51612-2 
PWA 51612-3 
PWA 51613 

PWA 51613-1 
PWA 51613-2 
PWA 51613-3 
PWA 51619 

PWA 51619-1 
PWA 51619-2 
PWA 51619-4 
PWA 51626 

PWA 51626-1 
PWA 51626-2 
PWA 51626-3 
PWA 51626-5 
PWA 51627 

PWA 51627-1 
PWA 51629 

PWA 51629-1 
PWA 51629-3 
PWA 51630 

PWA 51630-1 
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PWA 51630-2 
PWA 51630-3 
PWA 51630-4 
PWA 51630-5 
PWA 51632 


PWA 51632-3 
PWA 51632-4 
PWA 51632-6 
PWA 51632-7 
PWA 51632-8 
PWA 51635 
PWA 51635-1 
PWA 51635-2 
PWA 51635-4 
PWA 51636 
PWA 51640 
PWA 51641 
PWA 51642 
PWA 51645 
PWA 51645-1 
PWA 51645-7 


PWA 51645-8 
PWA 51645-9 
PWA 51647 
PWA 51648 
PWA 51648-1 
PWA 51648-3 
PWA 51652 
PWA 51652-1 
PWA 51652-3 
PWA 51658 
PWA 51658-1 
PWA 51658-3 
PWA 51663 
PWA 51667 
PWA 51669 
PWA 51669-1 
PWA 51669-2 
PWA 51669-4 
PWA 51671 
PWA 51671-1 
PWA 51671-10 
PWA 51671-2 
PWA 51671-3 
PWA 51671-4 
PWA 51671-5 
PWA 51671-6 
PWA 51671-8 
PWA 51671-9 
PWA 51672 
PWA 51673 
PWA 51674 
PWA 51674-1 
PWA 51674-2 
PWA 51674-4 
PWA 51675 
PWA 51675-3 
PWA 51675-4 
PWA 51676 
PWA 51677 
PWA 51677-2 
PWA 51677-3 
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PWA 51677-5 
PWA 51677-6 
PWA 51678 
PWA 51678-1 
PWA 51678-2 
PWA 51678-3 
PWA 51678-4 
PWA 51678-5 
PWA 51678-7 
PWA 51678-8 
PWA 51679 
PWA 51680 
PWA 51680-1 
PWA 51680-2 
PWA 51681 
PWA 51681-1 
PWA 51681-10 
PWA 51681-14 
PWA 51681-15 
PWA 51681-16 
PWA 51681-17 
PWA 51681-18 
PWA 51681-4 
PWA 51681-9 
PWA 51682 
PWA 51683 
PWA 51683-1 
PWA 51683-12 
PWA 51683-14 
PWA 51683-15 
PWA 51683-16 
PWA 51683-3 
PWA 51683-5 
PWA 51683-6 
PWA 51683-7 
PWA 51684 
PWA 51685 
PWA 51688 
PWA 51689 
PWA 51690 
PWA 51690-1 
PWA 51690-7 
PWA 51690-8 
PWA 51691 
PWA 51691-15 
PWA 51691-2 
PWA 51691-4 
PWA 51691-8 
PWA 51692 
PWA 51692-1 
PWA 51692-3 
PWA 51692-6 
PWA 51692-7 
PWA 51693 
PWA 51695 
PWA 51696 
PWA 51696-2 
PWA 51696-3 
PWA 51696-4 
PWA 51697 
PWA 51699 
PWA 51701 
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PWA 51701-1 
PWA 51701-3 
PWA 51701-5 
PWA 51701-8 
PWA 51702 


PWA 51702-1 
PWA 51703 


PWA 51703-3 
PWA 51704 
PWA 51704-1 
PWA 51704-2 
PWA 51704-3 
PWA 51704-4 
PWA 51704-5 
PWA 51704-7 
PWA 51705 
PWA 51705-1 
PWA 51705-11 
PWA 51705-12 
PWA 51705-6 
PWA 51705-9 
PWA 51706 
PWA 51706-1 
PWA 51706-6 
PWA 51706-7 
PWA 51707 
PWA 51708 
PWA 51708-1 
PWA 51708-2 
PWA 51708-3 
PWA 51708-4 
PWA 51708-5 
PWA 51708-7 
PWA 51708-8 
PWA 51708-9 
PWA 51711 
PWA 51711-1 
PWA 51712 


РУМА 51712-1 

РУМА 51712-10 
РУМА 51712-11 
РУМА 51712-12 


PWA 51712-2 
PWA 51712-3 


PWA 51712-4 


PWA 51712-5 
PWA 51712-6 
PWA 51712-7 
PWA 51712-8 
PWA 51713 
PWA 51714 


PWA 51714-1 
PWA 51714-3 
PWA 51714-6 
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PWA 51715 
PWA 51717 


PWA 51717-1 
PWA 51717-10 
PWA 51717-11 
PWA 51717-14 
PWA 51717-15 
PWA 51717-16 
PWA 51717-3 

PWA 51717-4 

PWA 51717-5 

PWA 51717-6 

PWA 51717-8 

PWA 51718 


PWA 51718-1 
PWA 51718-2 
PWA 51718-3 
PWA 51718-4 
PWA 51718-5 
PWA 51719 


PWA 51719-1 
PWA 51719-3 
PWA 51719-4 
PWA 51719-5 
PWA 51719-7 
PWA 51719-9 
PWA 51720 
PWA 51721 
PWA 51721-1 
PWA 51721-2 
PWA 51721-4 
PWA 51721-7 
PWA 51721-8 
PWA 51721-9 
PWA 51722-25 
PWA 51723 
PWA 51723-1 
PWA 51723-2 
PWA 51723-4 
PWA 51723-5 
PWA 51724 
PWA 51724-1 
PWA 51724-10 
PWA 51724-12 
PWA 51724-13 
PWA 51724-14 
PWA 51724-4 
PWA 51724-5 
PWA 51724-6 
PWA 51725 


PWA 51725-1 
PWA 51725-4 
PWA 51732 
PWA 51733 
PWA 51734 
PWA 51734-1 
PWA 51734-2 
PWA 51734-4 
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PWA 51734-5 
PWA 51734-6 
PWA 51736 


PWA 51737 
PWA 51742 
PWA 51742-3 
PWA 51742-4 
PWA 51743 


PWA 51743-2 
PWA 51743-4 
PWA 51743-5 
PWA 51743-8 
PWA 51743-9 
PWA 51744 

PWA 51744-1 
PWA 51744-3 
PWA 51744-4 
PWA 51744-6 
PWA 51744-7 
PWA 51749 

PWA 51749-1 
PWA 51749-2 
PWA 51749-3 
PWA 51749-4 
PWA 51749-5 
PWA 51749-6 
PWA 51749-8 
PWA 51749-9 
PWA 51751 


PWA 51751-1 
PWA 51751-2 
PWA 51751-3 
PWA 51751-4 
PWA 51757 
PWA 51758 
PWA 51758-1 
PWA 51758-10 
PWA 51758-11 
PWA 51758-12 
PWA 51758-14 
PWA 51758-15 
PWA 51758-16 
PWA 51758-17 
PWA 51758-18 
PWA 51758-2 
PWA 51758-5 
PWA 51762 


PWA 51762-6 
PWA 51762-7 
PWA 51762-9 
PWA 51763 
PWA 51763-3 
PWA 51763-4 
PWA 51764 
PWA 51764-1 
PWA 51764-10 
PWA 51764-4 
PWA 51764-5 
PWA 51764-6 
PWA 51764-8 
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PWA 51765 


PWA 51765-1 
PWA 51765-2 
PWA 51765-3 
PWA 51772 

PWA 51772-2 
PWA 51772-3 
PWA 51777 


PWA 51778 
PWA 51782 
PWA 51783 
PWA 51783-1 
PWA 51783-2 
PWA 51783-3 
PWA 51783-4 
PWA 51787 
PWA 51787-1 
PWA 51787-2 
PWA 51787-6 
PWA 51790 
PWA 51790-1 
PWA 51790-2 
PWA 51790-3 
PWA 51790-4 
PWA 51790-5 
PWA 51790-6 
PWA 51790-7 
PWA 51791 
PWA 51791-1 
PWA 51791-2 
PWA 51791-3 
PWA 51791-4 
PWA 51791-5 
PWA 51791-6 
PWA 51798 
PWA 51798-1 
PWA 51798-4 
PWA 51800 
PWA 51806 
PWA 51807 
PWA 51808 
PWA 51809 
PWA 51810 
PWA 51818 
PWA 51818-1 
PWA 51818-4 
PWA 51818-5 
PWA 51818-6 
PWA 51819 
PWA 51822 
PWA 51822-1 
PWA 51822-2 
PWA 51823 
PWA 51823-1 
PWA 51823-4 
PWA 51824 


PWA 51826 

PWA 51826-10 
PWA 51826-12 
PWA 51826-15 


PW PWA 51826-17 
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PWA 51826-19 
PWA 51826-2 
PWA 51826-4 
PWA 51826-5 
PWA 51826-8 
PWA 51829 
PWA 51829-10 
PWA 51829-11 
PWA 51829-13 
PWA 51829-16 
PWA 51829-17 
PWA 51829-18 
PWA 51829-19 
PWA 51829-20 
PWA 51829-3 
PWA 51829-4 
PWA 51829-6 
PWA 51829-7 
PWA 51829-8 
PWA 51829-9 
PWA 51832 
PWA 51832-1 
PWA 51832-2 
PWA 51833 
PWA 51833-1 
PWA 51833-6 
PWA 51833-7 
PWA 51833-8 
PWA 51833-9 
PWA 51838 
PWA 51838-1 
PWA 51838-2 
PWA 51838-4 
PWA 51840 
PWA 51840-3 
PWA 51840-4 
PWA 51840-7 
PWA 51840-8 
PWA 51852 
PWA 51852-1 
PWA 51852-3 
PWA 51852-5 
PWA 51854 
PWA 51854-1 
PWA 51854-11 
PWA 51854-4 
PWA 51854-6 
PWA 51854-8 
PWA 51855 
PWA 51855-1 
PWA 51855-2 
PWA 51855-3 
PWA 51855-4 
PWA 51855-5 
PWA 51855-6 
PWA 51860 
PWA 51860-1 
PWA 51860-2 
PWA 51868 
PWA 51868-1 
PWA 51868-2 
PWA 51869 
PWA 51869-1 
PWA 51869-4 
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PWA 51869-5 448 - 25А PWA 51927-11 
PWA 51873 71 - 18 PWA 51927-12 
PWA 51873-1 71 - 20 PWA 51927-13 
PWA 51873-2 71 - 21 PWA 51928 
PWA 51873-4 71 - 19 PWA 51928-10 
PWA 51874 136 - 1 PWA 51928-12 
289 - 24 PWA 51928-13 
PWA 51874-1 136-3 PWA 51928-16 
PWA 51875 448-27 PWA 51928-18 
Р\\/А 51875-12 448 - 28 PWA 51928-19 
PWA 51875-13 448 - 34 PWA 51928-20 
PWA 51875-14 448 - 33 PWA 51928-22 
PWA 51875-15 448 - 32 PWA 51928-23 
PWA 51875-18 448 - 30 PWA 51928-25 
PWA 51875-5 448 - 35 PWA 51928-27 
PWA 51877 588 - 8 PWA 51928-3 
5-14 PWA 51928-7 
50 - 1 PWA 51928-8 
PWA 51877-1 588 - 12 PWA 51928-9 
PWA 51877-2 588 - 10 PWA 51929 
PWA 51877-4 588 - 11 PWA 51929-1 
PWA 51894 448 - 36 PWA 51929-10 
PWA 51894-1 448 - 38 PWA 51929-14 
PWA 51894-3 448 - 39 PWA 51929-16 
PWA 51894-4 448 - 40 PWA 51929-17 
PWA 51899 588 - 13 PWA 51929-19 
PWA 51904 157 - 10 PWA 51929-21 
PWA 51904-1 157 - 24 PWA 51929-22 
PWA 51904-12 157 - 19 PWA 51929-23 
PWA 51904-14 157 - 23 PWA 51929-24 
PWA 51904-15 157 - 25 
PWA 51904-16 157 - 20 PWA 51929-25 
PWA 51904-17 157 - 20 PWA 51929-5 
PWA 51904-2 157 - 18 PWA 51929-8 
PWA 51904-3 157 - 15 PWA 51929-9 
PWA 51904-4 157 - 22 PWA 51932 
PWA 51904-7 157 - 16 PWA 51932-1 
PWA 51905 60 - 1 PWA 51932-2 
PWA 51920 16-1 PWA 51932-3 
PWA 51920-1 16 - 11 PWA 51932-4 
PWA 51920-10 16-5 PWA 51941 
PWA 51920-12 16-7 PWA 51941-1 
PWA 51920-15 16-4 PWA 51941-13 
PWA 51920-19 16-10 PWA 51941-15 
PWA 51920-20 16-10 PWA 51941-16 
PWA 51920-21 16-4 PWA 51941-17 
PWA 51920-3 16-8 PWA 51941-18 
PWA 51920-8 16-2 PWA 51941-21 
PWA 51920-9 16-3 PWA 51941-22 
PWA 51921 16 - 15 PWA 51941-3 
PWA 51921-1 16-27 PWA 51941-5 
PWA 51921-11 16 - 25 PWA 51941-8 
PWA 51921-12 16-21 PWA 51942 
PWA 51921-17 16-16 PWA 51944 
PWA 51921-18 16-26 PWA 51946 
PWA 51921-3 16-22 PWA 51946-1 
PWA 51926 568 - 1 PWA 51946-2 
Р\\/А 51926-1 568-7 PWA 51949 
PWA 51926-3 568-6 PWA 51949-1 
PWA 51926-4 568-3 PWA 51949-2 
PWA 51926-5 568-5 PWA 51953 
PWA 51926-6 568 - 4 PWA 51953-1 
PWA 51927 158-1 PWA 51955 
157-27 
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PWA 51955-1 
PWA 51955-5 
PWA 51955-7 
PWA 51958 


PWA 51959 
PWA 51959-1 
PWA 51959-2 
PWA 51959-4 
PWA 51960 
PWA 51960-1 


PWA 51960-2 
PWA 51960-4 
PWA 51960-5 
PWA 51965 
PWA 51966 
PWA 51967 
PWA 51970 
PWA 51970-1 
PWA 51970-10 
PWA 51970-11 
PWA 51970-16 
PWA 51970-19 
PWA 51970-20 
PWA 51970-21 
PWA 51970-22 
PWA 51970-24 
PWA 51970-4 
PWA 51970-6 
PWA 51970-9 
PWA 51972 
PWA 51972-10 
PWA 51972-12 
PWA 51972-17 
PWA 51972-19 
PWA 51972-21 
PWA 51972-24 
PWA 51972-25 
PWA 51972-26 
PWA 51972-29 
PWA 51972-3 
PWA 51972-30 
PWA 51972-31 
PWA 51972-36 
PWA 51972-37 
PWA 51972-38 
PWA 51972-7 
PWA 51972-9 
PWA 51973 
PWA 51973-1 
PWA 51973-2 
PWA 51973-4 
PWA 51974 
PWA 51974-1 
PWA 51974-3 
PWA 51974-4 
PWA 51974-5 
PWA 51984 


PWA 51987 
PWA 51987-1 
PWA 51987-3 
PWA 51989 
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1 
1 
1 
1 
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1 
1 
1 
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2 
1 
1 
2 
1 
1 
1 
1 
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PWA 51989-10 
PWA 51989-11 
PWA 51989-12 
PWA 51989-2 
PWA 51989-3 
PWA 51989-4 
PWA 51989-7 
PWA 51989-8 
PWA 51992 
PWA 51995 
PWA 51995-5 
PWA 51995-6 
PWA 51996 
PWA 51996-10 
PWA 51996-12 
PWA 51996-2 
PWA 51996-3 
PWA 51996-7 
PWA 52037 
PWA 52041 
PWA 52042 
PWA 52052 
PWA 52105 
PWA 52147 
PWA 52147-1 
PWA 52303 
PWA 52303-1 
PWA 52303-2 
PWA 52329 
PWA 52329-1 
PWA 52329-2 
PWA 52329-3 
PWA 52331 
PWA 52331-1 
PWA 52331-10 
PWA 52331-11 


PWA 52331-2 
PWA 52331-3 
PWA 52331-4 
PWA 52331-5 
PWA 52331-6 
PWA 52331-7 
PWA 52331-8 
PWA 52331-9 
PWA 52332 
PWA 52332-1 
PWA 52332-10 
PWA 52332-11 


PWA 52332-2 
PWA 52332-3 
PWA 52332-4 
PWA 52332-5 
PWA 52332-6 
PWA 52332-7 
PWA 52332-8 
PWA 52332-9 
PWA 52333 
PWA 52333-1 
PWA 52333-10 
PWA 52333-11 


PWA 52333-2 
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PART 
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PWA 52333-3 
PWA 52333-4 
PWA 52333-5 
PWA 52333-6 
PWA 52333-7 
PWA 52333-8 
PWA 52333-9 
PWA 52334 
PWA 52334-1 
PWA 52334-10 
PWA 52334-11 
PWA 52334-2 
PWA 52334-3 
PWA 52334-4 
PWA 52334-5 
PWA 52334-6 
PWA 52334-7 
PWA 52334-8 
PWA 52334-9 
PWA 52335 
PWA 52335-1 
PWA 52335-10 
PWA 52335-11 
PWA 52335-2 
PWA 52335-3 
PWA 52335-4 
PWA 52335-5 
PWA 52335-6 
PWA 52335-7 
PWA 52335-8 
PWA 52335-9 
PWA 52336 
PWA 52336-1 
PWA 52336-10 
PWA 52336-11 
PWA 52336-2 
PWA 52336-3 
PWA 52336-4 
PWA 52336-5 
PWA 52336-6 
PWA 52336-7 
PWA 52336-8 
PWA 52336-9 
PWA 52350 


PWA 52350-1 
PWA 52350-14 
PWA 52350-16 
PWA 52350-17 
PWA 52350-18 
PWA 52350-19 
PWA 52350-20 
PWA 52350-23 
PWA 52350-24 
PWA 52350-3 
PWA 52350-6 
PWA 52350-7 
PWA 52351 
PWA 52351-1 
PWA 52351-2 
PWA 52351-3 
PWA 52352 
PWA 52352-1 
PWA 52352-2 
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PWA 52352-3 
PWA 52352-4 
PWA 52352-6 
PWA 52352-7 
PWA 52352-9 
PWA 52353 
PWA 52353-1 
PWA 52353-2 
PWA 52357 
PWA 52357-2 
PWA 52357-5 
PWA 52357-8 
PWA 52360 
PWA 52360-11 
PWA 52360-13 
PWA 52360-14 
PWA 52360-15 
PWA 52360-17 
PWA 52360-18 
PWA 52363 
PWA 52364 
PWA 52364-1 
PWA 52364-2 
PWA 52364-3 
PWA 52370 
PWA 52371 
PWA 52371-1 
PWA 52371-2 
PWA 52371-3 
PWA 52371-4 
PWA 52371-5 
PWA 52372 
PWA 52373 


PWA 52373-1 
PWA 52373-5 
PWA 52373-6 
PWA 52373-7 
PWA 52374 


PWA 52378 


PWA 52378-1 
PWA 52378-11 
PWA 52378-3 
PWA 52378-4 
PWA 52380 
PWA 52382 


PWA 52384 
PWA 52385 
PWA 52385-1 
PWA 52385-12 
PWA 52385-2 
PWA 52385-3 
PWA 52385-5 
PWA 52385-6 
PWA 52385-7 
PWA 52385-8 
PWA 52386 
PWA 52387 
PWA 52389 
PWA 52391 
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3-92 


PWA 52392 
PWA 52392-3 
PWA 52392-4 
PWA 52405 
PWA 52405-1 
PWA 52405-10 
PWA 52405-4 
PWA 52405-6 
PWA 52405-7 
PWA 52407 


PWA 52408 


PWA 52408-4 
PWA 52408-8 
PWA 52408-9 
PWA 52410 
PWA 52411 


PWA 52411-13 
PWA 52411-15 
PWA 52411-16 
PWA 52411-17 
PWA 52411-18 
PWA 52411-19 
PWA 52411-21 
PWA 52411-25 
PWA 52412 
PWA 52412-1 
PWA 52412-13 
PWA 52412-16 
PWA 52412-19 
PWA 52412-2 
PWA 52412-4 
PWA 52412-6 
PWA 52412-7 
PWA 52412-8 
PWA 52414 
PWA 52414-1 
PWA 52414-4 
PWA 52417 
PWA 52417-1 
PWA 52417-10 
PWA 52417-11 
PWA 52417-13 
PWA 52417-14 
PWA 52417-17 
PWA 52417-2 
PWA 52417-20 
PWA 52417-22 
PWA 52417-23 
PWA 52417-24 
PWA 52417-3 
PWA 52417-4 
PWA 52417-5 
PWA 52418 
PWA 52418-1 
PWA 52418-10 
PWA 52418-11 
PWA 52418-12 
PWA 52418-13 
PWA 52418-17 
PWA 52418-18 


Change 29 


PWA 52418-19 
PWA 52418-2 
PWA 52418-20 
PWA 52418-21 
PWA 52418-23 
PWA 52418-7 
PWA 52419 
PWA 52419-1 
PWA 52419-2 
PWA 52419-3 
PWA 52419-4 
PWA 52419-5 
PWA 52419-6 
PWA 52420 
PWA 52423 
PWA 52424 
PWA 52424-1 
PWA 52424-2 
PWA 52426 


PWA 52427 


PWA 52427-5 
PWA 52427-6 
PWA 52427-7 
PWA 52433 
PWA 52434 


PWA 52437 
PWA 52437-1 
PWA 52437-13 
PWA 52437-14 
PWA 52437-17 
PWA 52437-20 
PWA 52437-28 
PWA 52437-29 
PWA 52437-30 
PWA 52437-31 
PWA 52437-32 
PWA 52437-34 
PWA 52437-35 
PWA 52437-36 
PWA 52437-49 
PWA 52437-50 
PWA 52437-51 
PWA 52437-52 
PWA 52437-53 
PWA 52437-54 
PWA 52437-55 
PWA 52437-57 
PWA 52437-6 
PWA 52437-9 
PWA 52438 
PWA 52438-1 
PWA 52438-2 
PWA 52439 
PWA 52439-1 
PWA 52439-2 
PWA 52439-3 
PWA 52439-4 
PWA 52440 
PWA 52441 
PWA 52451 
PWA 52451-1 


PART 
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PWA 52451-3 
PWA 52453 
PWA 52453-1 
PWA 52453-5 
PWA 52454 


PWA 52455 
PWA 52456 
PWA 52458-4 
PWA 52460 
PWA 52461 
PWA 52463 
PWA 52464 


PWA 52467 
PWA 52470 
PWA 52474 
PWA 52474-1 
PWA 52474-10 
PWA 52474-13 
PWA 52474-14 
PWA 52474-15 
PWA 52474-16 
PWA 52474-18 
PWA 52474-2 
PWA 52474-21 
PWA 52474-22 
PWA 52474-4 
PWA 52474-5 
PWA 52474-6 
PWA 52474-7 
PWA 52474-8 
PWA 52474-9 
PWA 52477 
PWA 52477-1 
PWA 52477-2 
PWA 52477-3 
PWA 52477-4 
PWA 52478 
PWA 52478-1 
PWA 52478-5 
PWA 52478-6 
PWA 52478-7 
PWA 52479 
PWA 52479-1 
PWA 52479-10 
PWA 52479-11 
PWA 52479-12 
PWA 52479-13 
PWA 52479-14 
PWA 52479-15 
PWA 52479-3 
PWA 52479-4 
PWA 52479-5 
PWA 52479-9 
PWA 52481 
PWA 52483 


PWA 52484 

PWA 52484-1 
PWA 52484-2 
PWA 52484-3 
PWA 52484-4 
PWA 52484-5 


FIGURE 
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PWA 52484-6 
PWA 52487 
PWA 52487-1 
PWA 52487-2 
PWA 52487-3 
PWA 52487-6 
PWA 52488 
PWA 52488-1 
PWA 52488-2 
PWA 52488-3 
PWA 52489 
PWA 52490 
PWA 52490-1 
PWA 52490-3 
PWA 52490-4 
PWA 52490-6 
PWA 52490-7 
PWA 52490-8 
PWA 52496 
PWA 52496-10 
PWA 52496-13 
PWA 52496-14 
PWA 52496-17 
PWA 52496-2 
PWA 52496-21 
PWA 52496-22 
PWA 52496-23 
PWA 52496-30 
PWA 52496-32 
PWA 52496-34 
PWA 52496-4 
PWA 52496-6 
PWA 52496-9 
PWA 52497 
PWA 52497-1 
PWA 52497-3 
PWA 52499 


PWA 52499-1 
PWA 52499-2 
PWA 52499-3 
PWA 52499-4 
PWA 52514 
PWA 52514-1 
PWA 52514-2 
PWA 52514-3 
PWA 52515 
PWA 52516 
PWA 52516-6 
PWA 52516-8 
PWA 52516-9 
PWA 52517 
PWA 52518 
PWA 52519 
PWA 52520 
PWA 52520-1 
PWA 52520-2 
PWA 52520-3 
PWA 52521 
PWA 52523 
PWA 52523-2 
PWA 52523-6 
PWA 52526 
PWA 52526-1 
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308 - 35 
450 - 37 
450 - 37D 
450 - 37F 
450 - 37G 
450 - 37E 
452 - 1 
452 - 1C 
452 - 1A 
452 - 18 
549 - 15 
94 - 17 
94 - 25 
94 - 23 
94 - 22 
94 - 18 
94 - 20 
94 - 19 
430 - 1 
430 - 19 
430 - 16 
430 - 14 
430 - 13 
430 - 7 
430 - 3 
430 - 4 
430 - 5 
430 - 22 
430 - 11 
430 - 23 
430 - 9 
430 - 12 
430 - 20 
160 - 23 
160 - 28 
160 - 26 
17-2 
53 - 1 
17 - 58 
17-5 
17 - 5А 
17-4 
147 - 76 
147 - 79 
147 - 77 
147 - 78 
137 -5 
161 -1 
161-4 
161-7 
161-8 
547 - 1 
137-6 
138-1 
547-2 
547 - 2E 
547 -2С 
547 - 2D 
138 - 2 
85 - 17 
85 - 22 
85 - 18 
17-6 
17 - 7В 
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PWA 52526-2 
PWA 52526-3 
PWA 52527 
PWA 52527-1 
PWA 52527-2 
PWA 52538 
PWA 52538-1 
PWA 52538-10 
PWA 52538-11 
PWA 52538-12 
PWA 52538-13 
PWA 52538-14 
PWA 52538-16 
PWA 52538-2 
PWA 52538-3 
PWA 52538-4 
PWA 52538-6 
PWA 52538-7 


PWA 52538-8 
PWA 52538-9 
PWA 52553 
PWA 52554 
PWA 52554-1 
PWA 52554-2 
PWA 52555 
PWA 52556 
PWA 52556-1 
PWA 52556-4 
PWA 52557 
PWA 52560 
PWA 52560-1 
PWA 52560-3 
PWA 52560-6 
PWA 52562 
PWA 52562-1 
PWA 52562-3 
PWA 52562-4 
PWA 52563 
PWA 52564 
PWA 52564-1 
PWA 52566 
PWA 52566-1 
PWA 52566-3 
PWA 52578 


PWA 52578-1 

PWA 52578-11 
PWA 52578-12 
PWA 52578-16 
PWA 52578-17 


PWA 52578-18 
PWA 52578-2 
PWA 52578-4 
PWA 52578-5 


PWA 52578-6 
PWA 52578-9 


PWA 52580 
PWA 52580-2 
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PWA 52580-3 
PWA 52580-5 
PWA 52581 
PWA 52582 
PWA 52583 
PWA 52583-1 
PWA 52583-11 
PWA 52583-13 
PWA 52583-14 
PWA 52583-4 
PWA 52583-5 
PWA 52583-6 
PWA 52583-7 
PWA 52584 
PWA 52584-1 
PWA 52584-10 
PWA 52584-2 
PWA 52584-3 
PWA 52584-4 
PWA 52584-6 
PWA 52584-7 
PWA 52584-8 
PWA 52584-9 
PWA 52585 
PWA 52585-1 
PWA 52585-2 
PWA 52590 
PWA 52590-10 
PWA 52590-12 
PWA 52590-13 
PWA 52590-14 
PWA 52590-19 
PWA 52590-21 
PWA 52590-22 
PWA 52590-23 
PWA 52590-24 
PWA 52590-25 
PWA 52590-26 
PWA 52590-3 
PWA 52590-4 
PWA 52590-5 
PWA 52590-9 
PWA 52591 
PWA 52591-10 
PWA 52591-2 
PWA 52591-5 
PWA 52591-6 
PWA 52591-7 
PWA 52591-8 
PWA 52591-9 
PWA 52592 
PWA 52592-1 
PWA 52592-2 
PWA 52593 
PWA 52593-1 
PWA 52594 
PWA 52594-1 
PWA 52594-2 
PWA 52594-3 
PWA 52594-4 
PWA 52594-5 
PWA 52594-6 
PWA 52595 
PWA 52595-1 
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PWA 52595-3 
PWA 52597 


PWA 52597-3 
PWA 52597-4 
PWA 52597-5 
PWA 52597-6 
PWA 52597-7 
PWA 52600 
PWA 52600-1 
PWA 52600-11 
PWA 52600-12 
PWA 52600-13 
PWA 52600-14 
PWA 52600-16 
PWA 52600-17 
PWA 52600-19 
PWA 52600-22 
PWA 52600-23 
PWA 52600-24 
PWA 52600-26 
PWA 52600-28 
PWA 52600-3 
PWA 52600-30 
PWA 52600-32 
PWA 52600-5 
PWA 52600-6 
PWA 52600-7 
PWA 52601 
PWA 52601-1 
PWA 52601-2 
PWA 52601-3 
PWA 52601-4 
PWA 52601-5 
PWA 52601-7 
PWA 52602 
PWA 52602-1 
PWA 52602-10 
PWA 52602-14 
PWA 52602-15 
PWA 52602-2 
PWA 52602-3 
PWA 52602-5 
PWA 52602-6 
PWA 52602-6-A 
PWA 52602-6-B 
PWA 52602-6-C 
PWA 52602-6-D 
PWA 52602-6-E 
PWA 52602-7 
PWA 52602-9 
PWA 52604 
PWA 52604-1 
PWA 52604-5 
PWA 52605 


PWA 52605-3 
PWA 52605-4 
PWA 52605-5 
PWA 52605-7 
PWA 52605-9 
PWA 52607 


PWA 52607-2 
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PWA 52607-5 
PWA 52607-6 
PWA 52607-7 
PWA 52607-8 
PWA 52607-9 
PWA 52613 
PWA 52613-2 
PWA 52613-3 
PWA 52614 
PWA 52614-2 
PWA 52614-3 
PWA 52616 
PWA 52616-10 
PWA 52616-11 
PWA 52616-2 
PWA 52616-3 
PWA 52616-4 
PWA 52616-5 
PWA 52616-6 
PWA 52616-8 
PWA 52617 
PWA 52617-1 
PWA 52617-13 
PWA 52617-14 
PWA 52617-15 
PWA 52617-16 
PWA 52617-8 
PWA 52617-9 
PWA 52620 


PWA 52620-1 
PWA 52620-10 
PWA 52620-16 
PWA 52620-17 
PWA 52620-18 
PWA 52620-19 
PWA 52620-2 
PWA 52620-22 
PWA 52620-23 
PWA 52620-24 
PWA 52620-25 
PWA 52620-26 
PWA 52620-27 
PWA 52620-3 
PWA 52620-4 
PWA 52620-5 
PWA 52620-8 
PWA 52620-9 
PWA 52622 
PWA 52622-1 
PWA 52622-11 
PWA 52622-12 
PWA 52622-4 
PWA 52622-5 
PWA 52622-6 
PWA 52622-8 
PWA 52622-9 
PWA 52625 
PWA 52625-1 
PWA 52625-2 
PWA 52626 
PWA 52626-1 
PWA 52626-2 
PWA 52626-4 
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PW PWA 52626-5 


PWA 52627 
PWA 52629 
PWA 52637 
PWA 52637-1 
PWA 52637-2 


PWA 52638 
PWA 52642 
PWA 52643 
PWA 52644 
PWA 52644-12 
PWA 52644-6 
PWA 52644-7 
PWA 52644-8 
PWA 52644-9 
PWA 52645 
PWA 52645-1 
PWA 52645-12 
PWA 52645-14 
PWA 52645-15 
PWA 52645-16 
PWA 52645-17 
PWA 52645-3 
PWA 52645-4 
PWA 52645-5 
PWA 52645-6 
PWA 52645-7 
PWA 52645-9 


PWA 52646 


PWA 52646-1 
PWA 52646-2 
PWA 52646-3 
PWA 52647 
PWA 52648 
PWA 52649 
PWA 52649-1 
PWA 52649-2 
PWA 52649-4 
PWA 52651 
PWA 52653 
PWA 52653-1 
PWA 52653-2 
PWA 52654 


PWA 52654-1 
PWA 52654-2 
PWA 52655 
PWA 52658 
PWA 52658-1 
PWA 52658-3 
PWA 52661 
PWA 52661-1 
PWA 52661-2 
PWA 52661-3 
PWA 52661-4 
PWA 52662 
PWA 52662-1 
PWA 52662-11 
PWA 52662-12 
PWA 52662-14 
PWA 52662-15 
PWA 52662-2 
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PW PWA 52662-4 


< 


PWA 52662-5 
PWA 52662-6 
PWA 52662-8 
PWA 52662-9 
PWA 52663 
PWA 52664 
PWA 52665 


PWA 52666 
PWA 52667 


PWA 52667-5 
PWA 52667-6 
PWA 52668 

PWA 52668-2 
PWA 52668-3 
PWA 52668-4 
PWA 52668-6 
PWA 52669 

PWA 52669-1 
PWA 52669-3 
PWA 52670 


PWA 52670-1 
PWA 52670-11 
PWA 52670-12 
PWA 52670-13 
PWA 52670-14 
PWA 52670-15 
PWA 52670-2 
PWA 52670-3 
PWA 52670-4 
PWA 52670-5 
PWA 52670-6 
PWA 52670-7 
PWA 52670-8 
PWA 52670-9 
PWA 52671 


PWA 52671-1 
PWA 52671-10 
PWA 52671-13 
PWA 52671-2 
PWA 52671-4 
PWA 52671-5 
PWA 52671-6 
PWA 52671-7 
PWA 52671-8 
PWA 52672 


PWA 52672-1 
PWA 52672-5 
PWA 52676 


PWA 52678 
PWA 52678-1 
PWA 52678-2 
PWA 52679 


PW PWA 52679-10 
PW PWA 52679-11 
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PWA 52679-13 
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PWA 52950 
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PWA 53165-3 
PWA 53165-4 
PWA 53165-5 
PWA 53165-6 
PWA 53165-8 
PWA 53165-9 
PWA 53185 
PWA 53185-1 
PWA 53185-10 
PWA 53185-11 
PWA 53185-12 
PWA 53185-13 
PWA 53185-14 
PWA 53185-18 
PWA 53185-21 
PWA 53185-21-1 
PWA 53185-21-2 
PWA 53185-21-3 
PWA 53185-22 
PWA 53185-24 
PWA 53185-26 
PWA 53185-27 
PWA 53185-28 
PWA 53185-30 
PWA 53185-31 
PWA 53185-32 
PWA 53185-33 
PWA 53185-35 
PWA 53185-36 
PWA 53185-37 
PWA 53185-38 
PWA 53185-39 
PWA 53185-4 
PWA 53185-7 
PWA 53185-8 
PWA 53185-9 
PWA 53186 
PWA 53186-1 
PWA 53186-10 
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PWA 53186-15 
PWA 53186-16 
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PWA 53308-5 

PWA 53308-50 
PWA 53308-51 
PWA 53308-52 
PWA 53308-53 
PWA 53308-54 
PWA 53308-55 
PWA 53308-56 
PWA 53308-57 
PWA 53308-58 
PWA 53308-59 
PWA 53308-6 

PWA 53308-60 
PWA 53308-61 
PWA 53308-62 
PWA 53308-63 
PWA 53308-64 
PWA 53308-65 
PWA 53308-66 
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PWA 53308-68 
PWA 53308-7 

PWA 53308-8 
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PWA 53309 
PWA 53310 
PWA 53310-1 
PWA 53310-2 
PWA 53311 
PWA 53312 
PWA 53312-1 
PWA 53312-2 
PWA 53313 
PWA 53314 
PWA 53314-2 
PWA 53314-3 
PWA 53315 
PWA 53315-1 
PWA 53315-2 
PWA 53318 
PWA 53318-1 
PWA 53318-10 
PWA 53318-2 
PWA 53318-3 
PWA 53318-7 
PWA 53319 
PWA 53319-1 
PWA 53319-10 
PWA 53319-11 
PWA 53319-12 
PWA 53319-2 
PWA 53319-3 
PWA 53319-4 
PWA 53319-7 
PWA 53319-8 
PWA 53319-9 
PWA 53320 
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PWA 53320-15 
PWA 53320-16 
PWA 53320-17 
PWA 53320-18 
PWA 53320-19 
PWA 53320-2 
PWA 53320-20 
PWA 53320-21 
PWA 53320-22 
PWA 53320-23 
PWA 53320-24 
PWA 53320-4 
PWA 53320-5 
PWA 53320-6 
PWA 53320-7 
PWA 53320-8 
PWA 53320-9 
PWA 53321 
PWA 53324 
PWA 53325 
PWA 53326 
PWA 53327 


PWA 53327-1 
PWA 53327-3 
PWA 53327-4 
PWA 53327-5 
PWA 53327-6 
PWA 53327-7 
PWA 53328 
PWA 53329 
PWA 53330 
PWA 53330-1 
PWA 53330-2 
PWA 53330-3 
PWA 53330-4 
PWA 53330-5 
PWA 53330-6 
PWA 53331 
PWA 53331-2 
PWA 53331-3 
PWA 53331-4 
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PWA 53334 
PWA 53334-1 
PWA 53334-2 
PWA 53335 
PWA 53335-1 
PWA 53335-2 
PWA 53336 
PWA 53336-1 
PWA 53336-2 
PWA 53337 
PWA 53338 
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PWA 53340-5 
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PWA 53340-7 
PWA 53340-8 
PWA 53340-9 
PWA 53342 
PWA 53343 
PWA 53343-1 
PWA 53343-2 
PWA 53344 
PWA 53345 
PWA 53345-1 
PWA 53345-10 
PWA 53345-2 
PWA 53345-3 
PWA 53345-4 
PWA 53345-5 
PWA 53345-6 
PWA 53345-7 
PWA 53345-8 
PWA 53345-9 
PWA 53346 
PWA 53347 
PWA 53348 
PWA 53348-2 
PWA 53348-4 
PWA 53348-5 
PWA 53350 
PWA 53350-2 
PWA 53350-4 
PWA 53350-5 
PWA 53352 
PWA 53352-1 
PWA 53352-2 
PWA 53352-4 
PWA 53353 
PWA 53353-1 
PWA 53353-2 
PWA 53353-3 
PWA 53354 
PWA 53354-1 
PWA 53354-2 
PWA 53354-3 
PWA 53354-4 
PWA 53354-5 
PWA 53355 
PWA 53355-1 
PWA 53355-10 
PWA 53355-11 
PWA 53355-12 
PWA 53355-13 
PWA 53355-14 
PWA 53355-15 
PWA 53355-16 
PWA 53355-17 
PWA 53355-18 
PWA 53355-19 
PWA 53355-3 
PWA 53355-4 
PWA 53355-5 
PWA 53355-6 
PWA 53355-7 
PWA 53355-8 
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PWA 53358-1 
PWA 53358-10 
PWA 53358-11 
PWA 53358-12 
PWA 53358-13 
PWA 53358-14 
PWA 53358-15 
PWA 53358-16 
PWA 53358-17 
PWA 53358-18 
PWA 53358-2 
PWA 53358-3 
PWA 53358-4 
PWA 53358-5 
PWA 53358-6 
PWA 53358-7 
PWA 53358-8 
PWA 53358-9 
PWA 53360 
PWA 53360-1 
PWA 53360-2 
PWA 53360-3 
PWA 53360-4 
PWA 53361 


PWA 53361-1 
PWA 53361-3 
PWA 53361-4 
PWA 53361-5 
PWA 53362 
PWA 53363 
PWA 53363-1 
PWA 53363-2 
PWA 53363-3 
PWA 53363-4 
PWA 53363-5 
PWA 53364 
PWA 53364-1 
PWA 53364-2 
PWA 53364-3 
PWA 53364-4 
PWA 53364-5 
PWA 53364-7 
PWA 53364-8 
PWA 53364-9 
PWA 53365 
PWA 53365-1 
PWA 53365-2 
PWA 53366 
PWA 53367 
PWA 53368 
PWA 53369 
PWA 53369-1 
PWA 53369-2 
PWA 53370 
PWA 53370-1 
PWA 53370-3 
PWA 53370-4 
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PWA 53373-2 
PWA 53373-3 
PWA 53373-7 
PWA 53373-8 
PWA 53373-9 
PWA 53374 
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PWA 53374-3 
PWA 53374-4 
PWA 53374-6 
PWA 53374-7 
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PWA 53378-1 
PWA 53378-2 
PWA 53378-3 
PWA 53378-4 
PWA 53378-5 
PWA 53380 
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PWA 53383-1 
PWA 53383-2 
PWA 53384 
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PWA 53392-1 
PWA 53393 
PWA 53393-1 
PWA 53393-5 
PWA 53394 
PWA 53396 
PWA 53396-1 
PWA 53397 
PWA 53397-1 
PWA 53397-2 
PWA 53398 
PWA 53398-1 
PWA 53399 
PWA 53399-1 
PWA 53400 
PWA 53400-1 
PWA 53401 
PWA 53401-1 
PWA 53401-2 
PWA 53402 
PWA 53402-1 
PWA 53402-3 
PWA 53403 
PWA 53403-1 
PWA 53403-2 
PWA 53404 
PWA 53404-1 
PWA 53404-2 
PWA 53405 
PWA 53405-1 
PWA 53406 
PWA 53406-1 
PWA 53408 
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PWA 53410-1 
PWA 53410-5 
PWA 53411 
PWA 53411-1 
PWA 53411-4 
PWA 53411-6 
PWA 53412 
PWA 53412-1 
PWA 53412-2 
PWA 53413 
PWA 53413-1 
PWA 53413-2 
PWA 53414 
PWA 53414-1 
PWA 53415 
PWA 53415-1 
PWA 53415-3 
PWA 53416 
PWA 53416-1 
PWA 53416-2 
PWA 53417 
PWA 53417-1 
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PWA 53418 
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PWA 53421-2 
PWA 53422 
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PWA 53423 
PWA 53423-1 
PWA 53423-2 
PWA 53424 
PWA 53424-1 
PWA 53424-2 
PWA 53424-3 
PWA 53424-4 
PWA 53425 
PWA 53425-1 
PWA 53425-10 
PWA 53425-12 
PWA 53425-2 
PWA 53425-3 
PWA 53425-6 
PWA 53425-7 
PWA 53425-9 
PWA 53426 
PWA 53426-1 
PWA 53426-3 
PWA 53427 
PWA 53427-1 
PWA 53427-2 
PWA 53427-3 
PWA 53427-7 
PWA 53428 
PWA 53428-1 
PWA 53428-3 
PWA 53429 
PWA 53429-1 
PWA 53429-3 
PWA 53429-5 
PWA 53430 
PWA 53430-1 
PWA 53431 
PWA 53431-1 
PWA 53431-2 
PWA 53432 
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PWA 53441 
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PWA 53442 
PWA 53442-1 
PWA 53442-2 
PWA 53443 
PWA 53443-1 
PWA 53443-2 
PWA 53444 
PWA 53444-1 
PWA 53445 
PWA 53445-1 
PWA 53445-5 
PWA 53446 
PWA 53446-1 
PWA 53447 
PWA 53447-5 
PWA 53447-6 
PWA 53448 
PWA 53448-1 
PWA 53449 
PWA 53449-1 
PWA 53449-2 
PWA 53449-6 
PWA 53450 
PWA 53450-1 
PWA 53450-2 
PWA 53450-5 
PWA 53450-6 
PWA 53451 
PWA 53451-1 
PWA 53451-2 
PWA 53451-3 
PWA 53453 
PWA 53455 
PWA 53455-1 
PWA 53456 
PWA 53456-1 
PWA 53456-2 
PWA 53457 
PWA 53457-1 
PWA 53457-2 
PWA 53457-6 
PWA 53458 
PWA 53458-1 
PWA 53458-2 
PWA 53458-3 
PWA 53460 
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PWA 53466-3 
PWA 53466-4 
PWA 53466-5 


PWA 53467 

PWA 53467-1 
PWA 53467-2 
PWA 53467-3 
PWA 53467-4 
PWA 53467-5 


PWA 53469 

PWA 53469-1 
PWA 53469-2 
PWA 53469-3 
PWA 53469-4 
PWA 53469-5 
PWA 53469-6 
PWA 53469-7 
PWA 53469-8 
PWA 53470 

PWA 53470-1 
PWA 53470-2 
PWA 53471 

PWA 53471-1 
PWA 53471-2 
PWA 53471-4 
PWA 53471-5 


PWA 53486 
PWA 53492 
PWA 53493 
PWA 53494 
PWA 53494-1 
PWA 53494-2 
PWA 53494-3 
PWA 53494-6 
PWA 53495 
PWA 53495-1 
PWA 53495-2 
PWA 53495-3 
PWA 53495-6 
PWA 53498 
PWA 53498-1 
PWA 53498-2 
PWA 53498-3 
PWA 53498-4 
PWA 53498-5 


PWA 53499 
PWA 53500 
PWA 53503 
PWA 53503-1 
PWA 53503-2 
PWA 53503-4 
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PWA 53512-1 
PWA 53512-2 
PWA 53512-3 
PWA 53512-4 
PWA 53512-5 
PWA 53513 

PWA 53513-1 
PWA 53513-2 
PWA 53513-3 
PWA 53513-4 
PWA 53513-5 
PWA 53516 

PWA 53516-1 
PWA 53516-2 
PWA 53516-3 
PWA 53516-4 
PWA 53516-5 


PWA 53517 
PWA 53518 
PWA 53519 
PWA 53519-1 
PWA 53519-10 
PWA 53519-11 
PWA 53519-12 
PWA 53519-13 
PWA 53519-2 
PWA 53519-3 
PWA 53519-4 
PWA 53519-6 
PWA 53519-7 
PWA 53519-9 
PWA 53522 
PWA 53523 
PWA 53524 
PWA 53524-1 
PWA 53524-2 
PWA 53524-4 
PWA 53524-5 
PWA 53530 
PWA 53530-1 
PWA 53530-2 
PWA 53530-3 
PWA 53530-6 
PWA 53531 
PWA 53531-1 
PWA 53531-2 
PWA 53531-3 
PWA 53531-6 
PWA 53534 
PWA 53534-1 
PWA 53534-2 
PWA 53534-3 
PWA 53534-4 
PWA 53534-5 


PWA 53535 
PWA 53536 
PWA 53537 
PWA 53541 
PWA 53542 
PWA 53542-1 
PWA 53542-2 
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PWA 53542-5 
PWA 53548 

PWA 53548-1 
PWA 53548-2 
PWA 53548-3 
PWA 53548-6 
PWA 53549 

PWA 53549-1 
PWA 53549-2 
PWA 53549-3 
PWA 53549-6 
PWA 53552 

PWA 53552-1 
PWA 53552-2 
PWA 53552-3 
PWA 53552-4 
PWA 53552-5 


PWA 53553 
PWA 53557 
PWA 53558 
PWA 53558-1 
PWA 53558-2 
PWA 53558-4 
PWA 53558-5 
PWA 53562 
PWA 53562-1 
PWA 53562-2 
PWA 53562-3 
PWA 53562-4 


PWA 53562-5 
PWA 53562-6 
PWA 53562-7 
PWA 53562-8 
PWA 53562-9 
PWA 53565 

PWA 53565-1 
PWA 53565-2 
PWA 53565-3 
PWA 53565-6 
PWA 53566 

PWA 53566-1 
PWA 53566-2 
PWA 53566-3 
PWA 53566-6 
PWA 53569 

PWA 53569-1 
PWA 53569-2 
PWA 53569-3 
PWA 53569-4 


PWA 53570 
PWA 53574 
PWA 53575 
PWA 53575-1 
PWA 53575-2 
PWA 53575-4 
PWA 53575-5 
PWA 53581 
PWA 53581-1 
PWA 53581-2 
PWA 53581-3 
PWA 53581-4 
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NUMBER 


PWA 53581-5 
PWA 53582 

PWA 53582-1 
PWA 53582-2 
PWA 53582-3 
PWA 53582-4 
PWA 53582-5 
PWA 53585 

PWA 53585-1 
PWA 53585-2 
PWA 53585-3 
PWA 53585-4 
PWA 53585-5 


PWA 53586 

PWA 53590 

PWA 53591 

PWA 53591-1 
PWA 53591-2 
PWA 53591-4 
PWA 53591-5 
PWA 53597 

PWA 53597-1 
PWA 53597-2 
PWA 53597-3 
PWA 53597-4 
PWA 53597-5 
PWA 53598 

PWA 53598-1 
PWA 53598-2 
PWA 53598-3 
PWA 53598-4 
PWA 53598-5 
PWA 53601 

PWA 53601-1 
PWA 53601-2 
PWA 53601-3 
PWA 53601-4 
PWA 53601-5 


PWA 53602 

PWA 53606 

PWA 53607 

PWA 53607-1 
PWA 53607-2 
PWA 53607-4 
PWA 53607-5 
PWA 53613 

PWA 53613-1 
PWA 53613-2 
PWA 53613-3 
PWA 53613-4 
PWA 53613-5 
PWA 53614 

PWA 53614-1 
PWA 53614-2 
PWA 53614-3 
PWA 53614-6 
PWA 53617 

PWA 53617-1 
PWA 53617-2 
PWA 53617-3 
PWA 53617-4 


PW PWA 53617-5 
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FIGURE FIGURE 
PART & INDEX PART & INDEX 
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PWA 53617-5 386 - 3E PWA 53654-3 
PWA 53618 556 - 2 PWA 53654-4 
PWA 53619 233 - 3 PWA 53654-5 
PWA 53619-1 233 - 3H PWA 53655 
PWA 53619-2 233 - 3E PWA 53656 
PWA 53619-3 233 - 3G PWA 53656-1 
PWA 53619-4 233 - 3A PWA 53656-2 
PWA 53619-5 233 - 3C PWA 53656-3 
PWA 53619-6 233 - 3B PWA 53657 
PWA 53619-7 233 - 3D PWA 53657-1 
PWA 53619-8 233 - 3F PWA 53657-10 
PWA 53620 26 - 3 PWA 53657-15 
PWA 53620-1 26 - 3F PWA 53657-16 
PWA 53620-2 26 - ЗС PWA 53657-18 
РМА 53620-4 26 - ЗЕ РМА 53657-2 
PWA 53621 503 - 1 PWA 53657-20 
PWA 53621-1 503 - 1А PWA 53657-4 
PWA 53621-2 503 - 1В PWA 53657-5 
PWA 53621-3 503 - ІС PWA 53657-8 
PWA 53639 59 - 28 PWA 53657-9 
PWA 53640 226 - 3 PWA 53658 
PWA 53643 155-8 Р\\/А 53658-1 
PWA 53644 549 - 16 PWA 53658-10 
PWA 53644-1 549 - 16F PWA 53658-11 
PWA 53644-2 549 - 16G PWA 53658-12 
PWA 53644-3 549 - 16E PWA 53658-13 
PWA 53644-4 549 - 16С PWA 53658-14 
PWA 53644-5 549 - 16D PWA 53658-15 
PWA 53644-6 549 - 16B PWA 53658-16 
PWA 53644-7 549 - 16А PWA 53658-17 
PWA 53645 463 - 27 PWA 53658-18 
PWA 53646 353 -2 PWA 53658-2 
PWA 53646-1 353 -2Е PWA 53658-3 
PWA 53646-2 353 - 2В PWA 53658-4 
PWA 53646-4 353 - 20 PWA 53658-5 
PWA 53646-5 353 - 2E PWA 53658-6 
PWA 53646-6 353 - 2A PWA 53658-7 
PWA 53647 99 - 1 PWA 53658-8 
PWA 53647-1 99 - 1B PWA 53658-9 
PWA 53648 542 - 1 PWA 53659 
PWA 53648-1 542 - 1C PWA 53661 
PWA 53648-2 542 - 1G PWA 53661-1 
PWA 53648-4 542 - 1А PWA 53661-2 
PWA 53648-5 542 - 1F PWA 53661-4 
PWA 53648-6 542 - 1B PWA 53661-5 
PWA 53648-7 542 - 10 PWA 53665 
PWA 53649 542 -2 PWA 53665-1 
PWA 53649-1 542 - 2Е PWA 53665-12 
PWA 53649-3 542 - 2В 
PWA 53649-4 542 -2С PWA 53665-13 
PWA 53649-5 542 - 20 PWA 53665-14 
PWA 53650 145-2 PWA 53665-15 
PWA 53651 145-3 PWA 53665-16 
Р\\/А 53651-1 145 - 3C PWA 53665-20 
PWA 53651-2 145 - ЗВ PWA 53665-21 
PWA 53651-3 145 - ЗА PWA 53665-22 
PWA 53652 599 - 1 PWA 53665-4 
PWA 53652-1 599 - 4 PWA 53665-6 
PWA 53652-2 599 - 2 PWA 53665-7 
PWA 53652-3 599 - 3 PWA 53665-8 
PWA 53653 593 - 13 PWA 53666 
PWA 53654 74-3 Р\\/А 53666-1 
Р\\/А 53654-1 74 - ЗЕ PWA 53666-2 
PWA 53654-2 74 - 30 PWA 53666-4 
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T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


PWA 53666-5 
PWA 53666-7 
PWA 53667 
PWA 53667-1 
PWA 53667-3 
PWA 53667-4 
PWA 53667-6 
PWA 53667-7 
PWA 53667-8 
PWA 53667-9 
PWA 53668 
PWA 53669 
PWA 53670 
PWA 53671 
PWA 53671-1 
PWA 53671-10 
PWA 53671-11 
PWA 53671-12 
PWA 53671-13 
PWA 53671-14 
PWA 53671-15 
PWA 53671-16 
PWA 53671-17 
PWA 53671-18 
PWA 53671-19 
PWA 53671-2 
PWA 53671-20 
PWA 53671-21 
PWA 53671-22 
PWA 53671-23 
PWA 53671-3 
PWA 53671-4 
PWA 53671-5 
PWA 53671-6 
PWA 53671-7 
PWA 53671-8 
PWA 53671-9 
PWA 53672 
PWA 53673 
PWA 53673-1 
PWA 53673-10 
PWA 53673-11 
PWA 53673-13 
PWA 53673-14 
PWA 53673-15 
PWA 53673-16 
PWA 53673-17 
PWA 53673-18 
PWA 53673-2 
PWA 53673-21 
PWA 53673-8 
PWA 53674 
PWA 53675 
PWA 53676 
PWA 53677 
PWA 53678 
PWA 53678-1 
PWA 53678-10 
PWA 53678-11 
PWA 53678-12 
PWA 53678-13 
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PWA 53678-17 
PWA 53678-18 
PWA 53678-19 
PWA 53678-2 
PWA 53678-20 
PWA 53678-21 
PWA 53678-22 
PWA 53678-3 
PWA 53678-4 
PWA 53678-5 
PWA 53678-6 
PWA 53678-7 
PWA 53678-8 
PWA 53678-9 
PWA 53679 
PWA 53679-1 
PWA 53679-11 
PWA 53679-12 
PWA 53679-13 
PWA 53679-18 
PWA 53679-19 
PWA 53679-2 
PWA 53679-20 
PWA 53679-3 
PWA 53679-5 
PWA 53679-6 
PWA 53679-7 
PWA 53679-9 
PWA 53680 
PWA 53680-1 
PWA 53680-10 
PWA 53680-11 
PWA 53680-12 
PWA 53680-13 
PWA 53680-14 
PWA 53680-15 
PWA 53680-16 
PWA 53680-17 
PWA 53680-18 
PWA 53680-19 
PWA 53680-2 
PWA 53680-20 
PWA 53680-21 
PWA 53680-22 
PWA 53680-3 
PWA 53680-4 
PWA 53680-5 
PWA 53680-6 
PWA 53680-7 
PWA 53680-8 
PWA 53680-9 
PWA 53681 
PWA 53681-1 
PWA 53681-10 
PWA 53681-11 
PWA 53681-12 
PWA 53681-13 
PWA 53681-14 
PWA 53681-15 
PWA 53681-16 
PWA 53681-17 
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PWA 53678-14 
PWA 53678-15 
PWA 53678-16 
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PART 
NUMBER 


PWA 53681-20 
PWA 53681-21 
PWA 53681-22 
PWA 53681-23 
PWA 53681-3 
PWA 53681-4 
PWA 53681-5 
PWA 53681-6 
PWA 53681-7 
PWA 53681-8 
PWA 53681-9 
PWA 53682 
PWA 53683 
PWA 53684 
PWA 53686 
PWA 53687 
PWA 53687-4 
PWA 53688 


PWA 53688-2 
PWA 53688-3 
PWA 53688-6 
PWA 53688-7 
PWA 53688-8 
PWA 53689 
PWA 53690 
PWA 53690-1 
PWA 53691 
PWA 53691-1 
PWA 53692 
PWA 53692-1 
PWA 53693 
PWA 53693-1 
PWA 53693-2 
PWA 53693-6 
PWA 53694 
PWA 53694-1 
PWA 53694-2 


PWA 53695 
PWA 53695-1 
PWA 53695-2 


PWA 53696 
PWA 53696-1 
PWA 53696-2 


PWA 53697 
PWA 53698 
PWA 53699 
PWA 53700 
PWA 53700-1 
PWA 53700-2 
PWA 53700-4 
PWA 53700-5 
PWA 53700-6 
PWA 53700-7 
PWA 53700-9 
PWA 53701 
PWA 53702 
PWA 53703 


PWA 53703-1 
PWA 53703-2 
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500 - 18B 
500 - 21 
500 - 21А 
500 - 21В 
500 - 21В 
501 - 1 
501 - 1А 
501 - 1В 
501 - 1В 
267 - 22 
267 - 25 
284 - 1 
249 - 2 
249 - 2J 
249 - 2G 
249 - 2B 
249 - 2E 
249 - 2F 
249 - 2H 
249 - 2А 
247-3 
247-2 
455-16 
455-17 
455-19 
455 - 20 
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PART 
NUMBER 


PWA 53703-3 
PWA 53704 
PWA 53705 
PWA 53705-1 
PWA 53705-3 
PWA 53706 
PWA 53707 
PWA 53708 
PWA 53709 
PWA 53709-1 
PWA 53709-3 
PWA 53710 
PWA 53711 
PWA 53712 
PWA 53713 
PWA 53713-1 
PWA 53713-2 
PWA 53713-4 
PWA 53713-6 
PWA 53714 
PWA 53714-1 
PWA 53714-2 
PWA 53715 


PWA 53715-1 
PWA 53715-10 
PWA 53715-2 
PWA 53715-3 
PWA 53715-4 
PWA 53715-7 
PWA 53715-8 
PWA 53716 
PWA 53716-1 
PWA 53717 
PWA 53717-1 
PWA 53717-2 
PWA 53722 
PWA 53722-1 
PWA 53722-3 
PWA 53723 
PWA 53723-1 
PWA 53723-12 
PWA 53723-2 
PWA 53723-3 
PWA 53723-4 
PWA 53723-5 
PWA 53723-7 
PWA 53726 
PWA 53726-1 
PWA 53726-2 
PWA 53727 
PWA 53727-1 
PWA 53727-10 
PWA 53727-11 
PWA 53727-12 
PWA 53727-13 
PWA 53727-14 
PWA 53727-15 
PWA 53727-16 
PWA 53727-17 
PWA 53727-18 
PWA 53727-2 
PWA 53727-3 
PWA 53727-4 
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455 - 17А 
591 - 17 
249 - 1 
249 - 1В 
249 - 1А 
113 - 1 
113-2 
249-3 
250 - 1 
250 - 1В 
250 - 1А 
113-5 
113-3 
411-8 
27-6 
27-6В 
27-6С 
27-6Е 
27-6А 
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PWA 53727-5 
PWA 53727-6 
PWA 53727-7 
PWA 53727-8 
PWA 53727-9 
PWA 53728 
PWA 53728-1 
PWA 53728-10 
PWA 53728-11 
PWA 53728-14 
PWA 53728-16 
PWA 53728-2 
PWA 53728-3 
PWA 53728-6 
PWA 53728-7 
PWA 53730 
PWA 53730-1 
PWA 53730-10 
PWA 53730-11 
PWA 53730-13 
PWA 53730-15 
PWA 53730-16 
PWA 53730-3 
PWA 53730-6 
PWA 53730-7 
PWA 53730-8 
PWA 53730-9 
PWA 53731 
PWA 53731-1 
PWA 53731-2 
PWA 53731-3 
PWA 53731-4 
PWA 53731-5 
PWA 53732 
PWA 53732-1 
PWA 53732-4 
PWA 53732-5 
PWA 53732-6 
PWA 53732-8 
PWA 53733 
PWA 53733-2 
PWA 53733-3 
PWA 53733-4 
PWA 53733-5 
PWA 53733-6 
PWA 53734 


PWA 53734-1 
PWA 53734-2 
PWA 53734-3 
PWA 53736 

PWA 53736-1 
PWA 53736-2 
PWA 53736-3 
PWA 53737 

PWA 53737-1 
PWA 53737-2 
PWA 53737-4 
PWA 53737-5 
PWA 53737-8 
PWA 53737-9 
PWA 53738 

PWA 53738-1 
PWA 53738-2 
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PWA 53738-3 
PWA 53738-4 
PWA 53738-7 


PWA 53738-9 


PWA 53742 
PWA 53742-1 
PWA 53742-10 
PWA 53742-11 
PWA 53742-13 
PWA 53742-14 
PWA 53742-16 
PWA 53742-19 
PWA 53742-2 
PWA 53742-21 
PWA 53742-23 
PWA 53742-24 
PWA 53742-25 
PWA 53742-26 
PWA 53742-27 
PWA 53742-28 
PWA 53742-29 
PWA 53742-30 
PWA 53742-31 
PWA 53742-34 
PWA 53742-35 
PWA 53742-36 
PWA 53742-37 
PWA 53742-4 
PWA 53742-5 
PWA 53742-7 
PWA 53742-9 
PWA 53743 
PWA 53743-1 
PWA 53743-2 
PWA 53745 
PWA 53745-1 
PWA 53745-2 
PWA 53745-3 
PWA 53745-4 
PWA 53745-5 
PWA 53746 
PWA 53746-10 
PWA 53746-11 
PWA 53746-12 
PWA 53747 
PWA 53747-1 
PWA 53747-2 
PWA 53751 
PWA 53751-1 
PWA 53752 
PWA 53752-1 
PWA 53752-11 
PWA 53752-12 
PWA 53752-13 
PWA 53752-14 
PWA 53752-16 
PWA 53752-2 
PWA 53752-4 
PWA 53752-5 
PWA 53752-6 
PWA 53752-7 
PWA 53753 
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PWA 53754 
PWA 53754-1 
PWA 53754-12 
PWA 53754-13 
PWA 53754-15 
PWA 53754-16 
PWA 53754-3 
PWA 53754-4 
PWA 53754-6 
PWA 53754-7 
PWA 53754-8 
PWA 53754-9 
PWA 53755 
PWA 53755-1 
PWA 53755-11 
PWA 53755-12 
PWA 53755-13 
PWA 53755-14 
PWA 53755-16 
PWA 53755-2 
PWA 53755-3 
PWA 53755-6 
PWA 53755-7 
PWA 53755-8 
PWA 53756 
PWA 53757 
PWA 53758 


PWA 53758-1 
PWA 53758-2 
PWA 53758-5 
PWA 53759 


PWA 53759-1 
PWA 53759-2 
PWA 53759-5 
PWA 53760 


PWA 53760-1 
PWA 53760-10 
PWA 53760-11 
PWA 53760-15 
PWA 53760-18 
PWA 53760-19 
PWA 53760-2 
PWA 53760-20 
PWA 53760-23 
PWA 53760-5 
PWA 53760-6 
PWA 53760-7 
PWA 53761 


PWA 53761-1 

PWA 53761-10 
PWA 53761-11 
PWA 53761-12 
PWA 53761-13 
PWA 53761-14 
PWA 53761-15 
PWA 53761-16 
PWA 53761-17 
PWA 53761-18 
PWA 53761-19 
PWA 53761-2 
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PWA 53761-20 
PWA 53761-21 
PWA 53761-22 
PWA 53761-23 
PWA 53761-24 
PWA 53761-25 
PWA 53761-3 
PWA 53761-4 
PWA 53761-5 
PWA 53761-6 
PWA 53761-7 
PWA 53761-8 
PWA 53761-9 
PWA 53762 
PWA 53764 
PWA 53765 
PWA 53767 
PWA 53767-1 
PWA 53767-4 
PWA 53769 
PWA 53770 
PWA 53772 
PWA 53772-1 
PWA 53772-2 
PWA 53778 
PWA 53780 
PWA 53780-1 
PWA 53781 
PWA 53781-1 
PWA 53781-2 
PWA 53782 
PWA 53783 
PWA 53786 
PWA 53787 
PWA 53787-1 
PWA 53787-2 
PWA 53787-3 
PWA 53788 
PWA 53788-1 
PWA 53788-2 
PWA 53788-5 
PWA 53788-6 
PWA 53788-7 
PWA 53789 


PWA 53789-1 
PWA 53789-2 
PWA 53789-4 
PWA 53789-5 
PWA 53790 
PWA 53790-1 
PWA 53790-2 
PWA 53790-3 
PWA 53790-4 
PWA 53791 
PWA 53792 
PWA 53793 
PWA 53794 
PWA 53795 
PWA 53795-1 
PWA 53795-2 
PWA 53796 
PWA 53796-1 
PWA 53796-2 
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7 
1 
4 
6 
6 
1 
1 
2 
2 
1 
1 
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PWA 53796-3 
PWA 53799 

PWA 53799-1 
PWA 53799-2 
PWA 53799-3 


PWA 53799-7 
PWA 53800 


PWA 53800-1 
PWA 53800-4 
PWA 53800-7 
PWA 53800-8 
PWA 53801 
PWA 53802 
PWA 53802-1 
PWA 53802-10 
PWA 53802-11 
PWA 53802-12 
PWA 53802-13 
PWA 53802-14 
PWA 53802-2 
PWA 53802-20 
PWA 53802-22 
PWA 53802-5 
PWA 53802-6 
PWA 53802-7 
PWA 53802-9 
PWA 53803 
PWA 53803-1 
PWA 53803-10 
PWA 53803-13 
PWA 53803-16 
PWA 53803-18 
PWA 53803-19 
PWA 53803-2 
PWA 53803-5 
PWA 53803-7 
PWA 53803-8 
PWA 53803-9 
PWA 53804 
PWA 53804-1 
PWA 53804-10 
PWA 53804-11 
PWA 53804-12 
PWA 53804-13 
PWA 53804-14 
PWA 53804-15 
PWA 53804-2 
PWA 53804-20 
PWA 53804-3 
PWA 53804-6 
PWA 53804-7 
PWA 53804-8 
PWA 53805 
PWA 53805-1 
PWA 53805-10 
PWA 53805-11 
PWA 53805-12 
PWA 53805-14 
PWA 53805-17 
PWA 53805-2 
PWA 53805-3 
PWA 53805-6 
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PWA 53805-8 
PWA 53805-9 
PWA 53806 


PWA 53808 
PWA 53808-1 
PWA 53808-2 
PWA 53808-4 
PWA 53808-6 
PWA 53808-7 
PWA 53811 
PWA 53811-1 
PWA 53811-10 
PWA 53811-11 
PWA 53811-12 
PWA 53811-13 
PWA 53811-15 
PWA 53811-16 
PWA 53811-17 
PWA 53811-18 
PWA 53811-19 
PWA 53811-2 
PWA 53811-21 
PWA 53811-22 
PWA 53811-23 
PWA 53811-29 
PWA 53811-3 
PWA 53811-31 
PWA 53811-32 
PWA 53811-35 
PWA 53811-37 
PWA 53811-38 
PWA 53811-4 
PWA 53811-40 
PWA 53811-41 
PWA 53811-42 
PWA 53811-43 
PWA 53811-44 
PWA 53811-46 
PWA 53811-47 
PWA 53811-5 
PWA 53811-51 
PWA 53811-52 
PWA 53811-53 
PWA 53811-54 
PWA 53811-58 
PWA 53811-59 
PWA 53811-9 
PWA 53812 
PWA 53812-1 
PWA 53825 
PWA 53826 
PWA 53826-1 
PWA 53826-11 
PWA 53826-12 
PWA 53826-15 
PWA 53826-16 
PWA 53826-18 
PWA 53826-19 
PWA 53826-2 
PWA 53826-20 
PWA 53826-3 
PWA 53826-4 
PWA 53826-5 
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PWA 53826-6 
PWA 53826-9 
PWA 53827 
PWA 53827-1 
PWA 53827-10 
PWA 53827-11 
PWA 53827-12 
PWA 53827-14 
PWA 53827-15 
PWA 53827-18 
PWA 53827-20 
PWA 53827-22 
PWA 53827-23 
PWA 53827-24 
PWA 53827-26 
PWA 53827-27 
PWA 53827-29 


PWA 53827-30 
PWA 53827-31 
PWA 53827-32 
PWA 53827-33 
PWA 53827-34 
PWA 53827-35 
PWA 53827-38 
PWA 53827-6 
PWA 53827-7 
PWA 53827-8 
PWA 53827-9 
PWA 53837 
PWA 53838 
PWA 53839 
PWA 53840 
PWA 53841 
PWA 53842 
PWA 53844 
PWA 53844-1 
PWA 53844-11 
PWA 53844-12 
PWA 53844-13 
PWA 53844-3 
PWA 53844-4 
PWA 53844-6 
PWA 53844-7 
PWA 53844-8 
PWA 53844-9 
PWA 53845 
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PWA 53845-1 


PW PWA 53845-2 


PWA 53847 

PWA 53847-1 
PWA 53847-2 
PWA 53847-3 
PWA 53850 

PWA 53850-1 
PWA 53850-2 
PWA 53850-3 
PWA 53850-4 
PWA 53850-8 
PWA 53852 

PWA 53852-1 
PWA 53852-2 
PWA 53855 

PWA 53855-1 
PWA 53855-2 
PWA 53855-3 
PWA 53855-4 
PWA 53858 

PWA 53858-1 
PWA 53858-2 
PWA 53859 


PWA 53859-1 
PWA 53859-2 
PWA 53859-3 
PWA 53859-4 
PWA 53859-6 
PWA 53860 

PWA 53860-1 
PWA 53860-5 
PWA 53860-7 
PWA 53860-8 
PWA 53861 
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PWA 53861-1 
PWA 53861-10 
PWA 53861-16 
PWA 53861-17 
PWA 53861-18 
PWA 53861-2 
PWA 53861-20 
PWA 53861-25 
PWA 53861-3 
PWA 53861-4 
PWA 53861-5 
PWA 53861-6 
PWA 53861-7 
PWA 53861-8 
PWA 53861-9 
PWA 53873 
PWA 53873-1 
PWA 53873-11 
PWA 53873-13 
PWA 53873-15 
PWA 53873-6 
PWA 53873-7 
PWA 53874 


PWA 53874-1 
PWA 53874-10 
PWA 53874-11 
PWA 53874-13 
PWA 53874-14 
PWA 53874-15 
PWA 53874-2 
PWA 53874-4 
PWA 53874-5 
PWA 53874-6 
PWA 53875 
PWA 53875-1 
PWA 53875-10 
PWA 53875-11 
PWA 53875-3 
PWA 53875-4 
PWA 53875-5 
PWA 53875-8 
PWA 53876 
PWA 53876-1 
PWA 53876-12 
PWA 53876-2 
PWA 53876-3 
PWA 53876-4 
PWA 53876-6 
PWA 53876-7 
PWA 53876-8 
PWA 53876-9 
PWA 53877 
PWA 53877-1 
PWA 53877-2 
PWA 53877-3 
PWA 53877-4 
PWA 53877-6 
PWA 53877-7 
PWA 53878 


PWA 53878-1 
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PWA 53878-10 
PWA 53878-11 
PWA 53878-2 


PWA 53878-3 
PWA 53878-4 
PWA 53878-5 
PWA 53878-6 


PWA 53878-8 


PWA 53879 
PWA 53879-1 
PWA 53879-3 
PWA 53879-4 
PWA 53879-6 
PWA 53880 


PWA 53881 


PWA 53882 
PWA 53882-1 
PWA 53882-11 
PWA 53882-12 
PWA 53882-13 
PWA 53882-16 
PWA 53882-17 
PWA 53882-2 
PWA 53882-3 
PWA 53882-6 
PWA 53882-9 
PWA 53883 
PWA 53883-1 
PWA 53883-11 
PWA 53883-14 
PWA 53883-15 
PWA 53883-16 
PWA 53883-3 
PWA 53883-4 
PWA 53883-6 
PWA 53883-8 
PWA 53883-9 
PWA 53884 
PWA 53884-1 
PWA 53884-11 
PWA 53884-12 
PWA 53884-13 
PWA 53884-16 
PWA 53884-17 
PWA 53884-2 
PWA 53884-3 
PWA 53884-6 
PWA 53884-9 
PWA 53885 
PWA 53885-1 


PWA 53885-10 
PWA 53885-11 
PWA 53885-13 
PWA 53885-14 
PWA 53885-15 
PWA 53885-16 
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PWA 53885-3 


PWA 53885-4 
PWA 53885-7 
PWA 53886 

PWA 53886-1 


PWA 53886-10 


PWA 53886-13 
PWA 53886-15 
PWA 53886-16 
PWA 53886-17 
PWA 53886-3 
PWA 53886-7 
PWA 53886-8 
PWA 53886-9 
PWA 53887 


PWA 53887-1 
PWA 53887-2 
PWA 53887-3 
PWA 53887-4 
PWA 53887-5 
PWA 53887-6 
PWA 53888 

PWA 53888-1 


PWA 53888-10 
PWA 53888-11 
PWA 53888-12 
PWA 53888-14 
PWA 53888-15 
PWA 53888-16 
PWA 53888-3 

PWA 53888-6 


PWA 53888-8 
PWA 53889 
PWA 53889-1 
PWA 53889-11 
PWA 53889-12 
PWA 53889-13 
PWA 53889-3 
PWA 53889-8 
PWA 53892 
PWA 53892-1 
PWA 53892-10 
PWA 53892-11 
PWA 53892-13 
PWA 53892-14 
PWA 53892-2 
PWA 53892-3 
PWA 53892-4 
PWA 53892-6 
PWA 53892-9 
PWA 53893 
PWA 53894 
PWA 53895 
PWA 53895-11 
PWA 53895-12 
PWA 53895-17 
PWA 53895-19 
PWA 53895-26 
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PWA 53895-27 
PWA 53895-28 
PWA 53895-29 
PWA 53895-31 
PWA 53895-31-5 
PWA 53895-32 
PWA 53895-33 
PWA 53895-37 
PWA 53895-38 


PWA 53895-38-12 


PWA 53895-38-8 
PWA 53895-42 
PWA 53895-42-2 
PWA 53895-42-3 
PWA 53897 
PWA 53897-2 
PWA 53898 
PWA 53898-1 
PWA 53898-3 
PWA 53899 
PWA 53899-1 
PWA 53899-2 
PWA 53899-3 
PWA 53902 
PWA 53902-1 
PWA 53916 
PWA 53916-4 
PWA 53916-6 
PWA 53917 
PWA 53917-1 
PWA 53917-2 
PWA 53917-3 
PWA 53928 
PWA 53928-1 
PWA 53928-10 
PWA 53928-11 
PWA 53928-12 
PWA 53928-14 
PWA 53928-15 
PWA 53928-16 
PWA 53928-18 
PWA 53928-2 
PWA 53928-3 
PWA 53928-4 
PWA 53928-5 
PWA 53928-8 
PWA 53929 
PWA 53929-1 
PWA 53929-10 
PWA 53929-11 
PWA 53929-14 
PWA 53929-15 
PWA 53929-16 
PWA 53929-3 
PWA 53929-4 
PWA 53929-5 
PWA 53929-6 
PWA 53929-7 
PWA 53929-8 
PWA 53931 
PWA 53931-1 
PWA 53931-2 
PWA 53934 
PWA 53934-1 
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PWA 53934-2 
PWA 53936 
PWA 53936-1 
PWA 53936-2 
PWA 53937 
PWA 53937-1 
PWA 53937-2 
PWA 54021 
PWA 54022 
PWA 54023 
PWA 54026 
PWA 54027 
PWA 54027-5 
PWA 54028 
PWA 54031 
PWA 54032 
PWA 54034 
PWA 54035 


PWA 54036 
PWA 54036-1 
PWA 54036-8 
PWA 54037 
PWA 54037-1 
PWA 54037-3 
PWA 54041 
PWA 54042 
PWA 54045 
PWA 54047 
PWA 54048 
PWA 54050 
PWA 54112 
PWA 54112-2 


PWA 54113 
PWA 54113-2 


PWA 54116 
PWA 54116-1 
PWA 54116-2 
PWA 54118 
PWA 54118-2 


PWA 54121 
PWA 54121-2 


PWA 54124 
PWA 54137 
PWA 54137-1 
PWA 54137-2 
PWA 54137-3 
PWA 54137-4 
PWA 54137-5 
PWA 54137-6 
PWA 54137-7 
PWA 54137-8 
PWA 54140 
PWA 54147 
PWA 54147-1 
PWA 54147-11 
PWA 54147-12 
PWA 54147-14 
PWA 54147-15 
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PWA 54147-16 
PWA 54147-17 
PWA 54147-19 
PWA 54147-23 
PWA 54147-26 
PWA 54147-4 
PWA 54147-6 
PWA 54147-7 


PWA 54147-9 
PWA 54149 
PWA 54150 
PWA 54150-1 
PWA 54150-3 
PWA 54150-4 
PWA 54150-6 
PWA 54155 
PWA 54204 
PWA 54204-1 
PWA 54204-3 
PWA 54205 
PWA 54205-1 
PWA 54205-2 
PWA 54206 


PWA 54207 
PWA 54207-1 
PWA 54207-2 
PWA 54216 
PWA 54216-1 
PWA 54216-2 
PWA 54225 
PWA 54226 


PWA 54226-1 
PWA 54226-4 
PWA 54233 


PWA 54258 
PWA 54258-2 
PWA 54261 
PWA 54261-2 
PWA 54272 
PWA 54272-1 
PWA 54272-10 
PWA 54272-11 
PWA 54272-2 
PWA 54272-3 
PWA 54272-4 
PWA 54272-5 
PWA 54272-6 
PWA 54272-7 
PWA 54272-8 
PWA 54272-9 
PWA 54274 
PWA 54274-1 
PWA 54274-2 
PWA 54274-3 
PWA 54274-4 
PWA 54277 


PWA 54277-2 
PWA 54281 
PWA 54282 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


Change 29 3-121 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


PWA 54283 368 - 18 PWA 54384-2 418-2 
PWA 54284 368 - 20 PWA 54384-3 418-7 
PWA 54285 368 - 15 PWA 54384-5 418 -5 
PWA 54286 368 - 21 PWA 54384-6 418-6 
PWA 54287 368 - 16 PWA 54384-7 418-9 
PWA 54288 368 - 23 PWA 54384-8 418 - 15 
PWA 54289 368 - 14 PWA 54386 553 - 1 
PWA 54297 313 - 62 PWA 54386-1 553 - 14 
PWA 54298 325 - 5 PWA 54386-10 553 - 12 
PWA 54298-2 325 - 5 PWA 54386-11 553 - 8 
325 - 5A PWA 54386-15 553 - 11 
PWA 54299 325 - 6 PWA 54386-16 553 - 5 
PWA 54299-2 325 - 6 PWA 54386-2 553 - 4 
325 - 6A PWA 54386-5 553 - 6 
PWA 54303 418A -1 PWA 54386-6 553 - 2 
PWA 54303-2 418A -1B PWA 54386-7 553 - 13 
PWA 54303-3 418A -1А PWA 54386-8 553 - 9 
PWA 54307 418A -2 PWA 54386-9 553 - 10 
PWA 54307-2 418A -2B PWA 54390 417-2 
PWA 54307-3 418A -2A PWA 54390-2 417 - 2А 
PWA 54308 324 - 12 PWA 54410 417А -41 
PWA 54308-1 324 - 14 PWA 54410-1 417А -42 
PWA 54308-2 324 - 14A PWA 54410-1-1 417A -43 
PWA 54308-3 324 - 13 PWA 54410-1-10 417A -44 
PWA 54309 319-7 PWA 54410-1-11 417А -50 
PWA 54309-1 319-9 PWA 54410-1-12 417А -49 
PWA 54309-2 319 - JA PWA 54410-1-13 417A -48 
PWA 54309-3 319-8 PWA 54410-1-3 417A -47 
PWA 54312 315-2 PWA 54410-1-4 417А -46 
PWA 54317 317 - 26 PWA 54410-2 417A -50 
PWA 54317-1 317 - 26А PWA 54411 319 -1 
PWA 54317-3 317 - 26C PWA 54411-1 319 -6 
PWA 54329 330 - 37 PWA 54411-2 319-5 
PWA 54330 317 - 26В PWA 54411-5 319-2 
PWA 54332 325 - 7 PWA 54411-6 319 - 6A 
PWA 54332-2 325 - 7 PWA 54415 417A -1 
325 - 7A PWA 54415-1 417A -2 
PWA 54334 417-1 PWA 54415-1-1 417А -3 
417-2 PWA 54415-1-11 417А -20 
PWA 54334-2 417 -1A PWA 54415-1-13 417А -16 
PWA 54345 418А -5 PWA 54415-1-15 417А -18 
PWA 54350 313C -4 PWA 54415-1-16 417A -11 
PWA 54366 325 - 1 PWA 54415-1-17 417A -6 
325 - 2 PWA 54415-1-18 417A -5 
PWA 54367 325 - 3 PWA 54415-1-19 417A -10 
PWA 54368 325 - 4 PWA 54415-1-2 417А -4 
PWA 54371 325 - 5 PWA 54415-1-20 417A -7 
PWA 54372 325 - 6 PWA 54415-1-21 417A -8 
PWA 54373 325 - 7 PWA 54415-1-22 417A -19 
PWA 54379 325 - 8 417A -15 
PWA 54379-2 325 - 8A 417A -35 
PWA 54379-3 325 - 8 PWA 54415-1-23 417A -13 
PWA 54382 350 - 2 PWA 54415-1 417A -9 
PWA 54383 321 - 31 PWA 54415-1 417А -14 
PWA 54383-2 321 - 31A PWA 54415-1 417A -12 
PWA 54384 418 - 1 PWA 54415-2 417A -20 
PWA 54384-1 418-4 PWA 54417 417А -21 
PWA 54384-10 418-14 PWA 54417-1 417А -22 
PWA 54384-11 418 - 10 PWA 54417-1-1 417А -23 
PWA 54384-12 418 - 11 PWA 54417-1-11 417А -40 
PWA 54384-13 418 - 12 PWA 54417-1-13 417А -36 
PWA 54384-14 418 - 15А PWA 54417-1-15 417А -38 
PWA 54384-15 418 - 13 PWA 54417-1-16 417А -31 
PWA 54384-16 418 - 8 PWA 54417-1-17 417А -26 
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PWA 54417-1-18 417A -25 
PWA 54417-1-19 417A -30 
PWA 54417-1-2 417A -24 
PWA 54417-1-20 417A -27 
PWA 54417-1-21 417A -28 
PWA 54417-1-22 417A -39 
PWA 54417-1-23 417A -33 
PWA 54417-1-3 417A -29 
PWA 54417-1-6 417A -34 PWA 55060-8 
PWA 54417-1-7 417A -32 PWA 55061 
PWA 54417-2 417A -40 PWA 55061-1 
PWA 54428 418 - 16 PWA 55061-2 
PWA 54428-1 418 - 17 PWA 55061-3 
PWA 54428-1-1 418 - 18 PWA 55061-4 
PWA 54428-1-11 418 - 35 PWA 55062 
PWA 54428-1-13 418 - 31 PWA 55062-2 
PWA 54428-1-15 418 - 33 PWA 55063 
PWA 54428-1-16 418 - 26 PWA 55064 
PWA 54428-1-17 418 - 21 PWA 55064-2 
PWA 54428-1-18 418 - 20 PWA 55065 
PWA 54428-1-19 418 - 25 PWA 55066 
PWA 54428-1-2 418 - 19 PWA 55066-1 
PWA 54428-1-20 418 - 22 PWA 55066-2 
PWA 54428-1-21 418 - 23 PWA 55066-3 
PWA 54428-1-22 418 - 34 PWA 55067 
418 - 30 PWA 55067-1 
3 418 - 28 PWA 55067-2 
418 - 24 PWA 55067-3 
PWA 54428- 418 - 29 PWA 55069 
PWA 54428-1 418 - 27 PWA 55069-2 
PWA 54428-2 418 - 36 PWA 55070 
PWA 54430 55A - 1 PWA 55071 
PWA 54430-1 55А - 8 PWA 55071-2 
PWA 54430-4 55А - 4 PWA 55072 
PWA 54430-5 55А - 3 PWA 55072-1 
PWA 54430-6 55А - 5 PWA 55072-2 
PWA 54430-8 55А - 8А PWA 55072-3 
PWA 54430-9 55А -2 PWA 55073 
PWA 54431 368 - 26 PWA 55073-1 
PWA 54432 368 - 25 PWA 55073-2 
PWA 54433 368 - 27 PWA 55073-3 
PWA 54435 368 - 24 PWA 55077 
PWA 54436 368 - 28 PWA 55077-1 
PWA 54436-1 368 - 29 PWA 55077-3 
PWA 54461 418A -3 PWA 55077-5 
PWA 54470 418A -16 PWA 55077-6 
PWA 54471 418A -6 PWA 55077-7 
PWA 54472 418A -7 PWA 55077-8 
PWA 54473 418A -8 PWA 55077-9 
PWA 54474 418A -9 PWA 55078 
PWA 54475 418A -10 PWA 55078-1 
PWA 54476 418A -17 PWA 55078-10 
PWA 54488 418A -4 PWA 55078-12 
PWA 54489 417 - 15 PWA 55078-13 
PWA 54543 555-7 PWA 55078-15 
PWA 54544 418-37 Р\\/А 55078-17 
PWA 54545 320-10 PWA 55078-2 
PWA 54606 417-16 PWA 55078-3 
PWA 54751 378 -5 PWA 55078-4 
PWA 54752 378 - 6 PWA 55078-5 
PWA 54834-4 418 - 3 PWA 55078-8 
PWA 55019-17 285 - 3 PWA 55078-9 
PWA 55056 148 - 1 PWA 55082 
PWA 55058 95 - 16 PWA 55082-1 


PWA 55059 
PWA 55060 
PWA 55060-10 
PWA 55060-11 
PWA 55060-12 
PWA 55060-13 
PWA 55060-5 
PWA 55060-6 
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PWA 55082-2 399 - JA 
PWA 55082-3 399 - 8 
PWA 55083 399 - 10 
PWA 55083-1 399 - 12 
PWA 55083-2 399 - 12А 
PWA 55083-3 399 - 11 
PWA 55084 399 - 13 
PWA 55084-1 399 - 15 
PWA 55084-2 399 - 15А 
PWA 55084-3 399 - 14 
PWA 55085 399 - 16 
PWA 55085-1 399 - 18 
PWA 55085-2 399 - 19 
PWA 55085-3 399 - 17 
PWA 55086 400 - 1 
PWA 55086-1 400 - 3 
PWA 55086-2 400 - ЗА 
PWA 55086-3 400 -2 
PWA 55087 400 - 4 
PWA 55087-1 400 - 6 
PWA 55087-2 400 - 6A 
PWA 55087-3 400 - 5 
PWA 55088 459 - 1 
PWA 55088-1 459 - 1G 
PWA 55088-2 459 - 1F 326 - 16 
PWA 55088-4 459 - 1E PWA 55106-12 326 - 13 
PWA 55088-6 459 - 1A PWA 55106-13 326 - 17 
PWA 55088-8 459 - 1C PWA 55106-14 326 - 10 
PWA 55088-9 459 - 18 PWA 55106-15 326 - 12 
PWA 55089 504 - 13 PWA 55106-17 326 - 19 
PWA 55090 400 - 7 PWA 55106-19 326 - 18 
PWA 55090-1 400 - 9 PWA 55106-2 326 - 2 
PWA 55090-2 400 - JA PWA 55106-3 326 - 4 
PWA 55090-3 400 - 8 PWA 55106-4 326 - 3 
PWA 55091 400 - 10 PWA 55106-5 326 - 5 
PWA 55091-1 400-12 PWA 55106-6 326 - 8 
PWA 55091-2 400 - 12А PWA 55106-7 326 - 7 
PWA 55091-3 400 - 11 PWA 55106-8 326 -9 
PWA 55092 400 - 13 PWA 55106-9 326 - 14 
PWA 55092-1 400 - 15 PWA 55110 459 -2 
PWA 55092-2 400 - 15А PWA 55110-1 459 - 2$ 
PWA 55092-3 400 - 14 PWA 55110-14 459 - 2Е 
PWA 55093 400 - 16 PWA 55110-15 459 - 20 
PWA 55093-1 400 - 18 PWA 55110-17 459 - 2В 
PWA 55093-2 400 - 19 PWA 55110-2 459 - 2H 
PWA 55093-3 400 - 17 PWA 55110-3 459 - 2P 
PWA 55094 401 - 1 PWA 55110-4 459 - 2R 
PWA 55094-1 401-3 PWA 55110-5 459 - 2Q 
PWA 55094-2 401 - ЗА PWA 55110-6 459 - 2M 
PWA 55094-3 401 -2 PWA 55110-7 459 - 2N 
PWA 55095 401 -4 PWA 55110-8 459 - 2J 
PWA 55095-1 401 -6 PWA 55111 378 - 1 
PWA 55095-2 401 - 6A PWA 55111-1 378 -4 
PWA 55095-3 401-5 PWA 55111-2 378 - 3 
PWA 55096 445 - 33 PWA 55113 140 - 4 
PWA 55096-1 445 - 39 PWA 55114 140 - 5 
PWA 55096-6 445 - 38 PWA 55115 471-4 
Р\\/А 55097 515-1 PWA 55115-2 471-4А 
PWA 55101 145-6 PWA 55116 95-17 
PWA 55101-1 145-7 PWA 55116-1 95 - 179 
PWA 55101-2 145 - 8 PWA 55116-2 95 - 17В 
PWA 55105 271А -30 PWA 55116-3 95 - 17Е 
PWA 55105-1 271А -46 PWA 55116-4 95 - 17Е 
PW PWA 55105-11 271А -48 PWA 55116-5 95 - 17Н 


PWA 55105-13 271А -39 
PWA 55105-14 271А -43 
PWA 55105-17 271A -44 
PWA 55105-2 271А -53 
PWA 55105-20 271А -33 
PWA 55105-21 271А -45 
PWA 55105-22 271А -52 
271А -40 
PWA 55105-23 271A -47 
PWA 55105-24 271А -57 
PWA 55105-25 271А -54 
PWA 55105-26 271А -55 
PWA 55105-27 271А -56 
PWA 55105-28 271А -58 
PWA 55105-3 271А -38 
PWA 55105-4 271А -36 
PWA 55105-5 271А -37 
PWA 55105-6 271А -34 
PWA 55105-7 271A -35 
PWA 55105-9 271A -50 
PWA 55106 326 - 1 
PWA 55106-1 326 - 20 
PWA 55106-10 326 - 15 
PWA 55106-11 326 - 11 
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3-124 Change 29 


PART 
NUMBER 


PWA 55116-6 
PWA 55116-7 
PWA 55116-8 
PWA 55116-9 
PWA 55119 
PWA 55120 
PWA 55122 
PWA 55122-1 
PWA 55122-2 
PWA 55122-3 
PWA 55126 
PWA 55126-1 
PWA 55126-2 
PWA 55127 
PWA 55128 
PWA 55129 
PWA 55131 
PWA 55131-2 
PWA 55131-3 
PWA 55134 
PWA 55134-3 
PWA 55148 
PWA 55148-1 
PWA 55148-2 
PWA 55148-3 
PWA 55148-4 
PWA 55148-8 
PWA 55149 
PWA 55150 
PWA 55150-1 
PWA 55150-2 
PWA 55150-3 
PWA 55150-4 
PWA 55150-5 
PWA 55150-6 
PWA 55151 
PWA 55151-1 
PWA 55151-2 
PWA 55151-2-2 
PWA 55151-3 
PWA 55152 
PWA 55152-1 
PWA 55152-2 
PWA 55152-3 
PWA 55153 
PWA 55153-1 
PWA 55153-2 
PWA 55153-2-2 
PWA 55153-3 
PWA 55154 
PWA 55154-1 
PWA 55154-2 
PWA 55154-3 
PWA 55154-4 
PWA 55154-5 
PWA 55154-6 
PWA 55156 
PWA 55156-1 
PWA 55156-10 
PWA 55156-2 
PWA 55156-3 
PWA 55156-4 
PWA 55156-5 
PWA 55157 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55157-1 
PWA 55157-2 
PWA 55157-3 
PWA 55157-4 
PWA 55160 
PWA 55163 
PWA 55163-1 
PWA 55163-2 
PWA 55163-3 
PWA 55165 
PWA 55165-1 
PWA 55166 
PWA 55166-1 
PWA 55167 
PWA 55167-1 
PWA 55167-5 
PWA 55167-6 
PWA 55167-7 
PWA 55169 
PWA 55169-1 
PWA 55169-2 
PWA 55169-3 
PWA 55170 
PWA 55170-1 
PWA 55170-2 
PWA 55170-3 
PWA 55170-4 
PWA 55170-5 
PWA 55171 
PWA 55171-1 
PWA 55171-10 
PWA 55171-12 
PWA 55171-14 
PWA 55171-15 
PWA 55171-2 
PWA 55171-4 
PWA 55171-5 
PWA 55171-7 
PWA 55171-8 
PWA 55172 
PWA 55172-1 
PWA 55172-10 
PWA 55172-11 
PWA 55172-13 
PWA 55172-14 
PWA 55172-15 
PWA 55172-16 
PWA 55172-17 
PWA 55172-4 
PWA 55172-5 
PWA 55172-7 
PWA 55175 
PWA 55175-1 
PWA 55175-2 
PWA 55175-4 
PWA 55175-5 
PWA 55175-6 
PWA 55176 
PWA 55176-1 
PWA 55176-2 
PWA 55177 
PWA 55177-10 
PWA 55177-12 
PWA 55177-13 
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FIGURE 
& INDEX 
NUMBER 


47 - 24E 
47 - 24C 
47 - 240 
47 - 24А 
145 - 4 
428 -2 
428 - 5 
428 - 3 
428 - 4 
593 - 1 
593 - 1В 
593 - 14 
593 - 14В 
593 - 15 
593 - 15Е 
593 - 15С 
593 - 150 
593 - 15А 
157 - 27 
157 - 27А 
157 - 27В 
157 - 27С 
459 - 3 
459 - 9 
459 - 10 
459 - 7 
459 - 6 
459 - 8 
557 - 1 
557 - 16 
557 - 14 
557 - 15 
557 - 4 
557 - 6 
557 - 17 
557 - 7 
557 - 12 


Change 29 
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T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


PWA 55177-3 95 - 27 PWA 55200-13 
PWA 55177-4 95 - 31 PWA 55200-14 
PWA 55177-6 95 - 32 PWA 55200-17 
PWA 55177-7 95 - 33 PWA 55200-2 
PWA 55177-8 95 - 22 PWA 55200-25 
PWA 55177-9 95 - 24 PWA 55200-26 
PWA 55178 96 - 1 PWA 55200-28 
PWA 55179 257 -9 PWA 55200-3 
PWA 55180 503 - 3 PWA 55200-6 
PWA 55180-1 503 - ЗЕ PWA 55200-7 
PWA 55180-2 503 - 3B PWA 55200-8 
PWA 55180-4 503 - 3D PWA 55209 
PWA 55180-5 503 - 3C PWA 55209-1 
PWA 55181 503 - 4 PWA 55209-2 
PWA 55181-1 503 - 4E PWA 55209-3 
PWA 55181-2 503 - 4B PWA 55209-4 
PWA 55181-4 503 - 40 PWA 55209-5 
PWA 55181-5 503 - 4C PWA 55222 
PWA 55183 257 -2 PWA 55222-1 
PWA 55183-1 257-8 PWA 55222-3 
PWA 55183-2 257-7 PWA 55222-4 
PWA 55183-3 257-4 PWA 55222-5 
Р\\/А 55183-4 257-6 PWA 55222-6 
PWA 55184 257-1 PWA 55222-8 
PWA 55184-1 257-1С PWA 55223 
PWA 55185 459-27 Р\\/А 55223-1 
457-99 PWA 55223-10 
Р\\/А 55185-1 459 - 30 PWA 55223-11 
PWA 55185-5 459 - 32 PWA 55223-12 
PWA 55185-6 459 - 33 PWA 55223-13 
PWA 55185-7 459 - 34 PWA 55223-14 
PWA 55185-8 459 - 35 PWA 55223-16 
PWA 55186 99-3 PWA 55223-17 
PWA 55186-1 99-5 PWA 55223-18 
PWA 55190 371 - 14 PWA 55223-19 
PWA 55190-9 240 - 19 PWA 55223-2 
371 - 32 PWA 55223-22 
PWA 55191 459 - 11 PWA 55223-23 
461 - 44 PWA 55223-26 
PWA 55191-4 459 - 15 PWA 55223-6 
PWA 55191-5 459 - 14 PWA 55223-7 
PWA 55191-6 459 - 12 PWA 55223-8 
PWA 55191-7 459 - 16 PWA 55226 
PWA 55191-8 459 - 13 
PWA 55192 371 - 15 PWA 55227 
PWA 55192-2 371 - 19 PWA 55227-1 
PWA 55192-3 371 PWA 55227-2 
PWA 55192-5 371 PWA 55227-3 
PWA 55192-6 371 PWA 55227-4 
PWA 55193 371 PWA 55227-5 
PWA 55193-1 371 PWA 55228 
PWA 55195 371 PWA 55239 
PWA 55197 371 
PWA 55197-2 371 
PWA 55197-4 371 
PWA 55198 371 
PWA 55198-1 371 
PWA 55198-2 371 
PWA 55199 231 
PWA 55199-1 231 - 23F 
PWA 55199-4 231 - 23E 
PWA 55200 296 - 1 PWA 55243-1 
PWA 55200-1 296 - 29 PWA 55243-3 
PW PWA 55200-10 296 - 22 PWA 55243-4 
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PWA 55239-1 
PWA 55239-4 
PWA 55241 


PWA 55241-2 
PWA 55241-3 
PWA 55241-4 
PWA 55243 
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T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


PWA 55245 
PWA 55245-1 
PWA 55245-12 
PWA 55245-13 
PWA 55245-14 
PWA 55245-2 
PWA 55245-21 
PWA 55245-22 
PWA 55245-23 
PWA 55245-25 
PWA 55245-26 
PWA 55245-27 
PWA 55245-28 
PWA 55245-33 
PWA 55245-34 
PWA 55245-35 
PWA 55245-36 
PWA 55245-39 
PWA 55245-41 
PWA 55245-42 
PWA 55245-43 
PWA 55245-46 
PWA 55245-47 
PWA 55245-49 
PWA 55245-5 
PWA 55245-50 
PWA 55245-51 
PWA 55245-52 
PWA 55245-53 
PWA 55245-55 
PWA 55245-56 
PWA 55245-57 
PWA 55245-58 
PWA 55245-61 
PWA 55245-62 
PWA 55245-64 
PWA 55245-65 
PWA 55245-66 
PWA 55245-68 
PWA 55245-69 
PWA 55245-7 
PWA 55245-70 
PWA 55245-71 
PWA 55245-72 
PWA 55245-73 
PWA 55245-8 
PWA 55245-9 
PWA 55246 
PWA 55246-1 
PWA 55246-10 
PWA 55246-12 
PWA 55246-17 
PWA 55246-18 
PWA 55246-22 
PWA 55246-23 
PWA 55246-24 
PWA 55246-30 
PWA 55246-32 
PWA 55246-33 
PWA 55246-35 
PWA 55246-36 
PWA 55246-38 
PWA 55246-39 
PWA 55246-4 
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PWA 55246-40 
PWA 55246-41 
PWA 55246-5 
PWA 55246-6 
PWA 55246-7 
PWA 55246-9 
PWA 55248 
PWA 55248-1 
PWA 55248-3 
PWA 55248-5 
PWA 55250 
PWA 55250-2 
PWA 55255 
PWA 55260 
PWA 55260-1 
PWA 55260-2 
PWA 55260-3 
PWA 55260-5 
PWA 55260-6 
PWA 55260-8 
PWA 55260-9 
PWA 55261 
PWA 55261-1 
PWA 55261-12 
PWA 55261-13 
PWA 55261-9 
PWA 55262 
PWA 55263 
PWA 55263-2 
PWA 55264 
PWA 55265 
PWA 55265-1 
PWA 55265-4 
PWA 55265-5 
PWA 55267 
PWA 55267-1 
PWA 55267-3 
PWA 55267-4 
PWA 55267-5 
PWA 55268 
PWA 55270 
PWA 55271 
PWA 55271-1 
PWA 55271-10 
PWA 55271-11 
PWA 55271-2 
PWA 55271-3 
PWA 55271-4 
PWA 55271-6 
PWA 55271-8 
PWA 55271-9 
PWA 55272 
PWA 55273 
PWA 55273-1 
PWA 55273-2 
PWA 55273-4 
PWA 55274 
PWA 55274-11 
PWA 55274-12 
PWA 55274-13 
PWA 55274-14 
PWA 55274-15 
PWA 55274-16 
PWA 55274-18 


Change 29 
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T.O. 2J-F100-94 


PART 
NUMBER 


PWA 55274-19 
PWA 55274-21 
PWA 55274-22 
PWA 55274-23 
PWA 55274-24 
PWA 55274-25 
PWA 55274-26 
PWA 55274-27 
PWA 55274-28 
PWA 55274-3 
PWA 55274-4 
PWA 55274-6 
PWA 55274-7 
PWA 55274-8 
PWA 55274-9 
PWA 55275 
PWA 55275-1 
PWA 55275-3 
PWA 55275-4 
PWA 55275-5 
PWA 55275-8 
PWA 55276 


PWA 55276-1 
PWA 55276-10 
PWA 55276-11 
PWA 55276-2 
PWA 55276-4 
PWA 55276-5 
PWA 55276-7 
PWA 55276-8 
PWA 55276-9 
PWA 55278 
PWA 55278-4 
PWA 55278-5 
PWA 55280 
PWA 55280-1 
PWA 55280-10 
PWA 55280-12 
PWA 55280-14 
PWA 55280-15 
PWA 55280-19 
PWA 55280-2 
PWA 55280-20 
PWA 55280-21 
PWA 55280-23 
PWA 55280-24 
PWA 55280-25 
PWA 55280-26 
PWA 55280-27 
PWA 55280-29 
PWA 55280-3 
PWA 55280-32 
PWA 55280-4 
PWA 55280-5 
PWA 55280-6 
PWA 55280-7 
PWA 55280-8 
PWA 55280-9 
PWA 55281 
PWA 55281-1 
PWA 55281-10 


PW PWA 55281-11 
PW PWA 55281-12 
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PWA 55281-2 
PWA 55281-3 
PWA 55281-4 
PWA 55281-5 
PWA 55281-6 
PWA 55281-7 
PWA 55285 
PWA 55285-15 
PWA 55285-18 
PWA 55285-19 
PWA 55285-24 
PWA 55285-32 
PWA 55285-35 
PWA 55285-36 
PWA 55285-40 
PWA 55285-41 
PWA 55285-42 
PWA 55285-43 
PWA 55285-51 
PWA 55285-53 
PWA 55285-54 
PWA 55285-58 
PWA 55285-59 
PWA 55285-60 
PWA 55285-61 
PWA 55285-62 
PWA 55285-63 
PWA 55285-64 
PWA 55285-65 
PWA 55285-66 
PWA 55285-67 
PWA 55285-68 
PWA 55285-69 
PWA 55285-7 
PWA 55285-70 
PWA 55285-71 
PWA 55285-72 
PWA 55285-73 
PWA 55285-75 
PWA 55285-76 
PWA 55285-77 
PWA 55285-78 
PWA 55285-79 
PWA 55285-80 
PWA 55285-81 
PWA 55285-82 
PWA 55285-83 
PWA 55285-84 
PWA 55285-87 
PWA 55285-90 
PWA 55285-91 
PWA 55289 
PWA 55289-1 
PWA 55289-2 
PWA 55289-5 
PWA 55289-9 
PWA 55290 
PWA 55290-1 
PWA 55290-2 
PWA 55290-5 
PWA 55293 
PWA 55295 


PWA 55303 
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PWA 55303-1 
PWA 55303-2 
PWA 55303-3 
PWA 55304 
PWA 55304-1 
PWA 55304-11 
PWA 55304-2 
PWA 55304-3 
PWA 55304-4 
PWA 55304-5 
PWA 55304-6 
PWA 55304-7 
PWA 55304-9 
PWA 55306 
PWA 55306-1 
PWA 55306-2 
PWA 55306-4 
PWA 55307 
PWA 55307-1 
PWA 55307-10 
PWA 55307-2 
PWA 55307-7 
PWA 55307-8 
PWA 55308 
PWA 55310 
PWA 55310-1 
PWA 55310-3 
PWA 55310-4 
PWA 55310-6 
PWA 55310-7 
PWA 55310-9 
PWA 55311 
PWA 55311-1 
PWA 55311-2 
PWA 55312 
PWA 55312-1 
PWA 55312-10 
PWA 55312-11 
PWA 55312-12 
PWA 55312-14 
PWA 55312-15 
PWA 55312-16 
PWA 55312-17 
PWA 55312-2 
PWA 55312-4 
PWA 55312-5 
PWA 55312-6 
PWA 55312-9 
PWA 55320 
PWA 55320-10 
PWA 55320-11 
PWA 55320-12 
PWA 55320-14 
PWA 55320-15 
PWA 55320-2 
PWA 55320-3 
PWA 55320-4 
PWA 55320-6 
PWA 55320-7 
PWA 55321 


PWA 55322 


PWA 55323 
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PWA 55324 


PWA 55325 
PWA 55325-1 
PWA 55325-2 
PWA 55325-3 
PWA 55325-4 
PWA 55325-5 
PWA 55325-6 
PWA 55325-7 
PWA 55331 
PWA 55331-1 
PWA 55331-11 
PWA 55331-3 
PWA 55331-4 
PWA 55331-5 
PWA 55331-9 
PWA 55332 
PWA 55332-1 
PWA 55332-4 
PWA 55332-6 
PWA 55332-7 
PWA 55335 
PWA 55335-1 
PWA 55335-10 
PWA 55335-12 
PWA 55335-13 
PWA 55335-16 
PWA 55335-18 
PWA 55335-2 
PWA 55335-25 
PWA 55335-26 
PWA 55335-27 
PWA 55335-28 
PWA 55335-29 
PWA 55335-31 
PWA 55335-32 
PWA 55335-33 
PWA 55335-34 
PWA 55335-35 
PWA 55335-36 
PWA 55335-37 
PWA 55335-39 
PWA 55335-4 
PWA 55335-40 
PWA 55335-41 
PWA 55335-43 
PWA 55335-44 
PWA 55335-46 
PWA 55335-49 
PWA 55335-5 
PWA 55335-50 
PWA 55335-51 
PWA 55335-55 
PWA 55335-57 
PWA 55335-6 
PWA 55335-60 
PWA 55335-61 
PWA 55335-62 
PWA 55335-64 
PWA 55335-65 
PWA 55335-68 
PWA 55335-69 
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T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


PWA 55335-8 264 - 8 PWA 55378-22 
PWA 55336 263 - 62 PWA 55378-23 
PWA 55336-1 263 - 81 PWA 55378-24 
PWA 55336-10 263 - 73 PWA 55378-25 
PWA 55336-11 263 - 68 PWA 55378-26 
PWA 55336-12 263 - 66 PWA 55378-27 
PWA 55336-13 263 - 65 PWA 55378-28 
PWA 55336-14 263 - 64 PWA 55378-29 
PWA 55336-16 263 - 69 PWA 55378-30 
PWA 55336-19 263 - 71 PWA 55378-5 
PWA 55336-2 263 - 80 PWA 55378-6 
PWA 55336-6 263 - 76 PWA 55378-7 
PWA 55336-7 263 - 74 PWA 55378-8 
PWA 55336-8 263 - 75 PWA 55378-9 
PWA 55338 120 - 4 PWA 55379 
PWA 55343 509 - 35 PWA 55379-1 
PWA 55343-1 509 - 47 PWA 55379-2 
PWA 55343-10 509 - 36 PWA 55379-5 
PWA 55343-11 509 - 39 PWA 55380 
PWA 55343-12 509 - 38 PWA 55380-1 
PWA 55343-3 509 - 44 PWA 55380-2 
PWA 55343-4 509 - 41 PWA 55380-3 
PWA 55343-5 509 - 40 PWA 55380-4 
PWA 55343-6 509 - 46 PWA 55380-5 
PWA 55343-7 509 - 43 PWA 55381 
PWA 55343-8 509 - 42 PWA 55381-1 
PWA 55343-9 509 - 37 PWA 55381-2 
PWA 55359 256 - 15 PWA 55382 
PWA 55359-1 256 - 23 PWA 55382-1 
PWA 55359-2 256 - 18 PWA 55382-10 
PWA 55359-3 256 - 17 PWA 55382-11 
PWA 55359-4 256 - 16 PWA 55382-12 
PWA 55359-5 256 - 21 PWA 55382-13 
PWA 55359-6 256 - 19 PWA 55382-14 
PWA 55359-7 256 - 20 PWA 55382-15 
PWA 55359-8 256 - 22 PWA 55382-16 
PWA 55362 402 - 4 PWA 55382-17 
PWA 55366 120-5 Р\\/А 55382-18 
Р\\/А 55366-1 120-14 Р\\/А 55382-2 
Р\\/А 55366-3 120-13 Р\\/А 55382-20 
Р\\/А 55366-5 120-12 PWA 55382-22 
Р\\/А 55366-7 120-7 PWA 55382-3 
Р\\/А 55366-8 120-8 Р\\/А 55382-5 
Р\\/А 55367 120-15 PWA 55382-9 
Р\\/А 55367-1 120 - 21 PWA 55383 
PWA 55367-2 120 - 20 PWA 55383-1 
PWA 55367-3 120 - 19 PWA 55383-10 
PWA 55367-4 120 - 18 PWA 55383-11 
PWA 55367-5 120 - 16 PWA 55383-2 
PWA 55367-6 120 - 17 PWA 55383-4 
PWA 55367-7 120 - 21В 1 PWA 55383-6 
PWA 55367-8 120 - 21А PWA 55383-9 
PWA 55368 65 - 4 PWA 55384 
PWA 55376 594 - 1 PWA 55385 
PWA 55378 148 - 42 PWA 55386 
PWA 55378-1 148 - 72 PWA 55386-1 
PWA 55378-11 148 - 52 PWA 55386-2 
PWA 55378-13 148 - 54 PWA 55386-3 
PWA 55378-15 148 - 69 PWA 55386-4 
PWA 55378-16 148 - 66 PWA 55386-5 
PWA 55378-18 148 - 67 PWA 55389 
PWA 55378-2 148 - 45 PWA 55390 
PWA 55378-20 148 - 60 PWA 55390-1 
PWA 55378-21 148 - 62 PWA 55390-2 
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3-130 Change 29 


PART 
NUMBER 


PWA 55390-5 
PWA 55390-7 
PWA 55390-8 
PWA 55390-9 
PWA 55391 
PWA 55392 
PWA 55392-1 
PWA 55392-2 
PWA 55392-4 
PWA 55392-6 
PWA 55392-8 
PWA 55392-9 
PWA 55393 
PWA 55394 
PWA 55395 
PWA 55395-1 
PWA 55395-10 
PWA 55395-11 
PWA 55395-12 
PWA 55395-14 
PWA 55395-15 
PWA 55395-16 
PWA 55395-17 
PWA 55395-2 
PWA 55395-3 
PWA 55395-4 
PWA 55395-5 
PWA 55395-6 
PWA 55395-7 
PWA 55395-8 
PWA 55395-9 
PWA 55396 
PWA 55396-1 
PWA 55396-10 
PWA 55396-11 
PWA 55396-2 
PWA 55396-3 
PWA 55396-4 
PWA 55396-5 
PWA 55396-6 
PWA 55396-7 
PWA 55396-8 
PWA 55396-9 
PWA 55397 
PWA 55397-1 
PWA 55397-3 
PWA 55397-4 
PWA 55397-5 
PWA 55397-7 
PWA 55397-9 
PWA 55398 
PWA 55399 
PWA 55400 
PWA 55400-1 
PWA 55400-2 
PWA 55400-3 
PWA 55400-4 
PWA 55400-5 
PWA 55400-6 
PWA 55401 
PWA 55401-1 
PWA 55401-2 
PWA 55402 
PWA 55402-1 
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PWA 55402-2 
PWA 55403 
PWA 55403-1 
PWA 55406 
PWA 55407 
PWA 55407-1 
PWA 55407-10 
PWA 55407-11 
PWA 55407-12 
PWA 55407-14 
PWA 55407-18 
PWA 55407-19 
PWA 55407-2 
PWA 55407-20 
PWA 55407-21 
PWA 55407-22 
PWA 55407-3 
PWA 55407-4 
PWA 55407-6 
PWA 55407-7 
PWA 55407-8 
PWA 55407-9 
PWA 55408 
PWA 55408-1 
PWA 55411 
PWA 55412 
PWA 55412-1 
PWA 55412-10 
PWA 55412-11 
PWA 55412-12 
PWA 55412-13 
PWA 55412-14 
PWA 55412-3 
PWA 55412-4 
PWA 55412-5 
PWA 55412-6 
PWA 55412-7 
PWA 55412-9 
PWA 55419 
PWA 55419-1 
PWA 55419-3 
PWA 55422 
PWA 55422-1 
PWA 55422-10 
PWA 55422-2 
PWA 55422-3 
PWA 55422-4 
PWA 55422-5 
PWA 55422-6 
PWA 55422-7 
PWA 55422-8 
PWA 55423 
PWA 55423-1 
PWA 55423-2 
PWA 55424 
PWA 55425 
PWA 55425-1 
PWA 55425-3 
PWA 55426 
PWA 55426-1 
PWA 55426-2 
PWA 55426-3 
PWA 55426-4 
PWA 55427 
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PART 
NUMBER 


PWA 55427-1 
PWA 55427-3 
PWA 55428 
PWA 55428-1 
PWA 55428-3 
PWA 55428-4 
PWA 55428-5 
PWA 55429 
PWA 55429-9 
PWA 55430 
PWA 55430-1 
PWA 55430-2 
PWA 55430-3 
PWA 55430-4 
PWA 55431 
PWA 55431-1 
PWA 55431-2 
PWA 55432 
PWA 55432-1 
PWA 55432-2 
PWA 55433 
PWA 55433-1 
PWA 55433-3 
PWA 55433-5 
PWA 55434 
PWA 55434-1 
PWA 55434-12 
PWA 55434-2 
PWA 55434-3 
PWA 55434-4 
PWA 55434-5 
PWA 55434-7 
PWA 55434-9 
PWA 55436 
PWA 55436-1 
PWA 55436-2 
PWA 55439 


PWA 55439-1 
PWA 55439-10 
PWA 55439-11 
PWA 55439-13 
PWA 55439-14 
PWA 55439-2 
PWA 55439-3 
PWA 55439-4 
PWA 55439-5 
PWA 55439-6 
PWA 55439-7 
PWA 55440 
PWA 55440-1 
PWA 55440-2 
PWA 55440-3 
PWA 55440-4 
PWA 55440-5 
PWA 55440-6 
PWA 55440-7 
PWA 55440-8 
PWA 55440-9 
PWA 55441 
PWA 55442 
PWA 55442-1 
PWA 55442-10 
PWA 55442-11 


Change 29 


FIGURE 
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NUMBER 
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A må å å 
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1 
1 
1 
6 
6 
6 


PART 
NUMBER 


PWA 55442-5 


PWA 55442-6 
PWA 55442-8 
PWA 55442-9 
PWA 55443 
PWA 55443-1 
PWA 55443-10 
PWA 55443-12 
PWA 55443-4 
PWA 55443-5 


PWA 55443-8 
PWA 55443-9 
PWA 55444 
PWA 55444-1 
PWA 55444-10 
PWA 55444-11 
PWA 55444-12 
PWA 55444-5 


PWA 55444-6 
PWA 55444-8 
PWA 55444-9 
PWA 55445 
PWA 55445-1 
PWA 55445-10 
PWA 55445-11 
PWA 55445-12 
PWA 55445-2 
PWA 55445-3 


PWA 55445-4 
PWA 55445-9 
PWA 55446 
PWA 55446-1 
PWA 55446-10 
PWA 55446-11 
PWA 55446-12 
PWA 55446-2 


PWA 55446-3 
PWA 55446-4 
PWA 55446-5 
PWA 55447 


PWA 55447-1 
PWA 55447-10 
PWA 55447-11 
PWA 55447-12 
PWA 55447-4 
PWA 55447-5 


PWA 55447-6 
PWA 55447-9 
PWA 55448 


PWA 55448-1 
PWA 55448-10 
PWA 55448-11 
PWA 55448-4 
PWA 55448-5 


PWA 55448-6 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PW PWA 55448-8 


PWA 55448-9 
PWA 55449 
PWA 55449-1 
PWA 55449-2 
PWA 55449-3 
PWA 55450 
PWA 55450-1 
PWA 55450-3 
PWA 55450-5 
PWA 55450-6 
PWA 55451 
PWA 55452 
PWA 55453 
PWA 55454 
PWA 55455 
PWA 55455-1 
PWA 55455-2 
PWA 55455-3 
PWA 55456 
PWA 55457 
PWA 55457-1 
PWA 55457-2 
PWA 55458 
PWA 55460 
PWA 55460-1 
PWA 55460-10 


PWA 55460-10-1 
PWA 55460-10-2 


PWA 55460-11 
PWA 55460-12 
PWA 55460-2 
PWA 55460-4 
PWA 55460-6 
PWA 55491 
PWA 55491-3 
PWA 55491-6 
PWA 55491-7 
PWA 55496 
PWA 55497 
PWA 55499 
PWA 55502 
PWA 55503 
PWA 55505 


PWA 55505-10 
PWA 55505-20 
PWA 55505-23 
PWA 55505-24 
PWA 55505-25 
PWA 55505-27 
PWA 55505-28 
PWA 55505-29 
PWA 55505-3 
PWA 55505-30 
PWA 55505-31 
PWA 55509 
PWA 55509-1 
PWA 55509-2 
PWA 55510 
PWA 55511 
PWA 55511-1 
PWA 55511-2 
PWA 55512 


FIGURE 
& INDEX 
NUMBER 


39 - 43A 
39 - 41А 
428 - 6 
428 - 7B 
428 - 7 
428 - ТА 
231 - 24 
231 - 32 
231 - 26 
231 - 30 
231 - 29 
141 - 2 
141-3 
142 - 1 
481 - 24 
510 - 14 
510 - 140 
510 - 14С 
510 - 14B 
558 - 1 
392-3 
392-5 
392-4 
117-6 
551-10 
551 - 21 
551 - 12 
551 - 12A 
551 - 12B 
551 - 11 
551 - 18 
551 - 16 
551 - 17 
551 - 15 
247 - 4 
247 - 5 
247 - 8 
247 - 9 
97 - 1 
97-2 
97-3 
97-4 
97-5 
42-1 
43-13 
42-10 
42-12 


N — 


Са... аа å а [NO ~ 
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PART 
NUMBER 


PWA 55512-1 
PWA 55512-2 
PWA 55516 
PWA 55516-1 
PWA 55516-10 
PWA 55516-12 
PWA 55516-13 
PWA 55516-2 
PWA 55516-6 
PWA 55516-8 
PWA 55516-9 
PWA 55517 


PWA 55517-1 
PWA 55517-2 
PWA 55517-3 
PWA 55517-5 
PWA 55517-6 
PWA 55518 
PWA 55518-1 
PWA 55518-3 
PWA 55518-6 
PWA 55518-7 
PWA 55519 
PWA 55519-1 
PWA 55519-2 
PWA 55519-3 
PWA 55519-5 
PWA 55520 
PWA 55527 
PWA 55527-1 
PWA 55527-10 
PWA 55527-2 
PWA 55527-3 
PWA 55527-4 
PWA 55527-5 
PWA 55527-6 
PWA 55527-9 
PWA 55535 
PWA 55535-1 
PWA 55535-2 
PWA 55535-4 
PWA 55535-5 
PWA 55536 
PWA 55536-1 
PWA 55537 
PWA 55537-1 
PWA 55537-2 
PWA 55537-3 
PWA 55537-4 
PWA 55537-5 
PWA 55537-6 
PWA 55537-7 
PWA 55537-8 
PWA 55537-9 
PWA 55539 
PWA 55540 
PWA 55540-1 
PWA 55540-2 
PWA 55540-3 
PWA 55541 
PWA 55541-1 
PWA 55541-2 
PWA 55543 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


284-3 
284-2 
267-28 
267-38 
267-37 
267-33 
267 - 34 
267 - 32 
267 - 35 
267 - 36 
267 - 30 
460 - 19 
460 - 35 
460 - 25 
460 - 24 
460 - 23 
460 - 20 
460 - 21 
268 - 1 
268 - 9 
268 - 7 
268 - 4 
268 - 8 
120 - 22 
120 - 26 
120 - 25 
120 - 24 
120 - 27 
268 - 14 
288 -2 
288 - 11 
288 - 11А 
288 - 9 
288 - 8 
288 - 6 
288 - 7 
288 - 5 
288 - 10 
433 - 14 
433 - 16 
433 - 17 
433 - 18 
433 - 19 
144 - 8 
144 - 8А 
288 - 12 
288 - 29 
288 - 28 
288 - 16 
288 - 19 
288 - 17 
288 - 22 
288 - 23 
288 - 13 
288 - 14 
142-2 
268-10 
268-13 
268-12 
268 - 11 
380 - 8 
380 - 10 
380 - 9 
460 - 27 


Change 29 
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3-133 


3-134 


T.O. 2J-F100-94 


PART 
NUMBER 


PWA 55543-1 
PWA 55543-2 
PWA 55543-3 
PWA 55543-6 
PWA 55543-7 
PWA 55544 

PWA 55544-1 
PWA 55544-3 
PWA 55544-4 
PWA 55546 

PWA 55546-1 
PWA 55546-2 
PWA 55547 

PWA 55547-1 
PWA 55547-2 
PWA 55548 

PWA 55548-1 
PWA 55548-5 
PWA 55548-6 
PWA 55550 

PWA 55550-1 
PWA 55550-2 
PWA 55550-3 
PWA 55550-4 
PWA 55550-5 
PWA 55550-8 


PWA 55555 


PWA 55555-1 
PWA 55555-2 
PWA 55555-3 
PWA 55558 
PWA 55558-1 
PWA 55558-2 
PWA 55558-3 
PWA 55558-5 
PWA 55560 
PWA 55562 
PWA 55563 
PWA 55563-1 
PWA 55563-10 
PWA 55563-2 
PWA 55563-3 
PWA 55563-4 
PWA 55563-5 
PWA 55563-8 
PWA 55563-9 
PWA 55564 
PWA 55564-1 
PWA 55564-10 
PWA 55564-12 
PWA 55564-2 
PWA 55564-3 
PWA 55564-5 
PWA 55564-7 
PWA 55564-8 
PWA 55564-9 
PWA 55565 
PWA 55568 
PWA 55568-1 
PWA 55568-10 
PWA 55568-12 
PWA 55568-13 


Change 29 
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РАВТ 
NUMBER 


PWA 55568-14 
PWA 55568-2 
PWA 55568-3 
PWA 55568-4 
PWA 55568-5 
PWA 55568-6 
PWA 55568-7 
PWA 55570 
PWA 55570-1 
PWA 55570-2 
PWA 55570-3 
PWA 55570-4 
PWA 55570-7 
PWA 55570-8 
PWA 55570-9 


PWA 55573 


PWA 55573-1 
PWA 55573-2 
PWA 55573-5 
PWA 55577 
PWA 55577-1 
PWA 55577-2 
PWA 55578 
PWA 55578-10 
PWA 55578-11 
PWA 55578-3 
PWA 55578-4 
PWA 55578-6 
PWA 55579 
PWA 55582 
PWA 55582-1 
PWA 55582-2 
PWA 55582-3 
PWA 55582-4 
PWA 55582-5 
PWA 55583 
PWA 55584 
PWA 55584-1 
PWA 55584-4 
PWA 55585 
PWA 55586 
PWA 55586-1 
PWA 55586-2 
PWA 55586-5 
PWA 55586-6 
PWA 55586-8 
PWA 55586-9 
PWA 55588 
PWA 55588-12 
PWA 55588-13 
PWA 55588-15 
PWA 55588-16 
PWA 55588-19 
PWA 55588-20 
PWA 55588-21 
PWA 55588-22 
PWA 55588-23 
PWA 55588-4 
PWA 55588-5 
PWA 55588-6 
PWA 55588-7 
PWA 55588-8 


FIGURE 
& INDEX 
NUMBER 
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FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


PWA 55588-9 
PWA 55589 
PWA 55589-1 
PWA 55589-3 
PWA 55589-4 
PWA 55589-5 
PWA 55589-6 
PWA 55590 
PWA 55592 
PWA 55592-1 
PWA 55592-2 
PWA 55592-4 
PWA 55593 
PWA 55593-3 
PWA 55593-5 
PWA 55594 
PWA 55594-1 
PWA 55594-2 
PWA 55594-3 
PWA 55598 
PWA 55598-10 
PWA 55598-11 
PWA 55598-12 
PWA 55598-2 
PWA 55598-5 
PWA 55598-6 
PWA 55598-7 
PWA 55598-8 
PWA 55601 
PWA 55601-1 
PWA 55601-11 
PWA 55601-12 
PWA 55601-15 
PWA 55601-16 
PWA 55601-2 
PWA 55601-3 
PWA 55603 
PWA 55603-1 
PWA 55603-10 
PWA 55603-11 
PWA 55603-14 
PWA 55603-15 
PWA 55603-17 
PWA 55603-2 
PWA 55603-4 
PWA 55603-7 
PWA 55603-8 
PWA 55604 
PWA 55606 
PWA 55606-2 
PWA 55606-3 
PWA 55606-4 
PWA 55608 
PWA 55608-1 
PWA 55608-2 
PWA 55608-3 
PWA 55609 
PWA 55609-1 
PWA 55609-2 
PWA 55610 
PWA 55610-1 
PWA 55610-2 
PWA 55610-3 
PWA 55611 


PWA 55611-1 
PWA 55611-11 
PWA 55611-12 
PWA 55611-15 
PWA 55611-16 
PWA 55611-17 
PWA 55611-18 
PWA 55611-19 
PWA 55611-20 
PWA 55611-3 
PWA 55611-6 
PWA 55611-7 
PWA 55611-9 
PWA 55612 
PWA 55612-1 
PWA 55612-10 
PWA 55612-11 
PWA 55612-12 
PWA 55612-13 
PWA 55612-15 
PWA 55612-17 
PWA 55612-2 
PWA 55612-7 
PWA 55612-8 
PWA 55613 
PWA 55613-1 
PWA 55613-10 
PWA 55613-11 
PWA 55613-12 
PWA 55613-3 
PWA 55613-4 
PWA 55613-5 
PWA 55613-7 
PWA 55613-8 
PWA 55614 
PWA 55614-1 
PWA 55614-10 
PWA 55614-11 
PWA 55614-12 
PWA 55614-14 
PWA 55614-16 
PWA 55614-17 
PWA 55614-2 
PWA 55614-7 
PWA 55614-8 
PWA 55615 
PWA 55615-1 
PWA 55615-11 
PWA 55615-12 
PWA 55615-13 
PWA 55615-15 
PWA 55615-17 
PWA 55615-18 
PWA 55615-2 
PWA 55615-7 
PWA 55615-8 
PWA 55616 
PWA 55616-1 
PWA 55616-10 
PWA 55616-11 
PWA 55616-17 
PWA 55616-18 
PWA 55616-2 
PWA 55616-20 


300A -3E 
300A -3D 
300A -3M 
300A -3N 
300A -3Q 
272 - 1 

272 - 22 
272 - 16 
272 - 15 
272 - 10 
272-5 

272-7 

272 - 11 


Change 29 
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3-136 
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PART 
NUMBER 


PWA 55616-3 
PWA 55616-4 
PWA 55616-5 
PWA 55616-6 
PWA 55616-7 
PWA 55616-8 
PWA 55616-9 
PWA 55617 
PWA 55617-1 
PWA 55617-13 
PWA 55617-15 
PWA 55617-16 
PWA 55617-17 
PWA 55617-19 
PWA 55617-2 
PWA 55617-7 
PWA 55617-8 
PWA 55617-9 
PWA 55618 
PWA 55618-1 
PWA 55618-10 
PWA 55618-11 
PWA 55618-2 
PWA 55618-3 
PWA 55618-5 
PWA 55618-6 
PWA 55618-8 
PWA 55618-9 
PWA 55620 
PWA 55620-1 
PWA 55620-2 
PWA 55620-4 
PWA 55622 
PWA 55622-1 
PWA 55622-2 
PWA 55622-3 
PWA 55624 
PWA 55626 
PWA 55626-1 
PWA 55626-10 
PWA 55626-11 
PWA 55626-2 
PWA 55626-6 
PWA 55626-7 
PWA 55626-8 
PWA 55627 
PWA 55627-1 
PWA 55627-10 
PWA 55627-11 
PWA 55627-2 
PWA 55627-6 
PWA 55627-7 
PWA 55627-8 
PWA 55629 
PWA 55629-1 
PWA 55629-2 
PWA 55629-3 
PWA 55629-6 
PWA 55629-7 
PWA 55629-8 
PWA 55631 
PWA 55631-1 
PWA 55631-2 
PWA 55631-3 


Change 29 
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& INDEX 
NUMBER 


= о о Го о а а шз i — 0) О — 


oo 


(ео Ко» Ко ер е OE р р -д 
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PWA 55631-6 
PWA 55631-7 
PWA 55631-8 
PWA 55633 
PWA 55633-1 
PWA 55633-2 
PWA 55633-3 
PWA 55633-6 
PWA 55633-7 
PWA 55633-8 
PWA 55635 
PWA 55635-1 
PWA 55635-2 
PWA 55635-3 
PWA 55635-6 
PWA 55635-7 
PWA 55635-8 
PWA 55637 
PWA 55637-1 
PWA 55637-2 
PWA 55637-3 
PWA 55637-6 
PWA 55637-7 
PWA 55637-8 
PWA 55638 
PWA 55638-1 
PWA 55638-2 
PWA 55638-3 
PWA 55638-6 
PWA 55638-7 
PWA 55638-8 
PWA 55639 
PWA 55639-1 
PWA 55639-2 
PWA 55639-3 
PWA 55639-6 
PWA 55639-7 
PWA 55639-8 
PWA 55640 
PWA 55640-1 
PWA 55640-2 
PWA 55640-4 
PWA 55642 
PWA 55642-1 
PWA 55642-10 
PWA 55642-12 
PWA 55642-14 
PWA 55642-15 
PWA 55642-16 
PWA 55642-17 
PWA 55642-18 
PWA 55642-20 


PWA 55642-21 
PWA 55642-22 
PWA 55642-23 
PWA 55642-4 
PWA 55642-5 
PWA 55642-7 
PWA 55642-8 
PWA 55643 
PWA 55643-10 
PWA 55643-12 
PWA 55643-15 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 55643-16 
PWA 55643-17 
PWA 55643-18 
PWA 55643-19 
PWA 55643-2 
PWA 55643-21 
PWA 55643-23 
PWA 55643-24 
PWA 55643-28 
PWA 55643-3 
PWA 55643-5 
PWA 55643-6 
PWA 55643-8 
PWA 55644 
PWA 55644-10 
PWA 55644-12 
PWA 55644-14 
PWA 55644-16 
PWA 55644-17 
PWA 55644-18 
PWA 55644-19 
PWA 55644-2 
PWA 55644-22 
PWA 55644-23 
PWA 55644-24 
PWA 55644-3 
PWA 55644-5 
PWA 55644-6 
PWA 55646 
PWA 55646-1 
PWA 55646-10 
PWA 55646-11 
PWA 55646-12 
PWA 55646-13 
PWA 55646-15 
PWA 55646-16 
PWA 55646-17 
PWA 55646-18 
PWA 55646-2 
PWA 55646-20 
PWA 55646-21 
PWA 55646-23 
PWA 55646-24 
PWA 55646-25 
PWA 55646-27 
PWA 55646-29 
PWA 55646-30 
PWA 55646-32 
PWA 55646-33 
PWA 55646-34 
PWA 55646-37 
PWA 55646-4 
PWA 55646-6 
PWA 55646-8 
PWA 55646-9 
PWA 55647 
PWA 55647-1 
PWA 55647-10 
PWA 55647-12 
PWA 55647-13 
PWA 55647-14 
PWA 55647-15 
PWA 55647-16 
PWA 55647-18 
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NUMBER 
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PWA 55647-19 
PWA 55647-2 
PWA 55647-20 
PWA 55647-21 
PWA 55647-22 
PWA 55647-23 
PWA 55647-24 
PWA 55647-25 
PWA 55647-26 
PWA 55647-27 
PWA 55647-29 
PWA 55647-32 
PWA 55647-33 
PWA 55647-34 
PWA 55647-35 
PWA 55647-36 
PWA 55647-39 
PWA 55647-4 
PWA 55647-40 
PWA 55647-41 
PWA 55647-43 
PWA 55647-46 
PWA 55647-6 
PWA 55647-8 
PWA 55647-9 
PWA 55648 
PWA 55648-1 
PWA 55648-2 
PWA 55648-4 
PWA 55648-5 
PWA 55648-6 
PWA 55648-7 
PWA 55653 
PWA 55653-11 
PWA 55653-12 
PWA 55653-4 
PWA 55653-5 
PWA 55653-6 
PWA 55655 
PWA 55655-12 
PWA 55655-14 
PWA 55655-15 
PWA 55655-16 
PWA 55655-17 
PWA 55655-18 
PWA 55655-19 
PWA 55655-20 
PWA 55655-22 
PWA 55655-23 
PWA 55655-24 
PWA 55655-25 
PWA 55655-4 
PWA 55655-5 
PWA 55655-8 
PWA 55657 
PWA 55657-1 
PWA 55657-2 
PWA 55657-3 
PWA 55664 
PWA 55664-1 
PWA 55664-2 
PWA 55664-4 
PWA 55665 
PWA 55665-1 
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Change 29 


1 
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1 
1 
1 
1 
1 
1 
1 


3-137 


3-138 
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PART 
NUMBER 


PWA 55665-10 
PWA 55665-2 
PWA 55665-3 
PWA 55665-4 
PWA 55665-5 
PWA 55665-7 
PWA 55665-8 
PWA 55665-9 
PWA 55669 
PWA 55670 
PWA 55670-1 
PWA 55670-2 
PWA 55670-3 
PWA 55670-4 
PWA 55670-6 
PWA 55670-7 
PWA 55671 
PWA 55671-1 
PWA 55671-10 
PWA 55671-13 
PWA 55671-14 
PWA 55671-2 
PWA 55671-3 
PWA 55671-4 
PWA 55671-5 
PWA 55671-6 
PWA 55671-7 
PWA 55671-8 
PWA 55672 
PWA 55672-1 
PWA 55673 
PWA 55673-1 
PWA 55673-2 
PWA 55673-3 
PWA 55684 
PWA 55684-1 
PWA 55684-2 
PWA 55684-3 
PWA 55684-4 
PWA 55684-5 
PWA 55684-6 


PWA 55684-7 
PWA 55684-8 
PWA 55685 

PWA 55685-1 
PWA 55685-2 
PWA 55685-3 
PWA 55685-7 
PWA 55689 

PWA 55690 

PWA 55690-1 
PWA 55690-4 
PWA 55691 

PWA 55691-1 
PWA 55691-2 
PWA 55691-3 
PWA 55691-4 
PWA 55691-5 
PWA 55691-6 
PWA 55691-7 
PWA 55692 

PWA 55693 

PWA 55693-1 


Change 29 
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289 - 28 
289 - 31 
289 - 30 
289 - 32 
289 - 33 
289 - 25 
289 - 27 
289 - 29 
319 - 11 
514 - 17 
514 - 23 
514 - 24 
514 - 21 
514 - 20 
514 - 22 
514 - 18 
330 - 1 
330 - 16 
330 - 6 
330 - 11 
330 - 14 
330 - 15 
330 - 10 
330 - 13 
330 - 9 
330 - 2 
330 - 3 
330 - 4 
504 - 14 
504 - 14B 
402 - 6 
402 - 9 
402 - 8 
402 - 7 
323 - 15 
323 - 23 
323 - 18 
323 - 16 
323 - 19 
323 - 22 
217 - 23 
323 - 23A 
323 - 20 
323 - 21 
96 - 7 
96 - 13 
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PWA 55693-2 
PWA 55693-3 
PWA 55693-4 
PWA 55709 
PWA 55709-1 
PWA 55709-10 
PWA 55709-2 
PWA 55709-3 
PWA 55709-4 
PWA 55709-7 
PWA 55709-9 


PWA 55711 
PWA 55711-1 
PWA 55711-2 
PWA 55712 
PWA 55712-1 
PWA 55712-10 
PWA 55712-11 


PWA 55712-12 
PWA 55712-13 
PWA 55712-14 


PWA 55712-15 


PWA 55712-18 
PWA 55712-19 
PWA 55712-2 
PWA 55712-21 
PWA 55712-3 
PWA 55712-30 
PWA 55712-4 
PWA 55712-5 
PWA 55712-6 
PWA 55712-8 
PWA 55712-9 
PWA 55713 
PWA 55713-1 
PWA 55713-10 
PWA 55713-2 
PWA 55713-3 
PWA 55713-4 
PWA 55713-6 
PWA 55713-9 


PWA 55714 
PWA 55714-1 
PWA 55714-10 
PWA 55714-11 
PWA 55714-2 
PWA 55714-3 
PWA 55714-4 
PWA 55714-5 
PWA 55714-8 
PWA 55716 
PWA 55717 
PWA 55717-1 
PWA 55717-2 
PWA 55717-3 
PWA 55718 
PWA 55718-1 
PWA 55718-3 


FIGURE 
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T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


PWA 55718-3 
PWA 55718-4 
PWA 55720 


PWA 55720-1 
PWA 55720-13 
PWA 55720-14 
PWA 55720-2 
PWA 55720-4 
PWA 55720-5 
PWA 55720-6 
PWA 55720-7 
PWA 55720-8 
PWA 55720-9 
PWA 55724 
PWA 55724-1 
PWA 55724-2 
PWA 55724-3 
PWA 55725 
PWA 55726 
PWA 55726-1 
PWA 55726-2 
PWA 55728 
PWA 55736 
PWA 55738 
PWA 55738-1 
PWA 55738-2 
PWA 55738-5 
PWA 55738-7 
PWA 55740 
PWA 55740-1 
PWA 55740-10 
PWA 55740-11 
PWA 55740-12 
PWA 55740-13 
PWA 55740-16 
PWA 55740-17 
PWA 55740-2 
PWA 55740-3 
PWA 55740-6 
PWA 55740-8 
PWA 55741 
PWA 55741-1 
PWA 55741-10 
PWA 55741-11 
PWA 55741-12 
PWA 55741-16 
PWA 55741-18 
PWA 55741-20 
PWA 55741-22 
PWA 55741-23 
PWA 55741-24 
PWA 55741-25 
PWA 55741-26 
PWA 55741-28 
PWA 55741-3 
PWA 55741-31 
PWA 55741-32 
PWA 55741-4 
PWA 55741-5 
PWA 55741-6 
PWA 55741-7 
PWA 55741-9 
PWA 55742 


PWA 55742-1 
PWA 55742-10 
PWA 55742-11 
PWA 55742-12 
PWA 55742-16 
PWA 55742-18 
PWA 55742-20 
PWA 55742-22 
PWA 55742-23 
PWA 55742-24 
PWA 55742-25 
PWA 55742-26 
PWA 55742-28 
PWA 55742-3 
PWA 55742-31 
PWA 55742-32 
PWA 55742-4 
PWA 55742-5 
PWA 55742-6 
PWA 55742-7 
PWA 55742-9 
PWA 55747 
PWA 55747-1 
PWA 55747-10 
PWA 55747-11 
PWA 55747-12 


PWA 55747-15 
PWA 55747-16 
PWA 55747-17 
PWA 55747-18 
PWA 55747-3 
PWA 55747-4 
PWA 55747-6 
PWA 55747-7 
PWA 55747-8 
PWA 55747-9 
PWA 55751 
PWA 55751-1 
PWA 55751-2 
PWA 55751-4 
PWA 55751-8 
PWA 55753 
PWA 55753-1 
PWA 55753-2 
PWA 55753-3 
PWA 55753-4 
PWA 55753-6 
PWA 55754 
PWA 55754-1 
PWA 55754-2 
PWA 55754-3 
PWA 55754-4 
PWA 55754-5 
PWA 55755 
PWA 55755-1 
PWA 55755-2 
PWA 55755-3 
PWA 55755-4 
PWA 55755-5 
PWA 55755-6 
PWA 55755-7 
PWA 55760 


Change 29 
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T.O. 2J-F100-94 


PART 
NUMBER 


PWA 55765 
PWA 55765-1 
PWA 55765-10 
PWA 55765-12 
PWA 55765-13 
PWA 55765-15 
PWA 55765-19 
PWA 55765-2 
PWA 55765-20 
PWA 55765-22 
PWA 55765-23 
PWA 55765-25 
PWA 55765-26 
PWA 55765-27 
PWA 55765-28 
PWA 55765-29 
PWA 55765-30 
PWA 55765-31 
PWA 55765-34 
PWA 55765-36 
PWA 55765-37 
PWA 55765-38 
PWA 55765-39 
PWA 55765-40 
PWA 55765-41 
PWA 55765-42 
PWA 55765-43 
PWA 55765-44 
PWA 55765-45 
PWA 55765-46 
PWA 55765-47 
PWA 55765-48 
PWA 55765-49 
PWA 55765-50 
PWA 55765-51 
PWA 55765-52 
PWA 55765-55 
PWA 55765-58 
PWA 55765-59 
PWA 55765-6 
PWA 55765-60 
PWA 55765-7 
PWA 55765-9 
PWA 55766 
PWA 55766-1 
PWA 55766-10 
PWA 55766-11 
PWA 55766-14 
PWA 55766-16 
PWA 55766-17 
PWA 55766-18 
PWA 55766-19 
PWA 55766-2 
PWA 55766-20 
PWA 55766-22 
PWA 55766-23 
PWA 55766-25 
PWA 55766-26 
PWA 55766-27 
PWA 55766-28 
PWA 55766-29 
PWA 55766-3 
PWA 55766-30 
PWA 55766-31 


Change 29 
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1 
1 
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2 
1 
1 
1 
1 
2 
1 
1 
1 
1 
2 
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PART 
NUMBER 


PWA 55766-32 
PWA 55766-34 
PWA 55766-35 
PWA 55766-36 
PWA 55766-37 
PWA 55766-38 
PWA 55766-39 
PWA 55766-41 
PWA 55766-42 
PWA 55766-43 
PWA 55766-44 
PWA 55766-45 
PWA 55766-46 
PWA 55766-47 
PWA 55766-48 
PWA 55766-5 
PWA 55766-8 
PWA 55766-9 
PWA 55768 
PWA 55768-1 
PWA 55768-2 
PWA 55769 
PWA 55769-1 
PWA 55769-10 
PWA 55769-11 
PWA 55769-14 
PWA 55769-15 
PWA 55769-16 
PWA 55769-17 
PWA 55769-2 


PWA 55769-20 
PWA 55769-21 
PWA 55769-22 
PWA 55769-23 
PWA 55769-24 
PWA 55769-26 
PWA 55769-28 
PWA 55769-29 
PWA 55769-3 
PWA 55769-30 
PWA 55769-31 
PWA 55769-32 
PWA 55769-35 
PWA 55769-37 
PWA 55769-39 
PWA 55769-4 
PWA 55769-40 
PWA 55769-41 
PWA 55769-43 
PWA 55769-44 
PWA 55769-46 
PWA 55769-49 
PWA 55769-5 
PWA 55769-50 
PWA 55769-51 
PWA 55769-52 
PWA 55769-53 
PWA 55769-54 
PWA 55769-55 
PWA 55769-56 
PWA 55769-6 
PWA 55769-7 
PWA 55770 


FIGURE 
& INDEX 
NUMBER 


292 - 47 
292 - 38 
292 - 50 
292 - 36 
292 - 33 
292 - 44 
292 - 43 
292 - 26 
292 - 25 
292 - 41 
292 - 28 
292 - 20 
292 - 24 
292 - 31 
292 - 46 
292 - 54 
292 - 21 
292 - 30 
150 - 4 
150-5 
150-6 
262А -1 
262А -49 
262A -8 
262A -3 
262A -11 
262A -37 
262A -44 
262A -54 
262A -15 
262A -24 
262A -32 
262A -26 
262A -33 
262A -39 
262A -29 
262A -43 
262A -31 
262A -9 
262A -14 
262A -45 
262A -46 
262A -35 
262A -4 
262A -25 
262A -36 
262A -12 
262A -52 
262A -18 
262A -23 
262A -57 
262A -55 
262A -53 
262A -10 
262A -22 
262A -20 
262A -58 
262A -59 
262A -28 
262A -47 
262A -16 
262A -6 
262A -7 
270B -50 
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PART 
NUMBER 


PWA 55770-1 
PWA 55770-10 
PWA 55770-11 
PWA 55770-12 
PWA 55770-13 
PWA 55770-2 
PWA 55770-3 
PWA 55770-4 
PWA 55770-5 
PWA 55770-6 
PWA 55770-7 
PWA 55770-8 
PWA 55771 
PWA 55771-1 
PWA 55771-10 
PWA 55771-11 
PWA 55771-12 
PWA 55771-13 
PWA 55771-14 
PWA 55771-16 
PWA 55771-19 
PWA 55771-2 


PWA 55771-23 
PWA 55771-25 
PWA 55771-26 
PWA 55771-27 
PWA 55771-28 
PWA 55771-29 


PWA 55771-3 

PWA 55771-30 
PWA 55771-31 
PWA 55771-32 
PWA 55771-33 


PWA 55771-34 
PWA 55771-35 
PWA 55771-36 
PWA 55771-4 
PWA 55771-5 
PWA 55771-8 
PWA 55771-9 
PWA 55772 
PWA 55779 
PWA 55779-1 
PWA 55779-10 
PWA 55779-11 
PWA 55779-2 
PWA 55779-3 
PWA 55779-4 
PWA 55779-6 
PWA 55779-7 
PWA 55790 
PWA 55790-1 
PWA 55790-10 
PWA 55790-11 
PWA 55790-12 
PWA 55790-13 
PWA 55790-14 
PWA 55790-15 
PWA 55790-4 
PWA 55790-6 
PWA 55790-7 
PWA 55790-8 


FIGURE 
& INDEX 
NUMBER 


270B -63 
270B -55 
270B -59 
270B -60 
270B -56 
270B -62 
270B -57 
270B -51 
270B -58 
270B -52 
270B -53 
270B -54 
226 - 4 

226 - 45 
226 - 38 
226 - 35 
226 - 29 
226 - 26 
226 - 28 
226 - 40 
226 - 24 
226 - 20 
226 - 22 
226 - 42 
226 - 15 
226 - 9 

226 - 12 
226 - 11 
226 - 10 
226 - 19 
226 - 17 
226 - 14 
226 - 21 
226 - 5 

226 - 8 

226 - 7 

226 - 18 
226 - 6 

226 - 33 
226 - 30 
226 - 36 
226 - 37 
221-1 

277-1 

277-14 
277-10 
277-6 

277-7 

277-8 

277-11 


ый: = = AL ANO A = BB = Б OO ND ГО Куа 


PART 
NUMBER 


PWA 55790-9 
PWA 55795 
PWA 55795-1 
PWA 55795-12 
PWA 55795-13 
PWA 55795-14 
PWA 55795-16 
PWA 55795-17 
PWA 55795-18 
PWA 55795-19 


PWA 55795-2 
PWA 55795-21 
PWA 55795-3 
PWA 55795-4 
PWA 55795-9 
PWA 55796 
PWA 55796-1 
PWA 55796-2 
PWA 55796-3 
PWA 55796-4 
PWA 55796-5 
PWA 55796-6 
PWA 55796-7 
PWA 55796-8 
PWA 55810 
PWA 55810-1 
PWA 55812 
PWA 55812-1 
PWA 55812-2 
PWA 55812-4 
PWA 55812-5 
PWA 55812-6 
PWA 55812-7 
PWA 55812-8 
PWA 55814 


PWA 55814-1 
PWA 55814-2 
PWA 55814-3 
PWA 55814-4 
PWA 55816 
PWA 55816-1 
PWA 55816-2 
PWA 55816-3 
PWA 55818 
PWA 55818-1 
PWA 55818-2 
PWA 55818-5 
PWA 55818-6 
PWA 55818-6-3 
PWA 55823 
PWA 55823-10 
PWA 55823-2 
PWA 55823-3 
PWA 55823-4 
PWA 55823-9 
PWA 55824 
PWA 55824-1 
PWA 55824-3 
PWA 55826 
PWA 55826-1 
PWA 55826-10 
PWA 55826-11 
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T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


PWA 55826-13 262B -13 
PWA 55826-14 262B -19 
PWA 55826-15 262B -14 
PWA 55826-16 262B -16 
PWA 55826-18 262B -25 
PWA 55826-19 262B -22 
PWA 55826-2 262B -54 
PWA 55826-21 262B -23 
PWA 55826-22 262B -27 
PWA 55826-23 262B -26 
PWA 55826-24 262B -11 
PWA 55826-25 262B -34 
PWA 55826-26 262B -33 
PWA 55826-27 262B -24 
PWA 55826-29 262B -8 PWA 55827-56 
PWA 55826-3 262B -53 1 PWA 55827-9 
PWA 55826-31 262B -20 1 PWA 55828 
PWA 55826-32 262B -6 PWA 55828-1 
PWA 55826-35 262B -28 PWA 55828-10 
PWA 55826-38 262B -38 PWA 55828-11 
PWA 55826-39 262B -41 PWA 55828-12 
PWA 55826-4 262B -52 PWA 55828-15 
PWA 55826-40 262B -40 PWA 55828-16 
PWA 55826-41 262B -39 PWA 55828-19 
PWA 55826-42 262B -45 PWA 55828-2 
PWA 55826-44 262B -12 PWA 55828-20 
PWA 55826-46 262B -15 PWA 55828-22 
PWA 55826-47 262B -44 PWA 55828-23 


PWA 55827-41 
PWA 55827-42 


PWA 55827-43 
PWA 55827-45 


PWA 55827-46 
PWA 55827-48 
PWA 55827-49 
PWA 55827-50 
PWA 55827-51 


O1 HR — = O0 = OH = A со 


PWA 55827-54 


№ 


Пор GG, =k жа аа а 


PWA 55826-5 262B -50 PWA 55828-24 


PWA 55826-50 262B -62 PWA 55828-25 
PWA 55826-52 262B -4 PWA 55828-26 
PWA 55826-53 262B -30 PWA 55828-27 
PWA 55826-54 262B -31 1 PWA 55828-28 
PWA 55826-55 262B -47 PWA 55828-29 
PWA 55826-56 262B -46 PWA 55828-3 
PWA 55826-57 262B -36 PWA 55828-30 
PWA 55826-61 262B -9 PWA 55828-33 
PWA 55826-62 262B -51 PWA 55828-34 
PWA 55826-63 262B -56 PWA 55828-35 
PWA 55826-64 262B -57 PWA 55828-5 
PWA 55826-65 262B -55 PWA 55828-6 
PWA 55826-67 262B -48 PWA 55828-9 
PWA 55826-7 262B -2 PWA 55834 
PWA 55826-8 262B -3 PWA 55835 
PWA 55826-9 262B -5 PWA 55835-1 
PWA 55827 293 - 1 PWA 55835-10 
PWA 55827-1 293 - 58 PWA 55835-11 
PWA 55827-11 293 - 24 PWA 55835-4 
PWA 55827-12 293 - 21 PWA 55835-5 
PWA 55827-18 293 - 12 PWA 55835-6 
293 - 33 PWA 55835-7 
PWA 55827-19 293 - 45 PWA 55835-8 
PWA 55827-21 293 - 37 PWA 55839 
PWA 55827-23 293 - 26 PWA 55839-1 
PWA 55827-25 293 - 25 PWA 55839-3 
PWA 55827-26 293 - 28 PWA 55840 
PWA 55827-3 293 - 53 
PWA 55827-30 293 - 50 PWA 55840-1 
PWA 55827-31 293 - 52 PWA 55840-3 
PWA 55827-35 293 - 47 PWA 55841 
PWA 55827-36 293 - 48 PWA 55841-10 
PWA 55827-39 293 - 42 PWA 55841-12 
PWA 55827-4 293 - 49 PWA 55841-8 
PWA 55827-40 293 - 15 PW PWA 55841-9 
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--Г 
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PART 
NUMBER 


PWA 55852 
PWA 55852-1 
PWA 55852-2 
PWA 55852-4 
PWA 55852-5 
PWA 55852-6 
PWA 55852-7 
PWA 55852-8 
PWA 55853 
PWA 55853-1 
PWA 55853-2 
PWA 55853-5 
PWA 55856 
PWA 55856-10 
PWA 55856-12 
PWA 55856-13 
PWA 55856-14 
PWA 55856-15 
PWA 55856-16 
PWA 55856-17 
PWA 55856-18 
PWA 55856-20 
PWA 55856-3 
PWA 55856-5 
PWA 55856-6 
PWA 55856-8 
PWA 55856-9 
PWA 55863 
PWA 55863-1 
PWA 55863-10 
PWA 55863-15 
PWA 55863-17 
PWA 55863-19 
PWA 55863-2 
PWA 55863-20 
PWA 55863-22 
PWA 55863-23 
PWA 55863-24 
PWA 55863-25 
PWA 55863-26 
PWA 55863-27 
PWA 55863-3 
PWA 55863-6 
PWA 55863-7 
PWA 55864 
PWA 55865 
PWA 55865-1 
PWA 55865-10 
PWA 55865-2 
PWA 55865-3 
PWA 55865-6 
PWA 55865-7 
PWA 55865-8 
PWA 55865-9 
PWA 55866 


PWA 55866-1 
PWA 55866-2 
PWA 55866-3 
PWA 55866-5 
PWA 55866-7 
PWA 55867 

PWA 55868 

PWA 55868-1 
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NUMBER 


PWA 55868-2 
PWA 55868-3 
PWA 55868-4 
PWA 55868-5 
PWA 55868-7 
PWA 55872 
PWA 55872-1 
PWA 55872-10 
PWA 55872-2 
PWA 55872-3 
PWA 55872-4 
PWA 55872-5 
PWA 55872-6 
PWA 55872-9 
PWA 55873 
PWA 55873-1 
PWA 55873-10 
PWA 55873-11 
PWA 55873-12 
PWA 55873-13 
PWA 55873-14 
PWA 55873-16 
PWA 55873-17 
PWA 55873-19 
PWA 55873-2 
PWA 55873-21 
PWA 55873-22 
PWA 55873-23 
PWA 55873-27 
PWA 55873-28 
PWA 55873-3 
PWA 55873-4 
PWA 55873-6 
PWA 55873-7 
PWA 55873-8 
PWA 55874 
PWA 55874-1 
PWA 55874-3 
PWA 55878 
PWA 55878-12 
PWA 55878-14 
PWA 55878-15 
PWA 55878-16 
PWA 55878-17 
PWA 55878-18 
PWA 55882 
PWA 55882-1 
PWA 55882-12 
PWA 55882-14 
PWA 55882-15 
PWA 55882-16 
PWA 55882-17 
PWA 55882-18 
PWA 55882-19 
PWA 55882-20 
PWA 55882-21 
PWA 55882-22 
PWA 55882-26 
PWA 55882-29 
PWA 55882-3 
PWA 55882-30 
PWA 55882-31 
PWA 55882-32 
PWA 55882-33 
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FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


PWA 55882-34 269A -36 PWA 55890-111 
PWA 55882-35 269A -34 PWA 55890-114 
PWA 55882-36 269A -22 PWA 55890-116 
PWA 55882-40 269A -17 PWA 55890-120 
PWA 55882-41 269A -18 PWA 55890-121 
PWA 55882-42 269A -38 PWA 55890-122 
PWA 55882-5 269A -3 PWA 55890-123 
PWA 55882-6 269A -10 PWA 55890-124 
PWA 55882-7 269A -14 PWA 55890-125 
PWA 55882-9 269A -9 PWA 55890-127 
PWA 55885 276A -29 PWA 55890-129 
PWA 55885-1 276A -55 PWA 55890-130 
PWA 55885-10 276A -33 PWA 55890-131 
PWA 55885-11 276A -32 PWA 55890-132 
PWA 55885-12 276A -31 PWA 55890-136 
PWA 55885-13 276A -51 PWA 55890-137 
PWA 55885-15 276A -42 PWA 55890-14 
PWA 55885-17 276A -46 PWA 55890-142 
PWA 55885-19 276A -45 PWA 55890-144 
PWA 55885-2 276A -54 PWA 55890-145 
PWA 55885-20 276A -53 PWA 55890-146 
PWA 55885-21 276A -52 PWA 55890-148 
PWA 55885-23 276A -48 PWA 55890-15 
PWA 55885-3 276A -40 PWA 55890-150 
PWA 55885-4 276A -36 PWA 55890-151 
PWA 55885-5 276A -38 PWA 55890-152 
PWA 55885-6 276A -35 PWA 55890-156 
PWA 55885-7 276A -34 PWA 55890-157 
PWA 55885-8 276A -30 PWA 55890-158 
PWA 55886 269B -1 PWA 55890-159 
PWA 55886-1 269B -45 PWA 55890-160 
PWA 55886-11 269B -39 PWA 55890-161 
PWA 55886-14 269B -34 PWA 55890-162 
PWA 55886-16 269B -44 PWA 55890-163 
PWA 55886-2 269B -40 PWA 55890-164 
PWA 55886-20 269B -10 PWA 55890-166 
PWA 55886-21 269B -11 PWA 55890-2 
PWA 55886-22 269B -17 PWA 55890-21 
PWA 55886-23 269B -6 PWA 55890-25 
PWA 55886-24 269B -16 PWA 55890-29 
PWA 55886-25 269B -8 PWA 55890-3 
PWA 55886-28 269B -3 PWA 55890-30 
PWA 55886-3 269B -43 PWA 55890-32 
PWA 55886-31 269B -23 PWA 55890-34 
PWA 55886-32 269B -20 PWA 55890-35 
PWA 55886-33 269B -21 

PWA 55886-34 269B -19 

PWA 55886-35 269B -18 PWA 55890-36 
PWA 55886-36 269B -42 PWA 55890-37 
PWA 55886-37 269B -36 PWA 55890-38 
PWA 55886-38 269B -35 PWA 55890-4 
PWA 55886-40 269B -22 

PWA 55886-41 269B -32 

PWA 55886-42 269B -7 PWA 55890-40 
PWA 55886-43 269B -12 PWA 55890-41 
PWA 55886-5 269B -25 PWA 55890-42 
PWA 55886-6 269B -24 PWA 55890-44 
PWA 55886-7 269B -27 PWA 55890-47 
PWA 55886-8 269B -26 

PWA 55890 187 - 1 PWA 55890-48 
PWA 55890-1 187 - 59 PWA 55890-5 
PWA 55890-108 187 - 129 PWA 55890-52 
PWA 55890-109 187 - 130 PWA 55890-58 
PWA 55890-110 187 - 44 PWA 55890-6 
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PART 
NUMBER 


PWA 55890-62 
PWA 55890-65 
PWA 55890-66 
PWA 55890-71 
PWA 55890-72 
PWA 55890-75 
PWA 55890-76 


PWA 55890-77 
PWA 55890-78 
PWA 55890-8 
PWA 55890-83 
PWA 55890-84 
PWA 55890-86 
PWA 55890-88 
PWA 55890-89 
PWA 55890-90 
PWA 55890-91 
PWA 55890-92 
PWA 55890-93 
PWA 55890-94 
PWA 55890-95 
PWA 55890-96 
PWA 55894 
PWA 55894-1 
PWA 55894-10 
PWA 55894-13 
PWA 55894-14 
PWA 55894-16 
PWA 55894-17 
PWA 55894-2 
PWA 55894-3 
PWA 55894-4 
PWA 55894-6 
PWA 55894-7 
PWA 55894-8 
PWA 55894-9 
PWA 55915 


PWA 55915-1 
PWA 55915-3 
PWA 55915-4 
PWA 55915-6 
PWA 55919 
PWA 55919-1 
PWA 55919-2 
PWA 55919-3 
PWA 55920 
PWA 55920-1 
PWA 55920-2 
PWA 55920-5 
PWA 55921 
PWA 55921-1 
PWA 55921-2 
PWA 55921-5 
PWA 55921-6 
PWA 55922 
PWA 55922-1 
PWA 55922-10 
PWA 55922-2 
PWA 55922-3 
PWA 55922-4 
PWA 55922-7 


FIGURE 
& INDEX 
NUMBER 


= а да Гаа ap a << <= = од 


PART 
NUMBER 


PWA 55922-8 
PWA 55922-9 
PWA 55923 
PWA 55923-1 
PWA 55923-2 
PWA 55923-4 
PWA 55923-5 
PWA 55923-6 
PWA 55924 
PWA 55924-1 
PWA 55924-10 
PWA 55924-11 
PWA 55924-12 
PWA 55924-13 
PWA 55924-19 
PWA 55924-3 
PWA 55924-4 
PWA 55924-5 
PWA 55924-6 
PWA 55924-7 
PWA 55924-8 
PWA 55924-9 
PWA 55925 
PWA 55925-1 
PWA 55925-10 
PWA 55925-2 
PWA 55925-3 
PWA 55925-4 
PWA 55925-5 
PWA 55925-6 
PWA 55925-9 
PWA 55926 
PWA 55926-1 
PWA 55926-2 
PWA 55926-3 
PWA 55926-4 
PWA 55926-5 
PWA 55926-9 
PWA 55938-1 


PWA 55938-2 


PWA 55954 
PWA 55963 
PWA 55963-1 
PWA 55963-10 
PWA 55963-11 
PWA 55963-12 
PWA 55963-13 
PWA 55963-14 
PWA 55963-15 
PWA 55963-16 
PWA 55963-17 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


305 - 9 
305 - 8 
305 - 12 
305 - 19 
305 - 17 
305 - 13 
305 - 14 
305 - 18 
306 - 1 
306 - 2 
306 - 17 
306 - 20 
306 - 4 
306 - 19 
306 - 5 
306 - 15 
306 - 13 
306 - 11 
306 - 7 
306 - 6 
306 - 12 
306 - 18 
306 - 21 
306 - 30 
306 - 23 
306 - 29 
306 - 28 
306 - 27 
306 - 31 
306 - 26 
306 - 22 
305 - 20 
305 - 26 
305 - 28 
305 - 29 
305 - 21 
305 - 22 
305 - 25 
434 - 11 
444 - 25D 
446 - 4 
446 - 27 
446 - 36 
452 - 37 
452 - 47 
454 - 1E 
455 - 22 
463 - 23 
463 - 31 
467 - 20 
520 - 8 
446 - 14 
537 - 62 
392 - 12 
267В -1 
267В -45 
267В -15 
267В -16 
267В -33 
267В -32 
267В -42 
267В -43 
267В -40 
267В -41 
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Change 29 3-145 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


PWA 55963-18 267B -44 PWA 55964-51 306A -101 
PWA 55963-19 267B -39 PWA 55964-52 306A -105 
PWA 55963-2 267B -6 PWA 55964-53 306A -109 
PWA 55963-20 267B -30 PWA 55964-54 306A -108 
PWA 55963-21 267B -29 PWA 55964-55 306A -111 
PWA 55963-22 267B -28 PWA 55964-56 306A -114 
PWA 55963-27 267B -14 PWA 55964-58 306A -79 
PWA 55963-3 267B -4 306A -123 
PWA 55963-31 267B -25 PWA 55964-59 306A -137 
PWA 55963-34 267B -38 PWA 55964-6 306A -29 
PWA 55963-36 267B -24 PWA 55964-60 306A -33 
PWA 55963-38 267B -23 306A -48 
PWA 55963-39 267B -22 306A -70 
PWA 55963-4 267B -3 306A -130 
PWA 55963-40 267B -21 PWA 55964-61 306A -22 
PWA 55963-42 267B -36 PWA 55964-62 306A -15 
PWA 55963-44 267B -34 306A -21 
PWA 55963-5 267B -12 PWA 55964-63 306A -18 
PWA 55963-6 267B -10 PWA 55964-64 306A -14 
PWA 55963-7 267B -7 PWA 55964-65 306A -16 
PWA 55963-8 267B -19 PWA 55964-66 306A -66 
PWA 55963-9 267B -18 PWA 55964-67 306A -64 
PWA 55964 306A -1 PWA 55964-68 306A -65 
PWA 55964-1 306A -139 PWA 55964-69 306A -61 
PWA 55964-10 306A -26 306A -116 
PWA 55964-100 306A -34 PWA 55964-7 306A -31 
PWA 55964-101 306A -36 PWA 55964-70 306A -62 
PWA 55964-11 306A -134 PWA 55964-71 306A -72 
PWA 55964-12 306A -7 306A -55 
PWA 55964-14 306A -4 PWA 55964-72 306A -69 
PWA 55964-16 306A -10 PWA 55964-73 306A -129 
306A -17 PWA 55964-74 306A -71 
306A -100 306A -131 
306A -138 PWA 55964-75 306A -104 
PWA 55964-17 306A -2 PWA 55964-77 306A -67 
PWA 55964-19 306A -119 PWA 55964-78 306A -74 
PWA 55964-2 306A -135 PWA 55964-80 306A -78 
PWA 55964-20 306A -5 PWA 55964-81 306A -63 
PWA 55964-21 306A -8 PWA 55964-82 306A -92 
PWA 55964-22 306A -11 PWA 55964-83 306A -93 
PWA 55964-23 306A -6 PWA 55964-84 306A -96 
306A -27 PWA 55964-85 306A -98 
PWA 55964-24 306A -85 PWA 55964-86 306A -99 
PWA 55964-25 306A -59 PWA 55964-87 306A -94 
PWA 55964-27 306A -68 PWA 55964-89 306A -52 
PWA 55964-29 306A -56 PWA 55964-9 306A -28 
PWA 55964-30 306A -57 PWA 55964-90 306A -50 
PWA 55964-31 306A -86 PWA 55964-91 306A -49 
PWA 55964-32 306A -81 PWA 55964-92 ЗОбА -41 
PWA 55964-33 306A -82 PWA 55964-93 306A -51 
PWA 55964-34 306A -88 PWA 55964-94 306A -45 
PWA 55964-35 306A -76 PWA 55964-95 306A -42 
PWA 55964-38 306A -13 PWA 55964-96 306A -39 
306A -83 PWA 55964-97 306A -43 
306A -90 PWA 55964-98 306A -38 
PWA 55964-39 306A -133 PWA 55964-99 306A -35 
PWA 55964-4 306A -24 PWA 55983 281 - 33 
PWA 55964-40 306A -128 PWA 55983-1 281 - 50 
PWA 55964-41 306A -122 PWA 55983-13 281 - 39 
PWA 55964-42 306A -126 PWA 55983-14 281 - 68 
PWA 55964-43 306A -125 PWA 55983-15 281 - 49 
PWA 55964-44 306A -117 PWA 55983-16 281 - 48 
PWA 55964-48 306A -110 PWA 55983-17 281 - 45 
PWA 55964-5 306A -25 PWA 55983-2 281 - 43 


3-146 Change 29 


PART 
NUMBER 


PWA 55983-20 
PWA 55983-21 
PWA 55983-22 
PWA 55983-27 
PWA 55983-29 
PWA 55983-3 
PWA 55983-31 
PWA 55983-33 
PWA 55983-34 
PWA 55983-35 
PWA 55983-36 
PWA 55983-37 
PWA 55983-4 
PWA 55983-5 
PWA 55983-7 
PWA 55983-8 
PWA 55984 
PWA 55984-1 
PWA 55984-10 
PWA 55984-12 
PWA 55984-13 
PWA 55984-14 
PWA 55984-15 
PWA 55984-16 
PWA 55984-17 
PWA 55984-20 
PWA 55984-21 
PWA 55984-22 
PWA 55984-27 
PWA 55984-29 
PWA 55984-3 
PWA 55984-31 
PWA 55984-33 
PWA 55984-34 
PWA 55984-35 
PWA 55984-36 
PWA 55984-37 
PWA 55984-4 
PWA 55984-7 
PWA 55984-8 
PWA 55994 
PWA 55994-1 
PWA 55994-2 
PWA 55994-3 
PWA 55998 
PWA 55998-1 
PWA 55998-2 
PWA 55998-3 
PWA 55998-4 
PWA 56015 
PWA 56016 
PWA 56017 
PWA 56018 
PWA 56018-1 
PWA 56018-100 
PWA 56018-101 
PWA 56018-102 
PWA 56018-103 
PWA 56018-105 
PWA 56018-106 
PWA 56018-107 
PWA 56018-108 
PWA 56018-109 
PWA 56018-12 


FIGURE 
& INDEX 
NUMBER 


513A -51 


PART 
NUMBER 


PWA 56018-13 
PWA 56018-14 
PWA 56018-15 
PWA 56018-17 
PWA 56018-19 
PWA 56018-2 
PWA 56018-21 
PWA 56018-24 
PWA 56018-25 
PWA 56018-26 
PWA 56018-27 
PWA 56018-28 
PWA 56018-30 
PWA 56018-31 
PWA 56018-33 
PWA 56018-34 
PWA 56018-35 
PWA 56018-37 
PWA 56018-38 
PWA 56018-39 
PWA 56018-4 
PWA 56018-40 
PWA 56018-41 
PWA 56018-42 
PWA 56018-44 
PWA 56018-46 
PWA 56018-47 
PWA 56018-48 
PWA 56018-48-1 
PWA 56018-48-2 
PWA 56018-48-4 
PWA 56018-50 


PWA 56018-51 
PWA 56018-52 
PWA 56018-53 
PWA 56018-54 
PWA 56018-55 
PWA 56018-56 
PWA 56018-57 
PWA 56018-58 
PWA 56018-59 
PWA 56018-60 
PWA 56018-61 
PWA 56018-62 
PWA 56018-65 
PWA 56018-67 
PWA 56018-68 
PWA 56018-69 
PWA 56018-7 

PWA 56018-70 
PWA 56018-73 
PWA 56018-74 
PWA 56018-75 
PWA 56018-76 
PWA 56018-77 


PWA 56018-78 
PWA 56018-79 
PWA 56018-8 

PWA 56018-80 
PWA 56018-81 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


513A -42 
513A -64 
513A -63 
513A -61 
513A -67 
513A -58 
513A -62 
513A -40 
513A -33 
513A -31 
513A -32 
513A -30 
513A -36 
513A -35 
513A -24 
513A -23 
513A -18 
513A -26 
513A -25 
513A -27 
513A -34 
513A -100 
513A -93 
513A -73 
513A -21 
513A -20 
513A -3 
513A -45 
513A -48 
513A -49 
513A -46 
513A -28 
513A -28 
513A -102 
513A -89 
513A -86 
513A -56 
513A -72 
513A -85 
513A -84 
513A -83 
513A -82 
513A -79 
513A -81 
513A -78 
513A -90 
513A -95 
513A -55 
513A -14 
513A -68 
513A -6 
513A -71 
513A -101 
513A -70 
513A -12 
513A -38 
513A -88 
513A -92 
513A -98 
513A -97 
513A -91 
513A -44 
513A -99 
513A -77 


Change 29 
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1 
1 
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1 
1 
1 
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3-147 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


PWA 56018-82 513A -75 PWA 56120-3 
PWA 56018-83 513A -103 
PWA 56018-85 513A -9 PWA 56273 
PWA 56018-86 513A -11 PWA 56307 
PWA 56018-87 513A -10 PWA 56309 
PWA 56018-89 513A -15 PWA 56309-1 
PWA 56018-9 513A -76 PWA 56309-10 
PWA 56018-90 513A -57 PWA 56309-11 
PWA 56018-91 513A -5 PWA 56309-12 
PWA 56018-93 513A -4 PWA 56309-14 
PWA 56018-94 513A -59 PWA 56309-15 
PWA 56018-95 513A -74 PWA 56309-4 
PWA 56018-97 513A -17 PWA 56309-5 
PWA 56018-98 513A -8 PWA 56309-6 
PWA 56032 554 - 4 PWA 56309-7 
PWA 56033 554 - 2 PWA 56309-8 
PWA 56036 573 - 2 PWA 56309-9 
PWA 56038 560 - 5 PWA 56310 
560 - 5 PWA 56310-1 
PWA 56042 517-5 PWA 56310-10 
PWA 56045 36 - 16 
PWA 56045-1 36 - 19 PWA 56310-11 
PWA 56045-2 36 - 18 PWA 56310-12 
PWA 56048 89 - 11 PWA 56310-14 
PWA 56057 47-5 PWA 56310-2 
PWA 56058 573 -2 PWA 56310-4 
PWA 56058-1 573 -4 PWA 56310-5 
PWA 56058-2 573-3 PWA 56310-6 
PWA 56059 329 - 1 PWA 56310-7 
PWA 56059-1 329 - 2 PWA 56310-8 
PWA 56059-2 329 - 3 PWA 56313 
PWA 56064 49 - 15 PWA 56313-1 
PWA 56068 554 - 3 PWA 56313-2 
PWA 56071 43 - 35 PWA 56316 
PWA 56073 24 -9 
PWA 56073-1 24 - 17 
PWA 56073-10 24 - 16 PWA 56316-1 
PWA 56073-2 24 - 12 PWA 56316-10 
PWA 56073-5 24 - 15 PWA 56316-10-1 
PWA 56073-6 24 - 16 PWA 56316-10-2 
PWA 56073-7 24 - 11 PWA 56316-11 
PWA 56073-8 24 - 10 PWA 56316-11-1 
PWA 56073-9 24 - 15 PWA 56316-11-2 
PWA 56075 370 - 2 PWA 56316-13 
PWA 56083 121 -1 PWA 56316-14 
PWA 56084 56 - 1 PWA 56316-15 
PWA 56088 358 - 1 PWA 56316-16 
PWA 56096 358 - 2 PWA 56316-16-1 
PWA 56102 570 - 2 PWA 56316-16-2 
PWA 56103 329 - 4 PWA 56316-17 
PWA 56103-1 329 - 5 PWA 56316-18 
PWA 56113 358 - 1 PWA 56316-19 
PWA 56114 358 - 2 PWA 56316-2 
PWA 56120 370 - 5 PWA 56316-20 
PWA 56120-1 370 - 13 PWA 56316-21 
PWA 56120-1-1 370 - 19 PWA 56316-3 
PWA 56120-1-2 370 - 18 PWA 56316-4 
PWA 56120-1-3 370 - 17 PWA 56316-5 
PWA 56120-1-4 370 - 16 PWA 56316-6 
PWA 56120-2 370 - 6 PWA 56316-8 
PWA 56120-2-1 370 - 12 PWA 56316-9 
PWA 56120-2-2 370 - 11 PWA 56317 
PWA 56120-2-3 370 - 10 
PW PWA 56120-2-4 370 -9 PWA 56317-1 
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3-148 Change 29 


PART 
NUMBER 


PWA 56317-10 
PWA 56317-12 
PWA 56317-13 
PWA 56317-14 
PWA 56317-15 
PWA 56317-16 
PWA 56317-17 
PWA 56317-3 
PWA 56317-6 
PWA 56317-7 
PWA 56317-8 
PWA 56317-9 
PWA 56319 
PWA 56319-1 
PWA 56319-4 
PWA 56319-5 
PWA 56320 


PWA 56320-1 
PWA 56320-2 
PWA 56320-5 
PWA 56320-6 
PWA 56320-7 
PWA 56320-8 
PWA 56320-9 
PWA 56322 

PWA 56323 


PWA 56324 
PWA 56325 
PWA 56326 
PWA 56326-1 
PWA 56326-12 
PWA 56326-13 
PWA 56326-17 
PWA 56326-18 
PWA 56326-2 
PWA 56326-20 
PWA 56326-22 
PWA 56326-23 
PWA 56326-28 
PWA 56326-29 


PWA 56326-30 
PWA 56326-33 
PWA 56326-34 
PWA 56326-4 
PWA 56326-40 
PWA 56326-5 
PWA 56326-6 
PWA 56326-7 
PWA 56330 


PWA 56331 
PWA 56331-1 
PWA 56331-12 
PWA 56331-13 
PWA 56331-15 
PWA 56331-17 
PWA 56331-18 
PWA 56331-19 
PWA 56331-3 


FIGURE 
& INDEX 
NUMBER 
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PART 
NUMBER 


PWA 56331-4 
PWA 56331-5 
PWA 56331-6 
PWA 56331-7 
PWA 56331-8 
PWA 56333 


PWA 56333-1 
PWA 56333-7 
PWA 56336 
PWA 56336-1 
PWA 56336-11 
PWA 56336-12 
PWA 56336-13 
PWA 56336-15 
PWA 56336-16 
PWA 56336-17 
PWA 56336-18 
PWA 56336-19 


PWA 56336-2 
PWA 56336-20 


PWA 56336-21 
PWA 56336-22 
PWA 56336-23 
PWA 56336-24 
PWA 56336-4 
PWA 56336-5 
PWA 56336-6 
PWA 56337 
PWA 56337-10 
PWA 56337-12 
PWA 56337-13 
PWA 56337-14 
PWA 56337-16 
PWA 56337-17 
PWA 56337-20 
PWA 56337-22 
PWA 56337-23 
PWA 56337-27 
PWA 56337-28 
PWA 56337-29 
PWA 56337-3 
PWA 56337-30 
PWA 56337-31 
PWA 56337-5 
PWA 56337-6 
PWA 56337-7 
PWA 56338 
PWA 56338-1 
PWA 56338-13 
PWA 56338-14 
PWA 56338-16 
PWA 56338-17 
PWA 56338-18 


PWA 56338-19 


PWA 56338-2 

PWA 56338-20 
PWA 56338-21 
PWA 56338-22 
PWA 56338-23 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


Change 29 


3-149 


3-150 


T.O. 2J-F100-94 


PART 
NUMBER 


PWA 56338-24 
PWA 56338-25 
PWA 56338-26 
PWA 56338-27 
PWA 56338-29 
PWA 56338-3 

PWA 56338-32 


PWA 56338-33 
PWA 56338-4 
PWA 56338-5 
PWA 56338-6 
PWA 56338-9 
PWA 56500 
PWA 56500-10 
PWA 56500-11 
PWA 56500-14 
PWA 56500-6 
PWA 56500-7 
PWA 56501 
PWA 56502 
PWA 56503 
PWA 56503-1 
PWA 56503-2 
PWA 56504 
PWA 56505 
PWA 56505-1 
PWA 56505-10 
PWA 56505-11 
PWA 56505-13 
PWA 56505-14 
PWA 56505-15 
PWA 56505-2 
PWA 56505-3 
PWA 56505-5 
PWA 56505-6 
PWA 56505-7 
PWA 56505-8 
PWA 56506 
PWA 56507 
PWA 56508 
PWA 56509 
PWA 56509-1 
PWA 56509-2 
PWA 56510 
PWA 56511 
PWA 56511-2 
PWA 56512 
PWA 56512-11 
PWA 56512-4 
PWA 56512-5 
PWA 56512-6 
PWA 56512-9 
PWA 56512-9-1 
PWA 56516 
PWA 56516-2 
PWA 56516-3 
PWA 56517 
PWA 56525 
PWA 56526 
PWA 56528 
PWA 56529 
PWA 56531 
PWA 56538 


Change 29 


FIGURE 
& INDEX 
NUMBER 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
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PART 
NUMBER 


PWA 56539 
PWA 56540 
PWA 56541 
PWA 56542 
PWA 56543 
PWA 56544 
PWA 56545 
PWA 56546 
PWA 56547 
PWA 56549 
PWA 56550 
PWA 56551 
PWA 56552 
PWA 56553 
PWA 56556 
PWA 56558 
PWA 56560 
PWA 56561 
PWA 56562 


PWA 56562-1 
PWA 56562-2 
PWA 56562-3 
PWA 56564 
PWA 56566 


PWA 56567 
PWA 56568 
PWA 56569 
PWA 56570 
PWA 56571 
PWA 56572 
PWA 56572-1 
PWA 56572-4 
PWA 56572-5 
PWA 56573 
PWA 56574 
PWA 56575 
PWA 56576 
PWA 56579 
PWA 56579-1 
PWA 56579-12 
PWA 56579-13 
PWA 56579-14 
PWA 56579-16 
PWA 56579-2 
PWA 56579-20 
PWA 56579-21 
PWA 56579-3 
PWA 56579-4 
PWA 56579-5 
PWA 56579-6 
PWA 56579-7 
PWA 56579-8 
PWA 56579-9 
PWA 56582 
PWA 56583 
PWA 56585 


PWA 56586 
PWA 56588 


PWA 56591 
PWA 56593 


FIGURE 
& INDEX 
NUMBER 


313A -2 
313A -3 
313A -4 
386A -16 
386A -17 
207 -5 
313A -5 
313A -6 
386A -18 
313B -13 
313B -14 
313B -15 
386B -1 
386B -2 
475 - 34 
485 - 26 
101 - 21 
467 - 37 
44 - 47 
5-1 
44 - 50 
44 - 48 
44 - 49 
39A - 1 
55В - 43 
55B - 45 
55B - 2 
377-6 
467 - 38 
357-8 
102 - 8 
39 - 50 
39 - 55 
39 - 52 
39 - 51 
277 - 30 
277 - 31 
277 - 32 
178 - 34 
166В -1 
166B -22 
166B -18 
166B -14 
166B -2 
166B -10 
166B -15 
166B -19 
166B -11 
166B -17 
166B -8 
166B -21 
166B -6 
166B -3 
166B -16 
166B -20 
343 - 6 
452 - 2 
39A - 4 
52A - 4 
55В - 44 
168 - 1 
5208 -1 
158 - 12 
539 - 41 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


PWA 56593-1 PWA 56683 
PWA 56593-11 PWA 56685 
PWA 56593-12 PWA 56687 
PWA 56593-13 PWA 56688 
PWA 56593-14 PWA 56689 
PWA 56593-15 PWA 56690 
PWA 56593-16 PWA 56694 
PWA 56593-18 PWA 56699 
PWA 56593-2 PWA 56701 
PWA 56593-23 PWA 56703 
PWA 56593-25 PWA 56704 
PWA 56593-26 PWA 56705 
PWA 56593-27 PWA 56706 
PWA 56593-3 PWA 56708 
PWA 56593-32 

PWA 56593-33 PWA 56709 
PWA 56593-34 PWA 56710 
PWA 56593-35 PWA 56711 
PWA 56593-36 PWA 56716 
PWA 56593-4 PWA 56718 
PWA 56593-7 PWA 56721 
PWA 56594 PWA 56724 
PWA 56595 PWA 56726 
PWA 56596 PWA 56727 
PWA 56599 PWA 56728 
PWA 56601 PWA 56729 
PWA 56603 PWA 56731 
PWA 56606 PWA 56732 
PWA 56629 PWA 56737 
PWA 56630 PWA 56739 
PWA 56637 PWA 56743 
PWA 56637-1 PWA 56751 
PWA 56637-10 PWA 56752 
PWA 56637-15 PWA 56753 
PWA 56637-18 PWA 56754 
PWA 56637-4 PWA 56755 
PWA 56637-5 PWA 56756 
PWA 56637-6 PWA 56757 
PWA 56639 PWA 56758 
PWA 56640 PWA 56759 
PWA 56641 PWA 56760 
PWA 56646 PWA 56761 
PWA 56647 PWA 56762 
PWA 56649 PWA 56764 
PWA 56650 PWA 56765 
PWA 56651 PWA 56766 
PWA 56652 PWA 56768 
PWA 56653 PWA 56769 
PWA 56654 PWA 56770 
PWA 56655 PWA 56771 
PWA 56661 PWA 56784 
PWA 56662 PWA 56785 
PWA 56667 PWA 56789 
PWA 56668 PWA 56791 
PWA 56670 PWA 56792 
PWA 56671 PWA 56793 
PWA 56674 PWA 56794 
PWA 56675 PWA 56795 
PWA 56676 PWA 56796 
PWA 56677 PWA 56797 
PWA 56679 PWA 56798 
PWA 56680 PWA 56799 
PWA 56681 PWA 56801 
PWA 56682 PWA 56805 


6 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
0 


2 
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Change 29 3-151 


3-152 


T.O. 2J-F100-94 


PART 
NUMBER 


PWA 56808 
PWA 56820 
PWA 57000 
PWA 57000-1 
PWA 57000-2 
PWA 57000-3 
PWA 57000-4 
PWA 57000-5 
PWA 57000-6 
PWA 57000-7 
PWA 57000-8 
PWA 57004 
PWA 57005 


PWA 57005-1 
PWA 57005-11 
PWA 57005-12 
PWA 57005-13 
PWA 57005-16 
PWA 57005-17 
PWA 57005-19 
PWA 57005-2 
PWA 57005-20 
PWA 57005-21 
PWA 57005-5 
PWA 57005-6 
PWA 57005-7 
PWA 57005-8 
PWA 57005-9 


PWA 57006 
PWA 57007 


PWA 57007-1 
PWA 57007-10 
PWA 57007-12 
PWA 57007-13 
PWA 57007-16 
PWA 57007-17 
PWA 57007-18 
PWA 57007-19 
PWA 57007-20 
PWA 57007-6 
PWA 57007-7 
PWA 57007-8 
PWA 57007-9 
PWA 57008 
PWA 57008-1 
PWA 57008-13 
PWA 57008-2 
PWA 57008-3 
PWA 57008-5 
PWA 57008-6 
PWA 57008-7 
PWA 57008-8 
PWA 57009 
PWA 57009-1 
PWA 57009-10 
PWA 57009-11 
PWA 57009-12 
PWA 57009-13 
PWA 57009-14 
PWA 57009-16 
PWA 57009-16-1 
PWA 57009-16-2 


Change 29 


FIGURE 
& INDEX 
NUMBER 


N N — — = о D + 


PART 
NUMBER 


PWA 57009-16-3 
PWA 57009-17 
PWA 57009-19 
PWA 57009-2 
PWA 57009-20 
PWA 57009-21 
PWA 57009-22 
PWA 57009-23 
PWA 57009-24 
PWA 57009-3 
PWA 57009-6 
PWA 57009-7 
PWA 57009-8 
PWA 57009-9 
PWA 57010 
PWA 57010-11 
PWA 57010-12 
PWA 57010-13 
PWA 57010-18 
PWA 57010-19 
PWA 57010-21 
PWA 57010-22 
PWA 57010-23 
PWA 57010-26 
PWA 57014 
PWA 57014-1 
PWA 57014-2 
PWA 57014-3 
PWA 57014-5 
PWA 57014-6 
PWA 57014-8 
PWA 57014-9 
PWA 57015 
PWA 57015-1 
PWA 57015-11 
PWA 57015-15 
PWA 57015-16 
PWA 57015-2 
PWA 57015-20 
PWA 57015-21 
PWA 57015-22 
PWA 57015-24 
PWA 57015-3 
PWA 57016 
PWA 57016-1 
PWA 57016-3 
PWA 57016-4 
PWA 57016-5 
PWA 57017 
PWA 57017-2 
PWA 57017-4 
PWA 57017-6 
PWA 57018 
PWA 57018-1 
PWA 57018-2 
PWA 57018-3 
PWA 57019 
PWA 57019-1 
PWA 57019-10 
PWA 57019-13 
PWA 57019-15 
PWA 57019-16 
PWA 57019-18 
PWA 57019-19 


FIGURE 
& INDEX 
NUMBER 
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T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


PWA 57019-2 
PWA 57019-4 
PWA 57019-7 
PWA 57019-8 
PWA 57022 
PWA 57022-1 
PWA 57022-2 
PWA 57022-3 
PWA 57022-5 
PWA 57022-6 
PWA 57024 
PWA 57024-1 
PWA 57024-1-4 
PWA 57024-11 
PWA 57024-12 
PWA 57024-2 
PWA 57024-3 
PWA 57024-4 
PWA 57024-5 
PWA 57024-6 
PWA 57024-7 
PWA 57024-8 
PWA 57024-9 
PWA 57026 


PWA 57026-1 
PWA 57026-10 
PWA 57026-12 
PWA 57026-14 
PWA 57026-15 
PWA 57026-17 
PWA 57026-19 
PWA 57026-2 
PWA 57026-4 
PWA 57026-6 
PWA 57026-7 
PWA 57026-8 
PWA 57026-9 
PWA 57027 
PWA 57027-1 
PWA 57027-11 
PWA 57027-2 
PWA 57027-4 
PWA 57027-5 
PWA 57027-7 
PWA 57027-8 
PWA 57028 
PWA 57028-1 
PWA 57028-11 
PWA 57028-13 
PWA 57028-14 
PWA 57028-15 
PWA 57028-17 
PWA 57028-2 
PWA 57028-4 
PWA 57028-5 
PWA 57028-6 
PWA 57028-7 
PWA 57028-8 
PWA 57028-9 
PWA 57029 
PWA 57029-1 
PWA 57029-12 
PWA 57029-13 


DD 
аа ГО ГО ср аа 


РМА 57029-14 
РМА 57029-15 
РМА 57029-18 
РМА 57029-19 
РМА 57029-20 
РМА 57029-22 
РМА 57029-23 
РМА 57029-26 
РМА 57029-27 
РМА 57029-28 
РМА 57029-31 
РМА 57029-32 
РМА 57029-34 
РМА 57030 
РМА 57030-1 
РМА 57030-10 
РМА 57030-11 


РМА 57030-12 
РМА 57030-13 
РМА 57030-16 
РМА 57030-2 

РМА 57030-22 
РМА 57030-23 
РМА 57030-25 
РМА 57030-28 


РМА 57030-30 
РМА 57030-31 
РМА 57030-32 
РМА 57030-33 
РМА 57030-34 
РМА 57030-35 
РМА 57030-5 
РМА 57030-6 
РМА 57030-7 
РМА 57032 


РМА 57036 
РМА 57036-1 


РМА 57036-10 
РМА 57036-11 
РМА 57036-13 
РМА 57036-14 
РМА 57036-4 


РМА 57036-5 
РМА 57036-7 
РМА 57036-8 
РМА 57036-9 
РМА 57037 
РМА 57037-1 
РМА 57037-10 
РМА 57037-13 
РМА 57037-2 
РМА 57037-5 
РМА 57037-6 
РМА 57037-7 
РМА 57037-8 
РМА 57039 
РМА 57040 
РМА 57040-1 
РМА 57040-10 


495 - 11 
495 - 18 
495 - 14 
495 - 13 
495 - 20 
495 - 21 
495 - 26 
495 - 28 
495 - 29 
495 - 27 
495 - 31 
495 - 30 
495 - 23 
482 - 15 
482 - 42 
482 - 18 
482 - 19 
482 - 19 
482 - 20 
482 - 41 
482 - 21 
482 - 29 
482 - 38 
482 - 37 
482 - 40 
482 - 28 
482 - 28 
482 - 32 
482 - 31 
482 - 34 
482 - 33 
482 - 19 
482 - 28 
482 - 23 
482 - 24 
482 - 25 
335 - 23 
343 - 3 
465 - 14 
465 - 26 
465 - 26А 
465 - 17 
465 - 24 
465 - 26А 
465 - 22А 
465 - 22 
465 - 22А 
465 - 20 
465 - 21 
465 - 25 
465 - 23 
465 - 27 
465 - 39 
465 - 38 
465 - 33 
465 - 30 
465 - 32 
465 - 37 
465 - 36 
465 - 34 
429 - 3 
324 - 2 
324 - 11 
324 - 11A 


Change 29 


3-153 


3-154 


T.O. 2J-F100-94 


PART 
NUMBER 


PWA 57040-5 
PWA 57040-6 
PWA 57040-7 
PWA 57040-8 
PWA 57040-9 
PWA 57041 


PWA 57041-1 
PWA 57041-10 
PWA 57041-11 
PWA 57041-12 
PWA 57041-13 
PWA 57041-15 
PWA 57041-17 
PWA 57041-18 
PWA 57041-3 
PWA 57041-5 
PWA 57042 
PWA 57042-10 
PWA 57042-11 
PWA 57042-12 
PWA 57042-13 
PWA 57042-2 
PWA 57042-3 
PWA 57042-4 
PWA 57042-5 
PWA 57042-9 
PWA 57043 
PWA 57043-1 
PWA 57043-2 
PWA 57045 
PWA 57045-1 
PWA 57045-2 
PWA 57046 
PWA 57046-1 
PWA 57047 
PWA 57047-1 
PWA 57047-2 
PWA 57047-3 
PWA 57048 
PWA 57048-1 
PWA 57048-2 
PWA 57048-3 
PWA 57048-4 
PWA 57049 
PWA 57049-1 
PWA 57049-2 
PWA 57050 
PWA 57050-1 
PWA 57050-10 
PWA 57050-2 
PWA 57050-4 
PWA 57050-5 
PWA 57050-8 
PWA 57050-9 
PWA 57051 
PWA 57051-1 
PWA 57051-4 
PWA 57051-5 
PWA 57051-6 
PWA 57051-8 
PWA 57052 
PWA 57052-1 
PWA 57053 
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PART 
NUMBER 


PWA 57054 
PWA 57056 
PWA 57056-1 
PWA 57056-2 
PWA 57057 
PWA 57057-1 
PWA 57057-2 
PWA 57057-3 
PWA 57058 


PWA 57059 
PWA 57060 
PWA 57060-1 
PWA 57060-2 
PWA 57060-3 
PWA 57060-4 
PWA 57060-5 
PWA 57060-6 
PWA 57061 
PWA 57061-1 
PWA 57061-4 
PWA 57063 
PWA 57065 
PWA 57065-1 
PWA 57065-2 
PWA 57065-4 
PWA 57065-5 
PWA 57065-8 
PWA 57065-9 
PWA 57066 
PWA 57066-1 
PWA 57066-2 
PWA 57067 
PWA 57067-1 
PWA 57068 
PWA 57068-1 
PWA 57068-2 
PWA 57070 
PWA 57070-1 
PWA 57070-2 
PWA 57071 
PWA 57071-1 
PWA 57071-10 
PWA 57071-11 
PWA 57071-12 
PWA 57071-13 
PWA 57071-14 
PWA 57071-15 
PWA 57071-16 
PWA 57071-17 
PWA 57071-18 
PWA 57071-19 
PWA 57071-2 
PWA 57071-20 
PWA 57071-3 
PWA 57071-4 
PWA 57071-5 
PWA 57071-6 
PWA 57071-7 
PWA 57071-9 
PWA 57072 
PWA 57072-1 


PWA 57072-4 


FIGURE 
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PART 
NUMBER 


PW PWA 57072-6 


PWA 57072-7 
PWA 57072-8 
PWA 57073 
PWA 57073-1 
PWA 57073-3 
PWA 57074 
PWA 57074-1 
PWA 57077 
PWA 57083 
PWA 57086 
PWA 57086-1 
PWA 57086-10 
PWA 57086-11 
PWA 57086-12 
PWA 57086-13 
PWA 57086-14 
PWA 57086-15 
PWA 57086-16 
PWA 57086-17 


PWA 57086-18 


PWA 57086-2 
PWA 57086-20 
PWA 57086-22 
PWA 57086-23 
PWA 57086-3 
PWA 57086-4 
PWA 57086-5 
PWA 57086-6 
PWA 57086-8 
PWA 57086-9 
PWA 57087 
PWA 57087-1 
PWA 57087-2 
PWA 57087-3 
PWA 57087-4 
PWA 57087-6 
PWA 57087-7 
PWA 57088 
PWA 57088-1 
PWA 57089 
PWA 57089-1 
PWA 57089-10 
PWA 57089-11 
PWA 57089-12 
PWA 57089-18 
PWA 57089-19 
PWA 57089-2 
PWA 57089-22 
PWA 57089-24 


PWA 57089-25 
PWA 57089-27 
PWA 57089-5 


PWA 57089-6 
PWA 57089-9 
PWA 57101 

PWA 57101-1 
PWA 57101-2 
PWA 57102 

PWA 57102-1 


FIGURE 
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PWA 57102-10 
PWA 57102-11 
PWA 57102-12 
PWA 57102-13 
PWA 57102-2 
PWA 57102-3 
PWA 57102-4 
PWA 57102-5 
PWA 57102-6 
PWA 57102-7 
PWA 57103 
PWA 57103-1 
PWA 57103-10 
PWA 57103-11 
PWA 57103-12 
PWA 57103-4 
PWA 57103-5 
PWA 57103-6 


PWA 57103-7 
PWA 57103-8 
PWA 57104 
PWA 57104-1 
PWA 57104-2 
PWA 57104-3 
PWA 57105 
PWA 57108 
PWA 57108-1 
PWA 57108-2 
PWA 57113 


PWA 57114 
PWA 57114-1 
PWA 57114-10 
PWA 57114-11 
PWA 57114-12 
PWA 57114-13 
PWA 57114-14 
PWA 57114-16 
PWA 57114-2 
PWA 57114-3 
PWA 57114-4 
PWA 57114-5 
PWA 57114-6 
PWA 57114-7 
PWA 57114-8 
PWA 57116 


PWA 57116-1 
PWA 57116-10 
PWA 57116-11 
PWA 57116-12 
PWA 57116-2 
PWA 57116-3 
PWA 57116-6 
PWA 57116-7 
PWA 57116-8 
PWA 57116-9 
PWA 57117 
PWA 57117-1 
PWA 57117-2 
PWA 57117-4 
PWA 57117-5 
PWA 57118 
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3-156 


T.O. 2J-F100-94 


PART 
NUMBER 


PWA 57118-1 
PWA 57118-2 
PWA 57119 
PWA 57119-6 
PWA 57119-7 
PWA 57119-8 
PWA 57120 
PWA 57121 


PWA 57122 
PWA 57122-1 
PWA 57122-11 
PWA 57122-13 
PWA 57122-15 
PWA 57122-16 
PWA 57122-17 
PWA 57122-18 
PWA 57122-2 
PWA 57122-20 
PWA 57122-21 
PWA 57122-22 
PWA 57122-24 
PWA 57122-26 
PWA 57122-28 
PWA 57122-3 
PWA 57122-4 
PWA 57122-5 
PWA 57122-6 
PWA 57122-7 
PWA 57122-9 
PWA 57123 


PWA 57123-1 
PWA 57123-10 
PWA 57123-12 
PWA 57123-14 
PWA 57123-15 
PWA 57123-16 
PWA 57123-17 
PWA 57123-19 
PWA 57123-2 
PWA 57123-20 
PWA 57123-22 
PWA 57123-23 
PWA 57123-24 
PWA 57123-26 
PWA 57123-5 
PWA 57123-6 
PWA 57123-7 
PWA 57123-8 
PWA 57124 
PWA 57124-1 
PWA 57124-2 
PWA 57124-3 
PWA 57124-4 
PWA 57124-5 
PWA 57127 
PWA 57128 


PWA 57131 
PWA 57131-2 
PWA 57131-3 
PWA 57132 
PWA 57132-1 


Change 29 
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PWA 57132-10 
PWA 57132-16 
PWA 57132-23 
PWA 57132-24 
PWA 57132-25 
PWA 57132-26 
PWA 57132-29 
PWA 57132-29-1 
PWA 57132-29-2 
PWA 57132-30 
PWA 57132-30-1 
PWA 57132-30-2 
PWA 57132-31 
PWA 57132-32 
PWA 57132-35 
PWA 57132-36 
PWA 57132-38 
PWA 57132-4 
PWA 57137 
PWA 57137-1 
PWA 57137-2 
PWA 57137-3 
PWA 57138 
PWA 57138-1 
PWA 57138-10 
PWA 57138-11 
PWA 57138-12 
PWA 57138-15 
PWA 57138-17 
PWA 57138-2 
PWA 57138-21 
PWA 57138-22 
PWA 57138-26 
PWA 57138-27 
PWA 57138-3 
PWA 57138-4 
PWA 57138-6 
PWA 57138-8 
PWA 57139 
PWA 57139-1 
PWA 57139-2 
PWA 57139-3 


PWA 57140 

PWA 57140-1 
PWA 57140-2 
PWA 57140-6 
PWA 57140-7 
PWA 57141 

PWA 57141-1 
PWA 57141-3 
PWA 57142 

PWA 57142-1 
PWA 57142-3 


PWA 57143 
PWA 57143-11 
PWA 57143-12 
PWA 57143-13 
PWA 57143-15 
PWA 57143-16 
PWA 57143-2 
PWA 57143-3 
PWA 57143-4 


FIGURE 
& INDEX 
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PART 
NUMBER 


PWA 57143-6 
PWA 57143-7 
PWA 57143-8 
PWA 57146 
PWA 57146-1 
PWA 57146-10 
PWA 57146-12 
PWA 57146-13 
PWA 57146-15 
PWA 57146-3 
PWA 57146-4 
PWA 57146-5 
PWA 57146-7 
PWA 57146-8 
PWA 57149 
PWA 57149-1 
PWA 57149-3 
PWA 57151 
PWA 57152 
PWA 57152-1 
PWA 57152-4 
PWA 57152-5 
PWA 57152-6 
PWA 57152-8 
PWA 57152-9 
PWA 57157 
PWA 57157-1 
PWA 57157-10 
PWA 57157-11 
PWA 57157-12 
PWA 57157-14 
PWA 57157-17 
PWA 57157-18 
PWA 57157-19 
PWA 57157-20 
PWA 57157-21 
PWA 57157-22 
PWA 57157-23 
PWA 57157-24 
PWA 57158 
PWA 57158-1 
PWA 57158-11 
PWA 57158-12 
PWA 57158-13 
PWA 57158-14 
PWA 57158-15 
PWA 57158-16 
PWA 57158-17 
PWA 57158-18 
PWA 57158-23 
PWA 57158-24 
PWA 57158-26 
PWA 57158-27 
PWA 57158-28 
PWA 57158-29 
PWA 57158-4 
PWA 57158-5 
PWA 57158-8 
PWA 57165 
PWA 57165-1 
PWA 57165-10 
PWA 57165-11 
PWA 57165-13 
PWA 57165-15 


FIGURE 
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PWA 57165-16 
PWA 57165-17 
PWA 57165-20 
PWA 57165-4 
PWA 57165-6 


PWA 57165-7 


PWA 57167 
PWA 57167-1 
PWA 57167-3 
PWA 57171 


PWA 57171-1 
PWA 57171-14 
PWA 57171-2 
PWA 57171-3 
PWA 57171-5 
PWA 57171-6 
PWA 57171-8 
PWA 57176 


PWA 57176-1 
PWA 57176-4 
PWA 57176-5 
PWA 57176-6 
PWA 57176-8 
PWA 57182 
PWA 57182-1 
PWA 57182-2 
PWA 57187 
PWA 57187-1 
PWA 57187-10 
PWA 57187-11 
PWA 57187-13 
PWA 57187-14 
PWA 57187-17 
PWA 57187-18 
PWA 57187-19 
PWA 57187-2 


PWA 57187-20 
PWA 57187-21 


PWA 57187-22 


PWA 57187-3 
PWA 57187-6 
PWA 57187-8 
PWA 57187-9 
PWA 57190 
PWA 57190-1 
PWA 57190-10 
PWA 57190-13 
PWA 57190-14 
PWA 57190-16 
PWA 57190-17 
PWA 57190-18 
PWA 57190-19 
PWA 57190-2 
PWA 57190-20 
PWA 57190-21 
PWA 57190-3 
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PART 
NUMBER 


PWA 57190-4 
PWA 57190-6 
PWA 57190-7 
PWA 57191 
PWA 57191-1 
PWA 57191-10 
PWA 57191-11 
PWA 57191-12 
PWA 57191-13 
PWA 57191-14 


FIGURE 
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PART 
NUMBER 


PWA 57204-7 
PWA 57204-8 
PWA 57204-9 
PWA 57206 
PWA 57206-1 
PWA 57206-10 


PWA 57206-11 
PWA 57206-14 
PWA 57206-17 


FIGURE 
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NUMBER 


PWA 57191-14-1 PWA 57206-18 
PWA 57191-14-2 PWA 57206-19 
PWA 57191-14-3 

PWA 57191-15 

PWA 57191-15-1 PWA 57206-2 
PWA 57191-15-2 PWA 57206-20 
PWA 57191-15-3 PWA 57206-22 


3-158 


PWA 57191-17 
PWA 57191-18 
PWA 57191-2 
PWA 57191-20 
PWA 57191-21 
PWA 57191-22 
PWA 57191-4 
PWA 57191-7 
PWA 57191-8 
PWA 57192 
PWA 57192-1 
PWA 57192-3 
PWA 57192-4 
PWA 57192-5 
PWA 57192-6 
PWA 57192-7 
PWA 57192-8 
PWA 57193 
PWA 57193-1 
PWA 57193-2 
PWA 57195 
PWA 57195-1 
PWA 57195-3 
PWA 57195-4 
PWA 57195-5 
PWA 57195-6 
PWA 57195-7 
PWA 57195-9 
PWA 57198 
PWA 57199 
PWA 57202 
PWA 57202-1 
PWA 57202-2 
PWA 57204 
PWA 57204-10 
PWA 57204-11 
PWA 57204-12 
PWA 57204-13 
PWA 57204-16 
PWA 57204-17 
PWA 57204-18 
PWA 57204-2 
PWA 57204-20 


PWA 57204-3 
PWA 57204-4 
PWA 57204-5 


Change 29 


PWA 57206-24 
PWA 57206-25 
PWA 57206-3 
PWA 57206-4 
PWA 57206-5 
PWA 57206-6 
PWA 57206-7 


PWA 57206-8 


PWA 57206-9 
PWA 57211 
PWA 57211-12 
PWA 57211-13 
PWA 57211-2 
PWA 57211-3 
PWA 57211-6 
PWA 57211-7 
PWA 57211-8 
PWA 57211-9 
PWA 57214 
PWA 57214-1 
PWA 57214-10 
PWA 57214-2 
PWA 57214-3 
PWA 57214-5 
PWA 57214-7 
PWA 57215 
PWA 57215-1 
PWA 57215-3 
PWA 57215-4 
PWA 57215-5 
PWA 57215-6 
PWA 57215-7 
PWA 57217 
PWA 57217-1 
PWA 57217-3 
PWA 57217-4 
PWA 57217-5 
PWA 57220 
PWA 57220-1 
PWA 57220-10 
PWA 57220-11 
PWA 57220-12 


PWA 57220-13 
PWA 57220-14 
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PWA 57220-15 
PWA 57220-16 
PWA 57220-17 
PWA 57220-18 
PWA 57220-19 
PWA 57220-2 
PWA 57220-20 
PWA 57220-21 
PWA 57220-22 
PWA 57220-25 
PWA 57220-26 
PWA 57220-27 
PWA 57220-28 
PWA 57220-29 
PWA 57220-3 
PWA 57220-30 
PWA 57220-31 
PWA 57220-32 
PWA 57220-34 
PWA 57220-35 
PWA 57220-36 
PWA 57220-37 
PWA 57220-38 
PWA 57220-39 
PWA 57220-4 
PWA 57220-40 
PWA 57220-5 
PWA 57220-6 
PWA 57220-7 
PWA 57220-8 
PWA 57220-9 
PWA 57221 
PWA 57222 
PWA 57222-1 
PWA 57222-10 
PWA 57222-11 
PWA 57222-12 
PWA 57222-13 
PWA 57222-14 
PWA 57222-15 
PWA 57222-16 
PWA 57222-17 
PWA 57222-18 
PWA 57222-19 
PWA 57222-2 
PWA 57222-20 
PWA 57222-21 
PWA 57222-22 
PWA 57222-23 
PWA 57222-24 
PWA 57222-25 
PWA 57222-26 
PWA 57222-27 
PWA 57222-28 
PWA 57222-29 
PWA 57222-3 
PWA 57222-30 
PWA 57222-31 
PWA 57222-32 
PWA 57222-33 
PWA 57222-34 
PWA 57222-35 
PWA 57222-36 
PWA 57222-37 
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PWA 57222-38 
PWA 57222-4 
PWA 57222-5 
PWA 57222-6 
PWA 57222-7 
PWA 57222-8 
PWA 57222-9 
PWA 57223 
PWA 57223-1 
PWA 57223-2 
PWA 57223-3 
PWA 57225 
PWA 57225-1 
PWA 57225-2 
PWA 57225-3 
PWA 57225-8 
PWA 57231 
PWA 57231-1 
PWA 57231-2 
PWA 57231-3 
PWA 57232 
PWA 57232-1 
PWA 57232-2 
PWA 57232-3 
PWA 57232-4 
PWA 57232-5 
PWA 57259 
PWA 57259-1 
PWA 57259-2 
PWA 57259-3 
PWA 57259-4 
PWA 57262 
PWA 57262-1 
PWA 57262-2 
PWA 57262-4 
PWA 57262-5 
PWA 57262-6 
PWA 57262-7 
PWA 57262-8 
PWA 57264 
PWA 57264-1 
PWA 57264-12 
PWA 57264-13 
PWA 57264-15 
PWA 57264-2 
PWA 57264-3 
PWA 57264-4 
PWA 57264-5 
PWA 57264-6 
PWA 57264-7 
PWA 57264-8 
PWA 57264-9 
PWA 57265 
PWA 57265-1 
PWA 57265-10 
PWA 57265-11 
PWA 57265-12 
PWA 57265-13 
PWA 57265-14 
PWA 57265-15 
PWA 57265-2 
PWA 57265-4 
PWA 57265-5 
PWA 57265-7 
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PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


PWA 57265-8 ЗА - 3 PWA 57306-26 476A -13 
PWA 57265-9 ЗА - 5 PWA 57306-28 476А -17 
PWA 57266 456А -1 PWA 57306-29 476А -29 
PWA 57266-1 456А -27 PWA 57306-30 476А -27 
PWA 57266-12 456А -11 PWA 57306-31 476A -21 
PWA 57266-13 456A -10 PWA 57306-32 476A -2 

PWA 57266-14 456A -9 PWA 57306-33 476A -33 
PWA 57266-15 456A -2 PWA 57306-34 476A -18 
PWA 57266-17 456A -26 PWA 57306-35 476A -22 
PWA 57266-18 456A -17 PWA 57306-36 476A -19 
PWA 57266-2 456A -14 PWA 57306-5 476A -9 

PWA 57266-21 456A -13 PWA 57306-6 476A -32 
PWA 57266-22 456A -4 PWA 57306-7 476A -5 

PWA 57266-23 456A -7 PWA 57306-8 476A -4 

PWA 57266-24 456A -8 PWA 57313 307A -1 

PWA 57266-25 456A -6 PWA 57317 172 - 4 

PWA 57266-26 456А -5 PWA 57317-1 172 - 41 
PWA 57266-5 456А -22 PWA 57317-10 172 - 13 
PWA 57266-7 456А -24 PWA 57317-11 172 - 6 

PWA 57266-8 456А -21 172 - 14 
PWA 57266-9 456А -20 PWA 57317-12 172 - 17 
PWA 57281 251-1 PWA 57317-13 172-11 
PWA 57281-1 251-11 PWA 57317-17 172-10 
PWA 57281-10 251-2 PWA 57317-19 172-16 
PWA 57281-11 251-4 PWA 57317-2 172-32 
PWA 57281-4 251-8 PWA 57317-20 172-20 
PWA 57281-5 251-6 PWA 57317-21 172-18 
PWA 57297 55-6 PWA 57317-22 172-19 
PWA 57297-1 55-7 PWA 57317-23 172 - 21 
PWA 57300 278 - 30 PWA 57317-27 172 - 37 
PWA 57300-1 278 - 35 PWA 57317-28 172 - 39 
PWA 57300-2 278 - 33 PWA 57317-3 172 - 36 
PWA 57300-4 278 - 36 PWA 57317-30 172 - 34 
PWA 57300-6 278 - 32 PWA 57317-4 172 - 35 
PWA 57302 259 - 47 PWA 57317-5 172 - 33 
PWA 57302-1 259 - 59 PWA 57317-6 172 - 23 
PWA 57302-11 259 - 53 172 - 28 
PWA 57302-12 259 - 52 PWA 57317-7 172 - 26 
PWA 57302-13 259 - 60 PWA 57317-8 172-7 

PWA 57302-14 259-48 PWA 57317-9 172-5 

PWA 57302-2 259 - 50 PWA 57325 169 - 1 

PWA 57302-4 259 - 56 PWA 57325-1 169 - 19 
PWA 57302-7 259 - 57 PWA 57325-10 169 - 10 
PWA 57302-9 259 - 55 PWA 57325-11 169 - 8 

PWA 57303 466 - 80 PWA 57325-12 169 - 7 

PWA 57303-16 466 - 88 169 - 9 

PWA 57303-17 466 - 82 PWA 57325-13 169 - 6 

PWA 57303-18 466 - 87 PWA 57325-15 169 - 18 
PWA 57303-19 466 - 86 PWA 57325-16 169 - 14 
PWA 57303-20 466 - 85 PWA 57325-18 169 - 13 
PWA 57303-7 466 - 83 PWA 57325-3 169 - 16 
PWA 57306 476A -1 PWA 57325-5 169 - 11 
PWA 57306-1 476A -34 PWA 57325-6 169 - 5 

PWA 57306-11 476A -10 PWA 57327 202 - 6 

PWA 57306-13 476A -15 PWA 57327-1 202 - 18 
PWA 57306-15 476A -31 PWA 57327-10 202 - 17 
PWA 57306-16 476A -30 PWA 57327-2 202 - 13 
PWA 57306-17 476A -28 PWA 57327-3 202 - 12 
PWA 57306-18 476A -20 PWA 57327-4 202 - 9 

PWA 57306-19 476A -25 PWA 57327-5 202 - 10 
PWA 57306-2 476A -6 PWA 57327-9-1 202 - 14 
PWA 57306-20 476A -24 PWA 57327-9-2 202 - 16 
PWA 57306-23 476А -23 PWA 57327-9-3 202 - 15 
PWA 57306-24 476A -11 PWA 57334 259 - 61 
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PWA 57334-1 
PWA 57334-2 
PWA 57334-2-1 
PWA 57334-2-2 
PWA 57334-2-3 
PWA 57334-2-4 
PWA 57334-2-5 
PWA 57334-2-6 
PWA 57334-5 
PWA 57335 
PWA 57335-1 
PWA 57335-2 
PWA 57335-5 
PWA 57336 
PWA 57336-1 
PWA 57336-1-1 
PWA 57336-1-2 
PWA 57336-11 
PWA 57336-12 
PWA 57336-2 
PWA 57336-3 
PWA 57336-4 
PWA 57336-6 
PWA 57337 
PWA 57337-1 
PWA 57337-15 


PWA 57337-16 
PWA 57337-17 
PWA 57337-2 
PWA 57337-20 
PWA 57337-21 
PWA 57337-4 
PWA 57337-5 
PWA 57337-6 
PWA 57337-9 
PWA 57338 
PWA 57338-1 
PWA 57338-2 
PWA 57338-3 
PWA 57339 
PWA 57339-1 
PWA 57339-12 
PWA 57339-14 
PWA 57339-17 
PWA 57339-17-1 
PWA 57339-17-2 
PWA 57339-17-5 
PWA 57339-17-6 
PWA 57339-17-7 
PWA 57339-17-8 
PWA 57339-18 
PWA 57339-3 
PWA 57339-4 
PWA 57339-5 
PWA 57339-6 
PWA 57339-7 
PWA 57339-8 
PWA 57341 
PWA 57341-1 
PWA 57342 
PWA 57342-1 
PWA 57345 
PWA 57345-1 
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PWA 57345-2 
PWA 57345-3 
PWA 57345-4 
PWA 57345-5 
PWA 57346 

PWA 57346-1 
PWA 57346-2 
PWA 57346-3 
PWA 57346-4 
PWA 57346-6 
PWA 57346-7 
PWA 57346-8 
PWA 57346-9 
PWA 57347 

PWA 57347-1 
PWA 57347-2 
PWA 57347-3 
PWA 57347-4 
PWA 57347-5 
PWA 57347-6 
PWA 57347-7 
PWA 57353 

PWA 57355 

PWA 57355-2 
PWA 57362 

PWA 57362-1 
PWA 57362-4 
PWA 57364 

PWA 57365 

PWA 57365-3 
PWA 57365-4 
PWA 57365-5 
PWA 57365-6 
PWA 57367 

PWA 57367-1 
PWA 57367-2 
PWA 57367-3 
PWA 57368 

PWA 57368-2 
PWA 57368-3 
PWA 57368-4 
PWA 57369 

PWA 57369-1 
PWA 57369-2 
PWA 57369-3 
PWA 57369-4 
PWA 57369-5 
PWA 57371 

PWA 57371-1 


PWA 57371-3 


PWA 57371-4 
PWA 57371-5 
PWA 57371-6 
PWA 57375 
PWA 57375-1 
PWA 57375-2 
PWA 57378 
PWA 57378-1 
PWA 57378-3 
PWA 57378-4 
PWA 57381 
PWA 57382 
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PWA 57383 

PWA 57383-1 
PWA 57383-2 
PWA 57383-3 
PWA 57383-4 
PWA 57383-5 
PWA 57383-6 
PWA 57383-7 
PWA 57383-8 
PWA 57383-9 
PWA 57388 

PWA 57388-1 
PWA 57392 


PWA 57392-1 
PWA 57392-2 
PWA 57392-3 
PWA 57392-5 
PWA 57392-6 
PWA 57392-7 
PWA 57392-8 
PWA 57392-9 
PWA 57393 
PWA 57394 
PWA 57396 
PWA 57398 
PWA 57399 
PWA 57400 
PWA 57401 


PWA 57402 
PWA 57403 
PWA 57404 
PWA 57405 
PWA 57406 
PWA 57407 
PWA 57408 
PWA 57408-1 
PWA 57408-2 
PWA 57410 
PWA 57411 
PWA 57412 
PWA 57412-1 
PWA 57412-2 
PWA 57412-3 
PWA 57412-4 
PWA 57412-5 
PWA 57414 
PWA 57414-4 
PWA 57417 
PWA 57417-1 
PWA 57417-12 
PWA 57417-14 
PWA 57417-17 
PWA 57417-21 
PWA 57417-22 
PWA 57417-5 
PWA 57417-6 
PWA 57417-9 
PWA 57419 
PWA 57419-10 
PWA 57419-11 
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PWA 57419-12 


PWA 57419-13 


PWA 57419-14 
PWA 57419-15 
PWA 57419-17 


PWA 57419-18 
PWA 57419-19 
PWA 57419-2 

PWA 57419-21 


PWA 57419-22 
PWA 57419-23 


PWA 57419-24 
PWA 57419-25 
PWA 57419-26 


PWA 57419-27 
PWA 57419-28 
PWA 57419-3 

PWA 57419-30 


PWA 57419-34 
PWA 57419-35 


PWA 57419-36 
PWA 57419-39 


PWA 57419-4 

PWA 57419-43 
PWA 57419-44 
PWA 57419-45 
PWA 57419-46 
PWA 57419-48 
PWA 57419-49 
PWA 57419-5 

PWA 57419-50 
PWA 57419-51 
PWA 57419-52 


PWA 57419-53 
PWA 57419-55 


PWA 57419-56 
PWA 57419-57 
PWA 57419-58 
PWA 57419-59 
PWA 57419-6 
PWA 57419-60 
PWA 57419-7 
PWA 57419-9 
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PWA 57420 
PWA 57420-1 
PWA 57420-10 
PWA 57420-11 
PWA 57420-12 
PWA 57420-13 
PWA 57420-14 
PWA 57420-14-1 
PWA 57420-14-2 
PWA 57420-15 
PWA 57420-19 
PWA 57420-2 
PWA 57420-21 
PWA 57420-22 
PWA 57420-23 
PWA 57420-24 


PWA 57420-25 
PWA 57420-26 


PWA 57420-27 
PWA 57420-3 
PWA 57420-30 
PWA 57420-31 
PWA 57420-32 
PWA 57420-33 
PWA 57420-34 
PWA 57420-35 
PWA 57420-38 
PWA 57420-39 
PWA 57420-41 
PWA 57420-8 
PWA 57420-9 
PWA 57421 
PWA 57421-1 
PWA 57421-2 
PWA 57421-3 
PWA 57421-4 


PWA 57421-5 
PWA 57421-6 
PWA 57421-8 
PWA 57422 
PWA 57422-1 
PWA 57422-10 
PWA 57422-13 
PWA 57422-14 
PWA 57422-15 
PWA 57422-2 
PWA 57422-3 
PWA 57422-5 
PWA 57422-6 
PWA 57422-7 
PWA 57427 
PWA 57427-1 
PWA 57427-10 
PWA 57427-11 
PWA 57427-2 
PWA 57427-3 
PWA 57427-4 
PWA 57427-5 
PWA 57427-6 
PWA 57427-7 
PWA 57427-8 
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PWA 57427-9 
PWA 57430 
PWA 57432 


PWA 57432-1 
PWA 57432-10 
PWA 57432-12 
PWA 57432-13 
PWA 57432-15 
PWA 57432-18 
PWA 57432-19 
PWA 57432-23 
PWA 57432-24 
PWA 57432-25 
PWA 57432-27 
PWA 57432-29 
PWA 57432-31 
PWA 57432-4 
PWA 57432-7 
PWA 57432-9 
PWA 57433 
PWA 57433-1 
PWA 57433-10 
PWA 57433-11 
PWA 57433-12 
PWA 57433-14 
PWA 57433-15 
PWA 57433-16 
PWA 57433-18 
PWA 57433-2 
PWA 57433-21 
PWA 57433-22 
PWA 57433-23 
PWA 57433-3 
PWA 57433-4 
PWA 57433-6 
PWA 57433-8 
PWA 57434 
PWA 57437 
PWA 57438 


PWA 57440 
PWA 57440-1 
PWA 57440-11 
PWA 57440-12 
PWA 57440-13 
PWA 57440-14 
PWA 57440-15 
PWA 57440-17 
PWA 57440-19 
PWA 57440-2 
PWA 57440-21 
PWA 57440-22 
PWA 57440-24 
PWA 57440-25 
PWA 57440-26 
PWA 57440-27 
PWA 57440-28 
PWA 57440-29 
PWA 57440-3 
PWA 57440-30 
PWA 57440-5 
PWA 57440-6 
PWA 57440-9 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


Change 29 


3-163 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


3-164 


PWA 57447 
PWA 57447-1 
PWA 57447-1-2 
PWA 57447-10 
PWA 57447-12 
PWA 57447-2 
PWA 57447-3 


PWA 57447-4 


PWA 57447-5 
PWA 57447-6 
PWA 57447-8 
PWA 57448 
PWA 57448-1-1 
PWA 57448-10 
PWA 57448-11 
PWA 57448-12 
PWA 57448-13 
PWA 57448-3 
PWA 57448-4 
PWA 57448-5 
PWA 57448-6 
PWA 57448-7 
PWA 57448-8 
PWA 57448-9 
PWA 57452 
PWA 57452-1 
PWA 57452-10 
PWA 57452-13 
PWA 57452-14 
PWA 57452-16 
PWA 57452-17 
PWA 57452-2 
PWA 57452-4 
PWA 57452-5 
PWA 57452-6 
PWA 57452-7 
PWA 57452-8 
PWA 57452-9 
PWA 57454 
PWA 57454-1 
PWA 57454-2 
PWA 57454-5 
PWA 57454-6 
PWA 57455 
PWA 57455-1 
PWA 57455-2 
PWA 57455-4 
PWA 57455-6 
PWA 57463 
PWA 57464 
PWA 57464-1 
PWA 57464-4 
PWA 57465 
PWA 57465-1 
PWA 57465-10 
PWA 57465-11 
PWA 57465-13 
PWA 57465-14 
PWA 57465-15 
PWA 57465-17 
PWA 57465-18 
PWA 57465-2 


Change 29 


PWA 57465-20 
PWA 57465-22 
PWA 57465-23 
PWA 57465-3 
PWA 57465-5 
PWA 57465-7 
PWA 57466 
PWA 57466-1 
PWA 57466-10 
PWA 57466-11 
PWA 57466-12 
PWA 57466-7 
PWA 57466-8 
PWA 57466-9 
PWA 57467 
PWA 57468 
PWA 57469 
PWA 57480-6 
PWA 57481-6 
PWA 57482 
PWA 57483 
PWA 57483-2 
PWA 57483-3 
PWA 57483-4 
PWA 57483-5 
PWA 57484 
PWA 57484-2 
PWA 57484-6 
PWA 57485 
PWA 57485-1 
PWA 57486 


PWA 57486-1 
PWA 57486-2 
PWA 57487 
PWA 57487-1 
PWA 57487-1-1 
PWA 57487-1-2 
PWA 57487-1-3 
PWA 57487-1-4 
PWA 57487-1-6 
PWA 57487-1-7 
PWA 57487-1-8 
PWA 57487-2 
PWA 57487-4 
PWA 57489 
PWA 57489-1 
PWA 57489-11 
PWA 57489-2 
PWA 57489-3 
PWA 57489-6 
PWA 57489-7 
PWA 57489-9 
PWA 57490 
PWA 57491-2-9 
PWA 57494 
PWA 57495 
PWA 57497 
PWA 57503 


PWA 57503-100 
PWA 57503-102 
PWA 57503-103 
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PWA 57503-104 
PWA 57503-105 
PWA 57503-109 
PWA 57503-110 
PWA 57503-111 
PWA 57503-111-1 
PWA 57503-111-2 
PWA 57503-111-3 
PWA 57503-112 
PWA 57503-114 
PWA 57503-114-1 
PWA 57503-114-13 
PWA 57503-114-14 
PWA 57503-114-2 
PWA 57503-114-3 
PWA 57503-114-4 
PWA 57503-114-5 
PWA 57503-114-6 
PWA 57503-114-7 
PWA 57503-114-8 
PWA 57503-114-9 
PWA 57503-116 
PWA 57503-16 
PWA 57503-19 
PWA 57503-23 
PWA 57503-25 
PWA 57503-27 
PWA 57503-28 
PWA 57503-30 
PWA 57503-33 
PWA 57503-41 
PWA 57503-49 
PWA 57503-5 


PWA 57503-68 
PWA 57503-74 
PWA 57503-75 
PWA 57503-79 
PWA 57503-81 


PWA 57503-84 
PWA 57503-85 
PWA 57503-86 
PWA 57503-88 
PWA 57503-89 
PWA 57503-9 
PWA 57503-90 
PWA 57503-93 
PWA 57503-94 
PWA 57503-95 
PWA 57503-96 
PWA 57503-97 
PWA 57503-98 
PWA 57503-99 
PWA 57504 


PWA 57504- 
PWA 57504- 
PWA 57504- 
PWA 57504- 
PWA 57504- 
PWA 57504- 


1 
1 
1 
1 
1 
1 


-1 
-3 
-4 
-5 
-6 


FIGURE 
& INDEX 
NUMBER 


- åå dd å = 


= dk ok ko 0) i аа 


= — — оо — NN 


PART 
NUMBER 


PWA 57504-1-7 
PWA 57504-1-8 
PWA 57504-2-1 
PWA 57504-2-12 
PWA 57504-2-14 
PWA 57504-2-2 
PWA 57504-2-3 
PWA 57504-2-4 
PWA 57504-2-5 
PWA 57504-2-7 
PWA 57504-2-9 
PWA 57504-3-2 
PWA 57504-4 
PWA 57504-4-1 
PWA 57504-4-10 
PWA 57504-4-11 
PWA 57504-4-2 
PWA 57504-4-3 
PWA 57504-4-4 


PWA 57504-4-4-2 


PWA 57504-4-6 
PWA 57504-4-7 
PWA 57504-4-8 
PWA 57504-6 
PWA 57504-6-1 
PWA 57504-6-2 
PWA 57504-7 
PWA 57504-7-1 
PWA 57504-7-2 
PWA 57504-7-3 
PWA 57504-7-4 
PWA 57504-8 
PWA 57504-8-1 
PWA 57506 
PWA 57506-1 
PWA 57506-10 
PWA 57506-11 
PWA 57506-12 
PWA 57506-13 
PWA 57506-14 
PWA 57506-15 
PWA 57506-19 
PWA 57506-20 
PWA 57506-23 
PWA 57506-25 
PWA 57506-26 
PWA 57506-27 
PWA 57506-3 
PWA 57506-4 
PWA 57506-7 
PWA 57506-8 
PWA 57506-9 
PWA 57516 
PWA 57516-1 
PWA 57516-10 
PWA 57516-12 
PWA 57516-15 
PWA 57516-16 
PWA 57516-17 
PWA 57516-5 
PWA 57525 


PWA 57525-1 
PWA 57525-12 
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PART 
NUMBER 


PWA 57525-2 
PWA 57525-4 
PWA 57525-5 
PWA 57525-9 
PWA 57528 
PWA 57528-1 
PWA 57528-10 
PWA 57528-11 
PWA 57528-2 
PWA 57528-4 
PWA 57528-5 
PWA 57528-6 
PWA 57528-7 
PWA 57528-8 
PWA 57528-9 
PWA 57530 
PWA 57530-1 
PWA 57530-11 
PWA 57530-12 
PWA 57530-15 
PWA 57530-16 
PWA 57530-17 
PWA 57530-2 
PWA 57530-3 
PWA 57530-4 
PWA 57530-5 
PWA 57530-6 
PWA 57530-8 
PWA 57530-9 
PWA 57531 
PWA 57531-1 
PWA 57531-2 
PWA 57531-3 
PWA 57531-4 
PWA 57531-6 
PWA 57535 
PWA 57535-1 
PWA 57535-10 
PWA 57535-11 
PWA 57535-12 
PWA 57535-13 
PWA 57535-14 
PWA 57535-15 
PWA 57535-16 
PWA 57535-17 
PWA 57535-18 
PWA 57535-20 
PWA 57535-21 
PWA 57535-24-2 
PWA 57535-24-3 
PWA 57535-24-7 
PWA 57535-25 
PWA 57535-28 
PWA 57535-4-4 
PWA 57535-4-5 
PWA 57535-8 
PWA 57535-9 
PWA 57537 
PWA 57537-1 
PWA 57537-10 
PWA 57537-11 
PWA 57537-16 
PWA 57537-2 
PWA 57537-4 
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PWA 57537-5 
PWA 57537-6 
PWA 57537-8 
PWA 57537-9 
PWA 57538 
PWA 57538-1 
PWA 57538-11 
PWA 57538-12 
PWA 57538-13 
PWA 57538-5 
PWA 57538-6 
PWA 57538-7 
PWA 57538-8 
PWA 57540 
PWA 57540-1 
PWA 57540-10 
PWA 57540-2 
PWA 57540-3 
PWA 57540-4 
PWA 57540-5 
PWA 57540-6 
PWA 57540-7 
PWA 57542 
PWA 57542-1 
PWA 57542-13 
PWA 57542-15 
PWA 57542-16 
PWA 57542-2 
PWA 57542-4 
PWA 57542-6 
PWA 57542-7 
PWA 57542-8 
PWA 57542-9 
PWA 57544 
PWA 57544-1 


PWA 57544-2 
PWA 57544-3 
PWA 57544-4 
PWA 57545 
PWA 57545-1 
PWA 57545-10 
PWA 57545-11 
PWA 57545-13 
PWA 57545-2 
PWA 57545-3 
PWA 57545-4 
PWA 57545-5 
PWA 57552 
PWA 57552-1 
PWA 57552-10 
PWA 57552-11 
PWA 57552-12 
PWA 57552-13 
PWA 57552-14 
PWA 57552-15 
PWA 57552-16 
PWA 57552-17 
PWA 57552-19 
PWA 57552-2 
PWA 57552-20 
PWA 57552-21 
PWA 57552-22 
PWA 57552-23 
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PWA 57552-24 
PWA 57552-25 
PWA 57552-26 
PWA 57552-27 
PWA 57552-28 
PWA 57552-3 


PWA 57552-30 
PWA 57552-31 
PWA 57552-32 
PWA 57552-33 
PWA 57552-34 
PWA 57552-36 
PWA 57552-37 
PWA 57552-38 
PWA 57552-4 
PWA 57552-5 
PWA 57552-6 
PWA 57552-7 
PWA 57552-8 
PWA 57552-9 
PWA 57600 


PWA 57600-1 
PWA 57600-2 
PWA 57600-5 
PWA 57600-6 
PWA 57600-7 
PWA 57600-9 
PWA 57601 
PWA 57601-1 
PWA 57601-3 
PWA 57603 
PWA 57603-14 
PWA 57603-15 
PWA 57603-4 
PWA 57603-6 
PWA 57603-7 
PWA 57603-9 
PWA 57604 
PWA 57604-1 
PWA 57604-10 
PWA 57604-11 
PWA 57604-12 
PWA 57604-13 
PWA 57604-14 
PWA 57604-15 
PWA 57604-16 
PWA 57604-2 
PWA 57604-3 
PWA 57604-4 
PWA 57604-5 
PWA 57604-6 
PWA 57604-7 
PWA 57604-8 
PWA 57604-9 
PWA 57608 
PWA 57608-1 
PWA 57608-10 
PWA 57608-4 
PWA 57608-6 
PWA 57608-8 
PWA 57608-9 
PWA 57609 
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PWA 57610 
PWA 57610-1 
PWA 57610-11 
PWA 57610-16 
PWA 57610-17 
PWA 57610-18 
PWA 57610-25 
PWA 57610-29 
PWA 57610-31 
PWA 57610-32 
PWA 57610-4 
PWA 57610-6 
PWA 57610-7 
PWA 57610-8 
PWA 57611 
PWA 57611-1 
PWA 57614 


PWA 57614-1 
PWA 57614-10 
PWA 57614-12 
PWA 57614-15 
PWA 57614-18 
PWA 57614-2 
PWA 57614-21 
PWA 57614-22 
PWA 57614-3 
PWA 57614-5 
PWA 57614-6 
PWA 57614-9 
PWA 57615 
PWA 57615-1 
PWA 57615-17 
PWA 57615-2 
PWA 57615-23 
PWA 57615-24 
PWA 57615-27 
PWA 57615-28 
PWA 57615-29 
PWA 57615-30 
PWA 57615-30-1 
PWA 57615-30-2 
PWA 57615-31 
PWA 57615-6 
PWA 57617 
PWA 57617-10 
PWA 57617-11 
PWA 57617-12 
PWA 57617-14 
PWA 57617-15 
PWA 57617-15-1 
PWA 57617-17 
PWA 57617-4 


PWA 57617-5 


PWA 57617-6 
PWA 57617-7 
PWA 57617-9 
PWA 57622 

PWA 57622-1 
PWA 57622-4 
PWA 57623 

PWA 57623-1 
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PART 
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PWA 57623-10 
PWA 57623-13 
PWA 57623-16 
PWA 57623-2 
PWA 57623-8 
PWA 57626 
PWA 57626-17 
PWA 57626-2 
PWA 57626-20 


PWA 57626-21 


PWA 57626-24 
PWA 57626-26 
PWA 57626-33 
PWA 57626-33-2 
PWA 57626-33-3 
PWA 57626-33-4 
PWA 57626-33-5 
PWA 57626-34 
PWA 57626-34-1 
PWA 57626-34-3 
PWA 57626-34-4 
PWA 57626-34-5 
PWA 57626-34-6 
PWA 57626-34-7 
PWA 57626-42 
PWA 57626-43 
PWA 57626-44 
PWA 57626-44-1 


PWA 57626-44-10 
PWA 57626-44-11 
PWA 57626-44-13 
PWA 57626-44-14 
PWA 57626-44-15 


3-168 


PWA 57626-44-2 
PWA 57626-44-3 
PWA 57626-44-4 
PWA 57626-44-5 
PWA 57626-44-6 
PWA 57626-44-7 
PWA 57626-44-8 
PWA 57626-44-9 
PWA 57626-45 
PWA 57626-45-1 
PWA 57626-45-2 
PWA 57626-46 
PWA 57626-47 
PWA 57626-48 
PWA 57626-48-1 
PWA 57626-48-2 
PWA 57626-49 
PWA 57626-50 
PWA 57626-51 
PWA 57626-52 
PWA 57626-53 
PWA 57626-54 
PWA 57626-55 
PWA 57626-56 
PWA 57626-57 
PWA 57626-57-1 
PWA 57626-57-3 
PWA 57626-8 
PWA 57628 
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PWA 57628-1 

PWA 57628-10 
PWA 57628-12 
PWA 57628-13 
PWA 57628-14 
PWA 57628-2 

PWA 57628-20 
PWA 57628-21 
PWA 57628-24 
PWA 57628-27 
PWA 57628-28 
PWA 57628-29 
PWA 57628-3 

PWA 57628-30 
PWA 57628-32 
PWA 57628-34 
PWA 57628-4 


PWA 57628-9 
PWA 57635 
PWA 57635-13 
PWA 57635-13-1 
PWA 57635-13-2 
PWA 57635-14 
PWA 57635-15 


PWA 57635-16 
PWA 57635-17 
PWA 57635-18 
PWA 57635-2 
PWA 57635-20 
PWA 57635-21 
PWA 57635-22 
PWA 57635-4 
PWA 57635-5 
PWA 57635-6 
PWA 57635-8 
PWA 57637 


PWA 57637-1 
PWA 57637-1-1 
PWA 57637-1-2 
PWA 57637-10 
PWA 57637-10-1 
PWA 57637-10-2 
PWA 57637-10-3 
PWA 57637-15 
PWA 57637-17 
PWA 57637-17-1 
PWA 57637-17-2 
PWA 57637-17-3 
PWA 57637-17-4 
PWA 57637-18 
PWA 57637-19 


PWA 57637-2 
PWA 57637-2-1 
PWA 57637-2-10 
PWA 57637-2-11 
PWA 57637-2-2 
PWA 57637-2-3 
PWA 57637-2-4 
PWA 57637-2-5 
PWA 57637-2-9 
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PWA 57637-20 
PWA 57637-21 
PWA 57637-23 


PWA 57637-23-5 
PWA 57637-24 
PWA 57637-3 
PWA 57637-3-1 
PWA 57637-3-2 
PWA 57637-5 
PWA 57637-7 
PWA 57637-9 
PWA 57637-9-1 


PWA 57637-9-10 


PWA 57637-9-2 


PWA 57637-9-3 
PWA 57637-9-4 


PWA 57637-9-5 


PWA 57637-9-6 
PWA 57637-9-8 


PWA 57638 
PWA 57638-1-10 
PWA 57638-1-11 
PWA 57638-1-13 
PWA 57638-1-4 
PWA 57638-1-6 
PWA 57638-1-9 
PWA 57638-3 
PWA 57638-3-1 
PWA 57638-3-5 
PWA 57638-4 
PWA 57638-4-1 
PWA 57638-4-2 
PWA 57638-5 
PWA 57638-5-1 
PWA 57642 
PWA 57642-18 
PWA 57642-19 
PWA 57642-20 
PWA 57642-21 
PWA 57642-22 
PWA 57642-25 
PWA 57642-26 
PWA 57642-29 
PWA 57642-30 
PWA 57643 
PWA 57643-1 
PWA 57643-4 
PWA 57645 


PWA 57645-1 

PWA 57645-13 
PWA 57645-15 
PWA 57645-16 


FIGURE 
& INDEX 
NUMBER 


= << << ee = на ok -. 


= << << СО ee SES 


PART 
NUMBER 


PWA 57645-17 
PWA 57645-18 
PWA 57645-2 
PWA 57645-3 
PWA 57645-4 
PWA 57645-5 
PWA 57645-6 
PWA 57646 
PWA 57646-1 
PWA 57646-2 
PWA 57646-3 
PWA 57646-4 
PWA 57647 


PWA 57647-1 

PWA 57647-10 
PWA 57647-11 
PWA 57647-12 
PWA 57647-16 
PWA 57647-17 
PWA 57647-18 
PWA 57647-19 
PWA 57647-2 

PWA 57647-20 
PWA 57647-22 
PWA 57647-25 
PWA 57647-26 
PWA 57647-27 
PWA 57647-5 

PWA 57647-9 


PWA 57648 


PWA 57648-10 
PWA 57648-11 
PWA 57648-12 
PWA 57648-18 
PWA 57648-21 
PWA 57648-22 
PWA 57648-23 
PWA 57648-24 
PWA 57648-25 
PWA 57648-3 
PWA 57648-5 
PWA 57649 
PWA 57649-1 
PWA 57649-2 
PWA 57649-2-1 
PWA 57649-2-2 
PWA 57649-3 
PWA 57649-3-1 
PWA 57649-3-2 
PWA 57649-4 
PWA 57650 


PWA 57650-1 
PWA 57650-16 


PWA 57650-19 
PWA 57650-22 
PWA 57650-23 
PWA 57650-27 
PWA 57650-29 
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PWA 57650-31 50-6 PWA 57653-8-2 517B -57 
PWA 57650-32 50 - 11 PWA 57653-8-3 517В -56 
PWA 57650-33 50 - 33 PWA 57653-9 517В -62 
PWA 57650-34 50 - 43 PWA 57653-9-1 517В -73 
PWA 57650-35 50 - 38 PWA 57653-9-10 517В -70 
PWA 57650-37 50 - 18 PWA 57653-9-2 517В -65 
PWA 57650-39 50 - 15 PWA 57653-9-4 517В -67 
PWA 57650-40 50 - 12 PWA 57653-9-5 517В -72 
50 - 25 PWA 57653-9-7 517В -68 
PWA 57650-41 50 - 16 PWA 57653-9-8 517В -64 
50 - 40 PWA 57653-9-9 517В -63 
PWA 57650-42 50 - 28 PWA 57654 580 - 7 
PWA 57650-43 50 - 17 PWA 57654-1 580 - 8 
PWA 57650-44 50 - 29 PWA 57654-2 580 - 9 
PWA 57650-45 50 - 27 PWA 57654-3 580 - 10 
PWA 57650-46 50 - 13 PWA 57655 192 - 15 
PWA 57650-47 50 - 30 518-3 
PWA 57650-48 50 - 26 PWA 57655-1 192 - 35 
PWA 57650-49 50-8 Р\\/А 57655-11 192 - 34 
PWA 57650-5 50 - 39 PWA 57655-13 192 - 31 
PWA 57650-50 50 - 13 PWA 57655-14 192 - 21 
50 - 36 PWA 57655-15 192 - 20 
50 - 13A PWA 57655-16 192 - 19 
50 - ЗБА 2 PWA 57655-17 192 - 16 
PWA 57650-53 50 - 23A PWA 57655-18 192 - 23 
PWA 57650-55 50 - 13A PWA 57655-2 192 - 30 
50 - 36A PWA 57655-20 192 - 18 
PWA 57650-6 50 - 31 PWA 57655-21 192 - 35 
PWA 57650-7 50 - 35 PWA 57655-22 192 - 26 
PWA 57650-8 50 - 42 PWA 57655-23 192 - 22 
PWA 57653-1 517B -33 PWA 57655-25 192 - 26 
PWA 57653-1-1 517B -35 PWA 57655-26 192 - 30 
PWA 57653-1-2 517B -34 PWA 57655-27 192 - 26 
PWA 57653-10 517B -74 PWA 57655-28 192 - 25А 
PWA 57653-10-1 517В -76 PWA 57655-4 192 - 28 
PWA 57653-15-1 517В -61 PWA 57655-5 192 - 33 
PWA 57653-17 517В -28 PWA 57655-6 192 - 31 
PWA 57653-17-1 517В -31 PWA 57655-7 192 - 24 
517В -32 PWA 57655-8 192 - 25 
PWA 57653-17-2 517В -30 PWA 57655-9 192 - 26 
PWA 57653-17-4 517В -29 PWA 57657 44-1 
PWA 57653-3 517В -22 PWA 57657-1 44 - 21 
PWA 57653-3-2 517В -25 PWA 57657-14 44-7 
Р\\/А 57653-3-3 517В -26 PWA 57657-15 44-6 
PWA 57653-3-4 517B -27 PWA 57657-16 44-5 
PWA 57653-3-5 517В -23 PWA 57657-17 44-4 
PWA 57653-5 517В -36 PWA 57657-18 44 - 3 
PWA 57653-5-1 517В -41 PWA 57657-19 44-2 
PWA 57653-5-2 517В -37 PWA 57657-2 44 - 10 
PWA 57653-5-3 517B -39 PWA 57657-21 44 - 18 
PWA 57653-6 517B -42 PWA 57657-3 44 - 11 
PWA 57653-6-1 517В -47 PWA 57657-4 44 - 12 
PWA 57653-6-2 517В -46 PWA 57657-5 44 - 9 
PWA 57653-6-3 517В -48 PWA 57657-8 44 - 15 
6-4 
6-5 
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PWA 57653- 5178 -44 PWA 57658 518 - 1 
PWA 57653- 517В -45 520B -4 
PWA 57653-6-6 517В -43 PWA 57658-4 518 - 27 
PWA 57653-7 517В -49 PWA 57659 49-1 
PWA 57653-7-2 517В -50 517-2 
PWA 57653-7-3 517В -54 PWA 57659-1 49-4 
PWA 57653-7-6 517В -52 PWA 57659-10 49-14 
PWA 57653-7-7 517В -53 PWA 57659-11 49 -8 
PWA 57653-8 517В -55 PWA 57659-2 49-2 
PWA 57653-8-1 517B -58 PWA 57659-3 49-3 
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PWA 57659-5 
PWA 57659-6 
PWA 57659-7 
PWA 57659-8 
PWA 57659-8-1 
PWA 57659-9 
PWA 57660 


PWA 57660-11 
PWA 57660-2 
PWA 57660-3 
PWA 57661 
PWA 57664 
PWA 57664-1 
PWA 57664-11 
PWA 57664-2 
PWA 57664-5 
PWA 57664-6 
PWA 57664-8 
PWA 57664-9 
PWA 57667 
PWA 57667-10 
PWA 57667-12 
PWA 57667-14 
PWA 57667-15 
PWA 57667-17 
PWA 57667-18 
PWA 57667-19 
PWA 57667-2 
PWA 57667-21 
PWA 57667-23 
PWA 57667-26 
PWA 57667-27 
PWA 57667-29 
PWA 57667-3 
PWA 57667-31 
PWA 57667-32 
PWA 57667-6 
PWA 57667-8 
PWA 57668 


PWA 57668-1 
PWA 57668-10 


PWA 57668-11 
PWA 57668-14 
PWA 57668-15 
PWA 57668-16 
PWA 57668-17 
PWA 57668-18 
PWA 57668-20 
PWA 57668-25 
PWA 57668-26 
PWA 57668-27 


PWA 57668-29 
PWA 57668-3 


PWA 57668-30 
PWA 57668-31 
PWA 57668-33 
PWA 57668-4 
PWA 57668-5 
PWA 57668-6 
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PWA 57668-7 
PWA 57668-8 


PWA 57668-9 


PWA 57669 
PWA 57669-10 
PWA 57669-2 
PWA 57669-20 
PWA 57669-21 
PWA 57669-21-4 
PWA 57669-21-7 
PWA 57669-25 
PWA 57669-26 
PWA 57669-27 
PWA 57669-28 
PWA 57669-29 
PWA 57669-29-1 
PWA 57669-29-2 
PWA 57669-3 
PWA 57669-30 
PWA 57669-30-1 
PWA 57669-5 
PWA 57669-6 
PWA 57669-7 
PWA 57669-9 
PWA 57670 


PWA 57670-1 
PWA 57670-14 


PWA 57670-2 
PWA 57670-21 


PWA 57670-28 
PWA 57670-29 
PWA 57670-3 


PWA 57670-30 


PWA 57670-31 
PWA 57670-36 
PWA 57670-38 
PWA 57670-40 
PWA 57670-49 
PWA 57670-5 

PWA 57670-51 


PWA 57670-55 
PWA 57670-57 
PWA 57670-60 
PWA 57670-61 
PWA 57670-62 
PWA 57670-63 
PWA 57670-64 
PWA 57670-66 
PWA 57670-67 
PWA 57670-69 
PWA 57670-70 
PWA 57670-72 
PWA 57670-73 
PWA 57672 
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PWA 57672-1 
PWA 57672-14 


PWA 57672-2 
PWA 57672-21 


PWA 57672-29 
PWA 57672-3 
PWA 57672-30 


PWA 57672-31 
PWA 57672-36 


PWA 57672-38 
PWA 57672-40 


PWA 57672-5 
PWA 57672-51 


PWA 57672-55 
PWA 57672-57 
PWA 57672-60 
PWA 57672-61 
PWA 57672-62 
PWA 57672-63 
PWA 57672-64 
PWA 57672-65 
PWA 57672-66 
PWA 57672-67 
PWA 57672-68 
PWA 57672-69 
PWA 57672-72 
PWA 57672-73 
PWA 57672-74 
PWA 57676 
PWA 57676-1 
PWA 57676-10 
PWA 57676-12 
PWA 57676-17 
PWA 57676-18 
PWA 57676-19 
PWA 57676-2 
PWA 57676-20 
PWA 57676-21 
PWA 57676-22 
PWA 57676-23 
PWA 57676-24 
PWA 57676-25 
PWA 57676-28 
PWA 57676-5 
PWA 57676-6 
PWA 57676-8 
PWA 57676-9 
PWA 57677 
PWA 57677-1 
PWA 57677-12 
PWA 57677-15 
PWA 57677-16 
PWA 57677-17 
PWA 57677-18 
PWA 57677-19 
PWA 57677-2 
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PWA 57677-24 
PWA 57677-25 
PWA 57677-26 
PWA 57677-27 
PWA 57677-29 
PWA 57677-5 
PWA 57677-6 
PWA 57677-8 
PWA 57677-9 
PWA 57678 
PWA 57678-1 
PWA 57678-12 
PWA 57678-13 
PWA 57678-15 
PWA 57678-16 
PWA 57678-17 
PWA 57678-2 
PWA 57678-21 
PWA 57678-24 
PWA 57678-25 
PWA 57678-26 
PWA 57678-27 
PWA 57678-29 
PWA 57678-5 
PWA 57678-6 


PWA 57678-8 
PWA 57678-9 
PWA 57683 
PWA 57683-1 
PWA 57683-11 
PWA 57683-12 
PWA 57683-13 
PWA 57683-14 
PWA 57683-15 
PWA 57683-18 
PWA 57683-19 
PWA 57683-2 
PWA 57683-21 
PWA 57683-22 
PWA 57683-24 
PWA 57683-34 
PWA 57683-35 
PWA 57683-36 
PWA 57683-37 
PWA 57683-39 
PWA 57683-4 


PWA 57683-40 
PWA 57683-41 
PWA 57683-42 
PWA 57683-42-1 
PWA 57683-45 
PWA 57683-46 
PWA 57683-47 
PWA 57683-48 
PWA 57683-49 
PWA 57683-8 
PWA 57683-9 
PWA 57686 
PWA 57686-1 
PWA 57686-2 
PWA 57686-3 
PWA 57686-4 
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PW PWA 57686-6 


PWA 57688 


PWA 57688-1 
PWA 57688-12 
PWA 57688-13 
PWA 57688-16 
PWA 57688-17 
PWA 57688-18 
PWA 57688-2 
PWA 57688-21 
PWA 57688-23 
PWA 57688-24 
PWA 57688-25 
PWA 57688-28 
PWA 57688-29 
PWA 57688-5 
PWA 57688-7 
PWA 57688-9 
PWA 57697 
PWA 57697-1 
PWA 57697-2 
PWA 57697-4 
PWA 57698 
PWA 57698-1 
PWA 57698-10 
PWA 57698-11 
PWA 57698-12 
PWA 57698-15 
PWA 57698-2 
PWA 57698-34 
PWA 57698-38 
PWA 57698-48 
PWA 57698-49 
PWA 57698-50 
PWA 57698-51 
PWA 57698-58 
PWA 57698-6 
PWA 57698-60 
PWA 57698-7 
PWA 57698-8 
PWA 57698-9 
PWA 57699 
PWA 57699-1 
PWA 57699-11 
PWA 57699-12 


PWA 57699-13 
PWA 57699-14 
PWA 57699-15 
PWA 57699-16 
PWA 57699-17 
PWA 57699-18 
PWA 57699-2 
PWA 57699-5 
PWA 57699-7 
PWA 57699-9 
PWA 57700 
PWA 57700-1 
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PWA 57700-10 
PWA 57700-13 
PWA 57700-14 
PWA 57700-15 
PWA 57700-2 
PWA 57700-3 
PWA 57700-4 
PWA 57700-4-1 
PWA 57700-4-3 
PWA 57700-4-4 
PWA 57700-4-5 
PWA 57700-4-6 
PWA 57700-7 
PWA 57701 
PWA 57701-1 
PWA 57701-2 
PWA 57701-4 
PWA 57701-5 
PWA 57703 
PWA 57703-1 
PWA 57703-2 
PWA 57703-3 
PWA 57703-4 
PWA 57703-6 
PWA 57703-7 
PWA 57704-17 
PWA 57704-18 
PWA 57704-19 
PWA 57704-21 
PWA 57704-36 
PWA 57704-39 
PWA 57704-42 
PWA 57704-44 
PWA 57704-46 
PWA 57704-47 
PWA 57704-50 
PWA 57704-51 
PWA 57704-52 
PWA 57704-6 
PWA 57707 
PWA 57708 


PWA 57708-1 
PWA 57708-2 
PWA 57708-3 
PWA 57708-6 
PWA 57708-7 
PWA 57708-9 
PWA 57709 


PWA 57709-1 
PWA 57709-2 
PWA 57709-4 
PWA 57709-6 
PWA 57709-7 
PWA 57709-8 
PWA 57710 
PWA 57710-1 
PWA 57710-2 
PWA 57710-3 
PWA 57711 
PWA 57711-1 
PWA 57711-10 
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PWA 57711-11 
PWA 57711-13 
PWA 57711-15 
PWA 57711-18 
PWA 57711-2 
PWA 57711-3 
PWA 57711-4 
PWA 57711-5 
PWA 57711-6 
PWA 57711-8 
PWA 57711-9 
PWA 57712 
PWA 57712-1 
PWA 57712-16 
PWA 57712-17 
PWA 57712-2 
PWA 57712-26 
PWA 57712-26-1 
PWA 57712-26-2 
PWA 57712-27 
PWA 57712-29 
PWA 57712-3 
PWA 57712-4 
PWA 57712-5 
PWA 57712-6 
PWA 57713 


PWA 57713-1 
PWA 57713-11 
PWA 57713-2 
PWA 57713-3 
PWA 57713-4 
PWA 57713-6 
PWA 57713-8 
PWA 57714 
PWA 57714-1 
PWA 57714-10 
PWA 57714-2 
PWA 57714-4 
PWA 57714-5 
PWA 57714-8 
PWA 57714-9 
PWA 57715 
PWA 57715-1 
PWA 57715-11 
PWA 57715-15 
PWA 57715-4 
PWA 57715-5 
PWA 57715-7 
PWA 57715-9 
PWA 57717 
PWA 57717-10 
PWA 57717-11 


PWA 57717-12 
PWA 57717-27 
PWA 57717-28 
PWA 57717-29 
PWA 57717-35 
PWA 57717-37 
PWA 57717-39 
PWA 57717-41 
PWA 57717-42 
PWA 57717-43 
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PWA 57717-44 
PWA 57717-45 
PWA 57717-48 
PWA 57717-50 
PWA 57717-51 
PWA 57717-52 
PWA 57717-7 
PWA 57717-8 
PWA 57717-9 
PWA 57718 
PWA 57718-1 
PWA 57718-2 
PWA 57719 
PWA 57719-10 
PWA 57719-11 
PWA 57719-13 
PWA 57719-14 
PWA 57719-2 


PWA 57720 
PWA 57721 


PWA 57721-1 
PWA 57721-2 
PWA 57721-3 
PWA 57721-4 
PWA 57721-5 
PWA 57721-8 
PWA 57722 
PWA 57722-1 
PWA 57722-10 
PWA 57722-11 
PWA 57722-12 
PWA 57722-13 
PWA 57722-16 
PWA 57722-18 
PWA 57722-19 
PWA 57722-2 
PWA 57722-21 
PWA 57722-23 
PWA 57722-25 
PWA 57722-26 
PWA 57722-28 
PWA 57722-29 
PWA 57722-32 
PWA 57722-33 
PWA 57722-35 
PWA 57722-36 
PWA 57722-37 
PWA 57722-38 
PWA 57722-39 
PWA 57722-4 
PWA 57722-41 
PWA 57722-42 


PWA 57722-44 
PWA 57722-45 
PWA 57722-47 
PWA 57722-49 
PWA 57722-7 
PWA 57722-8 
PWA 57722-9 
PWA 57723 
PWA 57723-1 
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PWA 57723-10 
PWA 57723-11 
PWA 57723-12 
PWA 57723-13 
PWA 57723-2 
PWA 57723-3 
PWA 57723-5 
PWA 57724 
PWA 57724-1 
PWA 57724-10 
PWA 57724-12 
PWA 57724-13 
PWA 57724-14 
PWA 57724-15 
PWA 57724-18 
PWA 57724-3 
PWA 57724-4 
PWA 57724-5 
PWA 57724-9 
PWA 57726 
PWA 57726-1 
PWA 57726-2 
PWA 57728 
PWA 57728-1 
PWA 57728-2 
PWA 57728-3 
PWA 57729 


PWA 57729-1 
PWA 57729-6 
PWA 57730 
PWA 57730-1 
PWA 57730-2 
PWA 57730-4 
PWA 57731 
PWA 57731-1 
PWA 57731-2 
PWA 57731-3 
PWA 57731-3-1 
PWA 57731-3-4 
PWA 57732 
PWA 57732-1 
PWA 57732-3 
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PWA 57738-23 
PWA 57738-24 
PWA 57738-27 
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PWA 57738-30 
PWA 57738-31 
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PWA 57738-5 
PWA 57738-6 
PWA 57738-7 
PWA 57738-8 
PWA 57738-9 
PWA 57739 
PWA 57739-1 
PWA 57739-10 
PWA 57739-12 
PWA 57739-13 
PWA 57739-14 
PWA 57739-15 
PWA 57739-16 
PWA 57739-17 
PWA 57739-18 
PWA 57739-19 
PWA 57739-2 
PWA 57739-3 
PWA 57739-4 
PWA 57739-5 
PWA 57739-6 
PWA 57739-9 
PWA 57740 
PWA 57740-1 
PWA 57740-2 
PWA 57740-3 
PWA 57740-5 
PWA 57740-6 
PWA 57741 
PWA 57741-2 
PWA 57741-2-1 
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PWA 57732-4 
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PWA 57732-6 
PWA 57732-9 
PWA 57734 
PWA 57737 
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PWA 57737-4 
PWA 57737-5 
PWA 57737-8 
PWA 57738 
PWA 57738-1 
PWA 57738-10 
PWA 57738-11 
PWA 57738-12 


PWA 57741-2-10 
PWA 57741-2-11 
PWA 57741-2-12 
PWA 57741-2-13 
PWA 57741-2-14 
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PWA 57741-2-2 
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PWA 57742-12 200A -23 
PWA 57742-19 200A -4 
PWA 57742-20 200A -16 
PWA 57742-25 200A -22 
PWA 57742-6 200A -20 
PWA 57744 49 - 16 
PWA 57744-1 49 - 18 
PWA 57744-2 49-17 
PWA 57744-3 49 - 18 
PWA 57752 40 - 29 PWA 57766-9 49 - 28 
PWA 57752-1 40 - 33 PWA 57766-9-1 49 - 31 
PWA 57752-4 40 - 32 PWA 57767 517 -6 
PWA 57753 485 - 1 517А -20 
486 - 5 PWA 57776 299 - 42 
PWA 57753-1 485 - 8 PWA 57776-1 299 - 42Е 
PWA 57753-1-1 485 - 11 PWA 57776-1-2 299 - 42Е 
PWA 57753-1-3 485 - 10 PWA 57776-2 299 - 42B 
PWA 57753-10 485 - 14 PWA 57776-4 299 - 42C 
PWA 57753-11 485 - 6 PWA 57776-4-1 299 - 42D 
486 - 9 PWA 57776-5 299 - 42G 
PWA 57753-2 485 - 13 PWA 57778 386B -3 
486 - 16 PWA 57779 486 - 3 
PWA 57753-3 485 - 16 PWA 57780 473 - 38 
PWA 57753-4 485 - 12 PWA 57780-4 517B -84 
486 - 12 PWA 57781 44 - 32 
PWA 57753-5 485 - 7 PWA 57782 478 - 30 
486 - 11 PWA 57782-21 478 - 70 
PWA 57753-7 485 -4 PWA 57782-33 478 - 69 
PWA 57753-9 485 - 15 PWA 57788 519А -1 
486 - 14 179B -3 
PWA 57755 170 - 12 PWA 57788-1 519А -83 
PWA 57755-1 170 - 33 PWA 57788-10 519А -9 
PWA 57755-13 170 - 13 PWA 57788-11 519A -26 
PWA 57755-15 170 - 43 PWA 57788-12 519A -51 
PWA 57755-15-1 170 - 46 PWA 57788-13 519A -72 
PWA 57755-15-2 170 - 44 PWA 57788-17 519A -12 
PWA 57755-16 170 - 32 519А -19 
PWA 57755-17 170 - 34 519А -29 
PWA 57755-2 170 - 26 PWA 57788-2 519A -77 
PWA 57755-22 170 - 42 PWA 57788-21 519A -6 
PWA 57755-24 170 - 39 1 519A -23 
PWA 57755-27 170 - 35 PWA 57788-22 519A -20 
PWA 57755-28 170 - 22 PWA 57788-25 519A -2 
PWA 57755-29 170 - 20 PWA 57788-27 519A -15 
PWA 57755-3 170 - 24 PWA 57788-28 519A -13 
PWA 57755-30 170 - 21 PWA 57788-3 519A -79 
PWA 57755-32 170 - 29 PWA 57788-33 519A -70 
PWA 57755-35 170 - 17 PWA 57788-34 519A -67 
PWA 57755-36 170 - 27 PWA 57788-35 519А -38 
PWA 57755-38 170 - 37 PWA 57788-36 519А -54 
PWA 57755-5 170 - 18 PWA 57788-39 519А -69 
PWA 57755-6 170 - 16 PWA 57788-4 519A -46 
PWA 57755-9 170 - 14 PWA 57788-41 519А -40 
PWA 57757 55А - 9 PWA 57788-42 519А -75 
PWA 57758 55А - 10 PWA 57788-43 519А -58 
52А - 1 PWA 57788-44 519A -66 
PWA 57760 35-5 PWA 57788-45 519A -63 
PWA 57760-4 35-6 PWA 57788-46 519A -56 
PWA 57763 179A -6 PWA 57788-47 519A -62 
PWA 57764 179B -2 PWA 57788-48 519А -53 
PWA 57765 538 - 24 PWA 57788-49 519A -52 
PWA 57766 49 - 19 PWA 57788-50 519А -55 
517-7 PWA 57788-51 519А -49 
517А -23 PWA 57788-52 519А -44 


PWA 57766-1 49 - 27 
PWA 57766-10 49 - 32 
PWA 57766-2 49 - 20 
PWA 57766-3 49 - 21 
PWA 57766-4 49 - 25 
PWA 57766-5 49 - 22 
PWA 57766-6 49 - 26 
PWA 57766-7 49 - 24 
PWA 57766-8 49 - 23 
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PWA 57788-53 519A -35 PWA 57796-11 517А -15 
PWA 57788-54 519А -41 PWA 57796-12 517А -16 
PWA 57788-55 519А -39 PWA 57796-13 517А -14 
PWA 57788-59 519A -65 PWA 57796-14 517А -17 
PWA 57788-6 519A -8 PWA 57796-15 517А -5 
PWA 57788-62 519A -34 PWA 57796-16 517A -12 
PWA 57788-63 519A -83 PWA 57796-17 517A -18 
PWA 57788-7 519A -25 PWA 57796-18 517A -19 
PWA 57788-8 519A -33 PWA 57796-2 517А -3 
PWA 57788-9 519A -16 PWA 57796-3 517A -11 
PWA 57789 519B -1 PWA 57796-4 517A -2 
PWA 57789-1 519B -83 PWA 57796-8 517A -10 
PWA 57789-10 519B -9 PWA 57797 232 - 4 
PWA 57789-11 519B -27 517В -83 
PWA 57789-12 519B -51 PWA 57798 491 - 46 
PWA 57789-13 519B -72 PWA 57799 200А -1 
PWA 57789-17 519B -12 PWA 57799-1 200A -11 
519B -19 PWA 57799-13 200A -5 
519B -30 PWA 57799-14 200A -10 
PWA 57789-2 519B -77 PWA 57799-15 200A -9 
PWA 57789-21 519B -6 PWA 57799-16 200A -2 
519B -24 PWA 57799-17 200A -3 
PWA 57789-22 519B -20 PWA 57799-23 200A -8 
PWA 57789-25 519B -2 PWA 57799-3 200A -21 
PWA 57789-27 519B -15 PWA 57800 429 - 8 
PWA 57789-28 519В -13 PWA 57801 451 - 28 
PWA 57789-3 519В -79 468А -1 
PWA 57789-33 519В -70 PWA 57801-14 451 - 39 
PWA 57789-34 519В -67 PWA 57801-16 451 - 29 
PWA 57789-37 519В -68 PWA 57801-16-1 451 - 38 
PWA 57789-4 519В -46 PWA 57801-16-2 451 - 35 
PWA 57789-40 519В -75 PWA 57801-16-3 451 - 37 
PWA 57789-41 519В -58 PWA 57801-16-4 451 - 31 
PWA 57789-42 519В -66 PWA 57803 497 - 20 
PWA 57789-43 519В -56 PWA 57805 346 - 2 
PWA 57789-44 519B -63 346 - 3 
PWA 57789-45 519B -62 PWA 57806 55B - 1 
PWA 57789-46 519B -36 PWA 57807 55А - 11 
PWA 57789-47 519В -38 52B - 2 
PWA 57789-48 519B -40 PWA 57809 55B - 37 
PWA 57789-49 519B -53 517В -77 
PWA 57789-5 519B -44 PWA 57809-12 55B - 39 
PWA 57789-50 519B -52 PWA 57809-5 55B - 40 
PWA 57789-51 519B -55 PWA 57809-6 55B - 41 
PWA 57789-52 519B -37 PWA 57809-8 55B - 42 
519B -54 PWA 57810 517В -1 
PWA 57789-53 519В -49 PWA 57810-16 517В -80 
PWA 57789-58 519В -65 PWA 57810-4 517В -2 
PWA 57789-6 519В -8 PWA 57810-4-1 517В -3 
PWA 57789-60 519В -39 PWA 57810-4-11 517В -21 
PWA 57789-61 519В -35 PWA 57810-4-13 517В -10 
PWA 57789-62 519В -84 PWA 57810-4-17 517В -18 
PWA 57789-7 519В -26 PWA 57810-4-18 517В -14 
PWA 57789-8 519В -34 PWA 57810-4-19 517В -19 
PWA 57789-9 519В -16 PWA 57810-4-2 517В -4 
PWA 57790 478 - 1 PWA 57810-4-20 517В -8 
PWA 57790-2 478 - 22 PWA 57810-4-4 517В -6 
PWA 57790-2-1 478 - 28 PWA 57810-4-7 517B -9 
PWA 57790-4 478 - 12 PWA 57810-4-8 517В -11 
PWA 57790-7 478 - 71 PWA 57810-4-9 517В -13 
PWA 57793 538 - 24 PWA 57811 432 - 32 
PWA 57796 517А -1 PWA 57811-1 432 - 34 
PWA 57796-1 517А -4 PWA 57811-1-2 432 - 36 
PWA 57796-10 517А -13 PW PWA 57811-10 432 - 41 
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PWA 57811-12 
PWA 57811-2 
PWA 57811-5 
PWA 57811-6 
PWA 57811-8 
PWA 57812 
PWA 57812-1 
PWA 57812-10 
PWA 57812-13 
PWA 57812-14 
PWA 57812-3 
PWA 57812-8 
PWA 57813 
PWA 57814 
PWA 57814-1 
PWA 57814-2 
PWA 57817 
PWA 57817-1 
PWA 57817-10 
PWA 57817-11 
PWA 57817-13 
PWA 57817-14 
PWA 57817-15 
PWA 57817-2 
PWA 57817-3 
PWA 57817-7 
PWA 57817-8 
PWA 57818 
PWA 57818-1 
PWA 57818-19 
PWA 57818-21 
PWA 57818-23 
PWA 57818-26 
PWA 57818-4 
PWA 57818-6 
PWA 57819 
PWA 57824 
PWA 57825 
PWA 57827 
PWA 57829 
PWA 57831 
PWA 57832 
PWA 57833 
PWA 57836 
PWA 57837 
PWA 57838 
PWA 57839 
PWA 57839-1 
PWA 57839-2 
PWA 57839-3 
PWA 57839-6 
PWA 57839-7 
PWA 57839-9 
PWA 57851 
PWA 57853 
PWA 57855 
PWA 57856 
PWA 57857 
PWA 57860 
PWA 57862 
PWA 57866 
PWA 57867 
PWA 57868 
PWA 57869 
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PWA 57870 
PWA 57871 
PWA 57872 
PWA 57873 
PWA 57874 
PWA 57875 
PWA 57876 
PWA 57877 
PWA 57880 
PWA 57880-1 
PWA 57880-3 
PWA 57883 
PWA 57885 
PWA 57886 
PWA 57887 
PWA 57888 
PWA 57889 
PWA 57890 
PWA 57891 
PWA 57892 
PWA 57893 
PWA 57894 
PWA 57895-1-1 
PWA 57896 
PWA 57897 
PWA 57899 
PWA 57900 
PWA 57901 
PWA 57902 
PWA 57903 
PWA 57904 
PWA 57906 
PWA 57907 
PWA 57908 
PWA 57909 
PWA 57910 
PWA 57912 
PWA 57913 
PWA 57916 
PWA 57918 
PWA 57919 
PWA 57920 
PWA 57920-1 
PWA 57920-14 
PWA 57920-15 
PWA 57920-16 
PWA 57920-17 
PWA 57920-18 
PWA 57920-19 
PWA 57920-2 
PWA 57920-21 
PWA 57920-22 
PWA 57920-25 
PWA 57920-26 
PWA 57920-27 
PWA 57920-29 
PWA 57920-3 
PWA 57920-30 
PWA 57920-33 
PWA 57920-4 
PWA 57920-5 
PWA 57920-6 
PWA 57921 
PWA 57926 
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PWA 57927 
PWA 57932 
PWA 57933 
PWA 57934 
PWA 57937 
PWA 57938 
PWA 57941 
PWA 57945 
PWA 57946 
PWA 61685 
PWA 61693 
PWA 61693-1 
PWA 61693-2 
PWA 61694 
PWA 61694-1 
PWA 61694-3 
PWA 61717 
PWA 62502 
PWA 62502-1 
PWA 62502-1-1 


PWA 62502-1-10 


PWA 62502-1-12 
PWA 62502-1-13 
PWA 62502-1-14 
PWA 62502-1-16 
PWA 62502-1-17 
PWA 62502-1-18 
PWA 62502-1-2 
PWA 62502-1-3 
PWA 62502-1-4 


PWA 62502-1 
PWA 62502-1 
PWA 62502-1 
PWA 62502-1 
PWA 62502-1 

2 

5 


-5 
-6 
-7 
-8 
-9 


PWA 62502- 
PWA 62502- 
PWA 62502-5-1 
PWA 62502-5-2 
PWA 62502-8 
PWA 6507 
PWA 6580 
PWA 6580-1 
PWA 6580-10 
PWA 6580-3 
PWA 6580-7 
PWA 6580-9 
PWA 6660 
PWA 70100 
PWA 70100-1 
PWA 70100-10 
PWA 70100-11 
PWA 70100-12 
PWA 70100-13 
PWA 70100-14 
PWA 70100-15 
PWA 70100-16 
PWA 70100-17 
PWA 70100-18 
PWA 70100-2 
PWA 70100-20 
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PWA 70100-21 
PWA 70100-22 
PWA 70100-25 
PWA 70100-27 
PWA 70100-28 
PWA 70100-30 
PWA 70100-31 
PWA 70100-32 
PWA 70100-33 
PWA 70100-34 


PWA 70100-4 
PWA 70100-6 
PWA 70100-7 
PWA 70100-8 
PWA 70100-9 
PWA 70101 
PWA 70101-1 
PWA 70101-2 
PWA 70101-5 
PWA 70102 
PWA 70102-1 
PWA 70102-2 
PWA 70102-5 
PWA 70103 
PWA 70103-1 
PWA 70103-10 
PWA 70103-11 
PWA 70103-15 
PWA 70103-17 
PWA 70103-18 
PWA 70103-19 
PWA 70103-2 
PWA 70103-20 
PWA 70103-21 
PWA 70103-22 
PWA 70103-23 
PWA 70103-24 
PWA 70103-25 
PWA 70103-26 
PWA 70103-27 
PWA 70103-3 
PWA 70103-6 
PWA 70103-8 
PWA 70103-9 
PWA 70104 
PWA 70104-1 
PWA 70104-2 
PWA 70104-7 
PWA 70104-8 
PWA 70105 
PWA 70105-1 
PWA 70105-10 
PWA 70105-11 
PWA 70105-12 
PWA 70105-13 
PWA 70105-14 
PWA 70105-15 
PWA 70105-16 
PWA 70105-18 
PWA 70105-19 
PWA 70105-20 
PWA 70105-21 
PWA 70105-22 


Change 29 
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3-179 


3-180 


T.O. 2J-F100-94 


PART 
NUMBER 


PWA 70105-24 
PWA 70105-25 
PWA 70105-27 
PWA 70105-28 
PWA 70105-30 
PWA 70105-32 
PWA 70105-33 
PWA 70105-34 
PWA 70105-36 
PWA 70105-37 
PWA 70105-38 
PWA 70105-39 
PWA 70105-41 
PWA 70105-42 
PWA 70105-43 
PWA 70105-44 
PWA 70105-45 
PWA 70105-46 
PWA 70105-48 
PWA 70105-49 
PWA 70105-5 
PWA 70105-6 
PWA 70105-8 
PWA 70108 
PWA 70108-2 
PWA 70109 
PWA 70109-1 
PWA 70109-10 
PWA 70109-11 
PWA 70109-12 
PWA 70109-13 
PWA 70109-2 
PWA 70109-3 
PWA 70109-4 
PWA 70109-5 
PWA 70109-7 
PWA 70109-8 
PWA 70109-9 
PWA 70110 
PWA 70110-1 
PWA 70110-2 
PWA 70110-2-1 
PWA 70110-2-10 
PWA 70110-2-11 
PWA 70110-2-12 
PWA 70110-2-14 
PWA 70110-2-17 
PWA 70110-2-18 
PWA 70110-2-4 
PWA 70110-2-5 
PWA 70110-2-6 
PWA 70110-2-7 
PWA 70110-2-8 
PWA 70110-2-9 
PWA 70110-4 
PWA 70110-5 
PWA 70111 
PWA 70111-1 
PWA 70111-4 
PWA 70111-5 
PWA 70111-6 
PWA 70111-7 
PWA 70111-8 
PWA 70112 


Change 29 


FIGURE 
& INDEX 
NUMBER 


о — D ND © O + = 


PART 
NUMBER 


PWA 70112-1 
PWA 70112-10 
PWA 70112-11 
PWA 70112-12 
PWA 70112-13 
PWA 70112-14 
PWA 70112-15 
PWA 70112-16 
PWA 70112-17 
PWA 70112-18 
PWA 70112-3 
PWA 70112-4 
PWA 70112-8 
PWA 70112-9 
PWA 70113 
PWA 70113-1 
PWA 70113-2 
PWA 70114 
PWA 70114-1 
PWA 70114-2 
PWA 70115 
PWA 70116 
PWA 70116-1 
PWA 70116-10 
PWA 70116-2 
PWA 70116-3 
PWA 70116-4 
PWA 70116-5 
PWA 70116-7 
PWA 70116-9 
PWA 70118 
PWA 70118-1 
PWA 70118-2 
PWA 70120 
PWA 70120-1 
PWA 70120-2 
PWA 70120-3 
PWA 70120-4 
PWA 70120-5 
PWA 70120-6 
PWA 70120-7 
PWA 70120-8 


PWA 70121 
PWA 70121-1 
PWA 70121-2 
PWA 70122 
PWA 70122-1 
PWA 70122-2 
PWA 70122-4 
PWA 70124 
PWA 70126 
PWA 70126-1 
PWA 70126-10 
PWA 70126-13 
PWA 70126-14 
PWA 70126-16 
PWA 70126-18 
PWA 70126-3 
PWA 70126-4 
PWA 70126-5 
PWA 70126-7 
PWA 70126-9 
PWA 70127 


FIGURE 
& INDEX 
NUMBER 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


PWA 70127-1 
PWA 70127-2 
PWA 70127-3 


PWA 70128 
PWA 70128-1 
PWA 70128-2 
PWA 70128-3 
PWA 70128-4 
PWA 70128-5 
PWA 70130 
PWA 70130-1 
PWA 70130-2 
PWA 70130-3 
PWA 70130-4 
PWA 70131 
PWA 70131-1 
PWA 70131-11 
PWA 70131-15 
PWA 70131-16 
PWA 70131-17 
PWA 70131-18 
PWA 70131-19 
PWA 70131-2 
PWA 70131-3 
PWA 70131-4 
PWA 70131-6 


PWA 70131-7 
PWA 70131-8 
PWA 70132 
PWA 70132-1 
PWA 70132-2 
PWA 70133 
PWA 70133-1 
PWA 70133-10 
PWA 70133-12 
PWA 70133-13 
PWA 70133-14 
PWA 70133-17 
PWA 70133-23 
PWA 70133-25 
PWA 70133-37 
PWA 70133-38 
PWA 70133-40 
PWA 70133-41 
PWA 70133-42 
PWA 70133-43 
PWA 70133-44 
PWA 70133-46 
PWA 70133-47 
PWA 70133-49 
PWA 70133-5 
PWA 70133-50 
PWA 70133-51 
PWA 70133-52 
PWA 70133-53 
PWA 70133-54 
PWA 70133-55 
PWA 70133-56 
PWA 70133-57 
PWA 70133-58 
PWA 70133-6 
PWA 70135 
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PWA 70135-1 
PWA 70135-20 
PWA 70135-28 
PWA 70135-29 
PWA 70135-30 
PWA 70135-31 
PWA 70135-32 
PWA 70135-33 
PWA 70135-34 
PWA 70135-36 
PWA 70135-56 
PWA 70135-57 
PWA 70135-58 
PWA 70135-59 
PWA 70135-60 
PWA 70135-61 
PWA 70135-62 
PWA 70135-63 
PWA 70135-7 
PWA 70135-72 
PWA 70135-78 
PWA 70135-79 
PWA 70135-80 
PWA 70135-81 
PWA 70136 
PWA 70136-11 
PWA 70136-12 
PWA 70136-20 
PWA 70136-23 
PWA 70136-24 
PWA 70136-25 
PWA 70136-27 
PWA 70136-28 
PWA 70136-29 
PWA 70136-30 
PWA 70136-31 
PWA 70136-32 
PWA 70136-34 
PWA 70136-35 
PWA 70136-37 
PWA 70136-38 
PWA 70136-39 
PWA 70136-40 
PWA 70136-41 
PWA 70136-42 
PWA 70136-45 
PWA 70136-6 
PWA 70136-7 
PWA 70136-8 
PWA 70136-9 
PWA 70137 
PWA 70137-11 
PWA 70137-12 
PWA 70137-20 
PWA 70137-26 
PWA 70137-27 
PWA 70137-28 
PWA 70137-29 
PWA 70137-30 
PWA 70137-31 
PWA 70137-32 
PWA 70137-33 
PWA 70137-34 
PWA 70137-35 


284 - 38 
284 - 37 
284 - 22 
284 - 30 
284 - 31 
284 - 33 
284 - 28 
284 - 25 
284 - 24 
284 - 34 
284 - 40А 
284 - 19 
284 - 15 
284 - 14 
284 - 9 
284 - 8 
284 - 5 
284 - 13 
284 - 26 
284 - 17 
284 - 40 
284 - 11 
284 - 10 
284 - 6 
270A -1 
270A -7 
270A -11 
270A -9 
270A -19 
270A -35 
270A -34 
270A -27 
270A -21 
270A -14 
270A -16 
270A -20 
270A -24 
270A -28 
270A -33 
270A -15 
270A -17 
270A -13 
270A -23 
270A -22 
270A -18 
270A -32 
270A -2 
270A -3 
270A -4 
270A -6 
270A -36 
270A -43 
270A -44 
270A -46 
270A -70 
270A -69 
270A -68 
270A -55 
270A -51 
270A -63 
270A -56 
270A -62 
270A -58 
270A -59 


Change 29 


3-181 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


PWA 70137-36 270A -48 PWA 70144-30 272B -37 
PWA 70137-37 270A -49 PWA 70144-31 272B -48 
PWA 70137-40 270A -53 PWA 70144-34 272B -40 
PWA 70137-41 270A -52 PWA 70144-36 272B -46 
PWA 70137-43 270A -57 PWA 70144-39 272B -41 
PWA 70137-45 270A -47 PWA 70144-40 272B -44 
PWA 70137-47 270A -67 PWA 70144-41 272B -47 
PWA 70137-6 270A -41 PWA 70144-43 272B -32 
PWA 70137-7 270A -37 PWA 70144-44 272B -39 
PWA 70137-8 270A -38 PWA 70144-45 272B -35 
PWA 70137-9 270A -39 PWA 70144-46 272B -34 
PWA 70138 122 - 9 PWA 70145 269A -46 
PWA 70139 167 - 48 PWA 70145-1 269A -55 
PWA 70139-1 167 - 58 PWA 70145-10 269А -56 
PWA 70139-11 167 - 58А PWA 70145-2 269A -51 
PWA 70139-2 167 - 56 PWA 70145-3 269A -54 
PWA 70139-3 167 - 52 PWA 70145-4 269A -52 
PWA 70139-6 167 - 49 PWA 70145-5 269A -49 
PWA 70139-7 167 - 55 PWA 70145-6 269A -48 
PWA 70139-8 167 - 54 PWA 70145-7 269A -53 
PWA 70140 556 - 4 PWA 70145-9 269A -50 
PWA 70140-1 556 - 7 PWA 70147 180 - 27 
PWA 70140-2 556 - 8 PWA 70147-11 180 - 35A 
PWA 70140-5 556 - 9 PWA 70147-14 180 - 35 
PWA 70141 271B -36 PWA 70147-15 180 - 31 
PWA 70141-1 271B -64 PWA 70147-5 180 - 32 
PWA 70141-10 271В -51 PWA 70147-6 180 - 34 
PWA 70141-11 271B -46 PWA 70147-7 180 - 30 
PWA 70141-12 271B -54 PWA 70147-8 180 - 28 
PWA 70141-13 271B -53 PWA 70147-9 180 - 29 
PWA 70141-16 271B -48 PWA 70149 521В -1 
PWA 70141-17 271B -49 PWA 70149-1 521B -13 
PWA 70141-18 271B -50 PWA 70149-10 521B -3 
PWA 70141-19 271B -58 PWA 70149-2 521В -11 
PWA 70141-2 271B -63 PWA 70149-3 521B -10 
PWA 70141-21 271B -59 PWA 70149-5 521B -5 
PWA 70141-23 271B -57 PWA 70149-6 521B -6 
PWA 70141-24 271B -45 PWA 70149-7 521B -8 
PWA 70141-25 271B -40 PWA 70149-9 521B -7 
PWA 70141-27 271B -42 PWA 70150 180 - 36 
PWA 70141-28 271B -41 PWA 70150-10 180 - 38 
PWA 70141-29 271B -65 PWA 70150-11 180 - 44A 
PWA 70141-3 271B -62 PWA 70150-14 180 - 44 
PWA 70141-7 271B -56 PWA 70150-15 180 - 40 
PWA 70141-8 271B -39 PWA 70150-5 180 - 43 
PWA 70142 267В -46 PWA 70150-6 180 - 41 
PWA 70142-1 267В -55 PWA 70150-7 180 - 39 
PWA 70142-10 267В -56 PWA 70150-9 180 - 37 
PWA 70142-2 267В -53 PWA 70151 521B -27 
PWA 70142-3 2678 -51 PWA 70151-1 521B -36 
PWA 70142-4 267В -54 PWA 70151-2 521B -35 
PWA 70142-5 267В -50 PWA 70151-4 521B -33 
PWA 70142-6 267B -49 PWA 70151-5 521B -32 
PWA 70142-7 267В -48 PWA 70151-8 521B -28 
PWA 70142-9 267В -52 PWA 70152 521B -14 
PWA 70143 556 - 10 PWA 70152-1 521B -26 
PWA 70143-1 556 - 13 PWA 70152-10 521B -16 
PWA 70143-2 556 - 14 PWA 70152-2 521B -24 
PWA 70143-5 556 - 15 PWA 70152-3 521B -23 
PWA 70144 272B -27 PWA 70152-5 521B -18 
PWA 70144-14 272B -42 PWA 70152-6 521B -19 
PWA 70144-17 272B -28 PWA 70152-7 521В -21 
PWA 70144-27 272B -49 PWA 70152-9 521B -20 
PWA 70144-29 272B -33 PWA 70153 289 - 44 
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3-182 Change 29 


PART 
NUMBER 


PWA 70153-1 
PWA 70153-10 
PWA 70153-11 
PWA 70153-12 
PWA 70153-14 
PWA 70153-15 
PWA 70153-16 
PWA 70153-17 
PWA 70153-18 
PWA 70153-19 
PWA 70153-20 
PWA 70153-21 
PWA 70153-22 
PWA 70153-23 
PWA 70153-24 
PWA 70153-25 
PWA 70153-26 
PWA 70153-27 
PWA 70153-28 
PWA 70153-29 
PWA 70153-3 
PWA 70153-5 
PWA 70153-6 
PWA 70153-7 
PWA 70153-8 
PWA 70153-9 
PWA 70154 
PWA 70154-1 
PWA 70154-2 
PWA 70155 
PWA 70155-1 
PWA 70155-2 
PWA 70157 
PWA 70157-1 
PWA 70157-10 
PWA 70157-12 
PWA 70157-13 
PWA 70157-15 
PWA 70157-16 
PWA 70157-18 
PWA 70157-19 
PWA 70157-3 
PWA 70157-7 
PWA 70157-8 
PWA 70158 
PWA 70158-1 
PWA 70158-3 
PWA 70158-4 
PWA 70158-6 
PWA 70158-7 
PWA 70158-9 
PWA 70161 
PWA 70161-1 
PWA 70161-10 
PWA 70161-12 
PWA 70161-2 
PWA 70161-3 
PWA 70161-4 
PWA 70161-7 
PWA 70161-9 
PWA 70164 
PWA 70164-1 
PWA 70164-10 
PWA 70164-11 
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PART 
NUMBER 


PWA 70164-2 
PWA 70164-3 
PWA 70164-4 
PWA 70164-7 
PWA 70164-9 
PWA 70168 
PWA 70168-1 
PWA 70168-12 
PWA 70168-13 
PWA 70168-14 
PWA 70168-16 
PWA 70168-17 
PWA 70168-18 
PWA 70168-19 
PWA 70168-2 
PWA 70168-21 
PWA 70168-22 
PWA 70168-23 
PWA 70168-24 
PWA 70168-25 
PWA 70168-26 
PWA 70168-29 
PWA 70168-32 
PWA 70168-33 
PWA 70168-34 
PWA 70168-35 
PWA 70168-36 
PWA 70168-37 
PWA 70168-38 
PWA 70168-39 
PWA 70168-40 
PWA 70168-41 
PWA 70168-42 
PWA 70168-44 
PWA 70168-48 
PWA 70168-49 
PWA 70168-5 
PWA 70168-6 
PWA 70168-7 
PWA 70168-8 
PWA 70168-9 
PWA 70169 
PWA 70169-1 
PWA 70169-10 
PWA 70169-11 
PWA 70169-12 


PWA 70169-4 
PWA 70169-5 
PWA 70169-8 
PWA 70169-9 
PWA 70170 
PWA 70170-1 
PWA 70170-10 
PWA 70170-11 
PWA 70170-15 
PWA 70170-2 
PWA 70170-3 
PWA 70170-4 
PWA 70170-5 
PWA 70170-7 
PWA 70170-8 
PWA 70170-9 
PWA 70171 


T.O. 2J-F100-94 


FIGURE 
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FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


PWA 70171-1 270B -48 PWA 70174-13 
PWA 70171-10 270B -46 PWA 70174-15 
PWA 70171-11 270B -47 PWA 70174-16 
PWA 70171-14 270B -49 PWA 70174-17 
PWA 70171-2 270B -42 PWA 70174-18 
PWA 70171-3 270B -43 PWA 70174-19 
PWA 70171-4 270B -41 PWA 70174-2 
PWA 70171-5 270B -40 PWA 70174-23 
PWA 70171-7 270B -39 PWA 70174-24 
PWA 70171-8 270B -44 PWA 70174-25 
PWA 70171-9 270B -45 PWA 70174-28 
PWA 70172 312-9 PWA 70174-29 
PWA 70172-1 312 - 14 PWA 70174-3 
PWA 70172-2 312 - 10 PWA 70174-30 
PWA 70172-3 312 - 11 PWA 70174-31 
PWA 70172-4 312 - 14А PWA 70174-32 
PWA 70172-5 312 - 13 PWA 70174-33 
PWA 70172-6 312 - 12 PWA 70174-34 
PWA 70173 173 - 22 PWA 70174-35 
PWA 70173-1 173 - 81 PWA 70174-38 
PWA 70173-13 173 - 34 PWA 70174-40 
PWA 70173-16 173 - 28 PWA 70174-41 
PWA 70173-17 173 - 29 PWA 70174-43 
PWA 70173-18 173 - 30 PWA 70174-44 
PWA 70173-19 173 - 31 PWA 70174-46 
PWA 70173-2 173 - 64 PWA 70174-47 
PWA 70173-20 173 - 25 PWA 70174-48 
PWA 70173-21 173 - 26 PWA 70174-49 
PWA 70173-22 173 - 23 PWA 70174-5 
PWA 70173-23 173 - 24 PWA 70174-54 
PWA 70173-24 173 - 60 PWA 70174-55 
PWA 70173-25 173 - 72 PWA 70174-56 
PWA 70173-26 173 - 49 PWA 70174-58 
PWA 70173-27 173 - 52 PWA 70174-6 
PWA 70173-28 173 - 50 PWA 70174-60 
PWA 70173-29 173 - 32 PWA 70174-61 
PWA 70173-3 173 - 68 PWA 70174-63 
PWA 70173-30 173 - 67 PWA 70174-64 
PWA 70173-31 173 - 65 PWA 70174-65 
PWA 70173-32 173 - 66 PWA 70174-67 
PWA 70173-33 173 - 40 PWA 70174-68 
PWA 70173-34 173 - 71 PWA 70174-69 
PWA 70173-36 173 - 62 PWA 70174-7 
PWA 70173-39 173 - 47 PWA 70175 
PWA 70173-41 173 - 76 PWA 70175-1 
PWA 70173-43 173 - 63 PWA 70175-2 
PWA 70173-44 173 - 27 PWA 70175-3 
PWA 70173-48 173 - 44 PWA 70175-4 
PWA 70173-5 173 - 74 PWA 70175-5 
PWA 70173-50 173 - 43 PWA 70176 
PWA 70173-53 173 - 56 PWA 70176-1 
PWA 70173-54 173 - 81А PWA 70176-2 
PWA 70173-58 173 - 80 PWA 70177 
PWA 70173-59 173 - 79 PWA 70177-1 
PWA 70173-6 173 - 70 PWA 70177-10 
PWA 70173-60 173 - 37 PWA 70177-12 
PWA 70173-61 173 - 39 PWA 70177-13 
PWA 70173-62 173 - 38 PWA 70177-2 
PWA 70173-7 173 - 69 PWA 70177-3 
PWA 70173-8 173 - 59 PWA 70177-4 
PWA 70174 283 - 10 PWA 70177-5 
PWA 70174-1 283 - 78 PWA 70177-6 
PWA 70174-10 283 - 69 PWA 70177-7 
PWA 70174-12 283 - 66 PWA 70177-8 


1 
1 
1 
1 
1 
1 
1 
6 
1 
1 
1 
1 
1 
1 
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3-184 Change 29 


PART 
NUMBER 


PWA 70177-9 


PWA 70178 

PWA 70178-1 
PWA 70178-2 
PWA 70178-3 
PWA 70178-4 
PWA 70178-5 
PWA 70178-6 
PWA 70178-7 
PWA 70178-8 
PWA 70178-9 


PWA 70179 
PWA 70179-1 
PWA 70179-2 
PWA 70179-3 
PWA 70179-4 
PWA 70180 
PWA 70180-1 
PWA 70180-10 
PWA 70180-11 
PWA 70180-12 
PWA 70180-13 
PWA 70180-14 
PWA 70180-15 
PWA 70180-17 
PWA 70180-19 
PWA 70180-2 
PWA 70180-4 
PWA 70180-5 
PWA 70180-8 
PWA 70188 
PWA 70188-1 
PWA 70188-11 
PWA 70188-14 
PWA 70188-16 
PWA 70188-17 
PWA 70188-18 
PWA 70188-2 
PWA 70188-20 
PWA 70188-21 
PWA 70188-23 
PWA 70188-24 
PWA 70188-25 
PWA 70188-27 
PWA 70188-28 
PWA 70188-29 
PWA 70188-3 
PWA 70188-31 
PWA 70188-32 
PWA 70188-33 
PWA 70188-34 
PWA 70188-35 
PWA 70188-36 
PWA 70188-38 
PWA 70188-39 
PWA 70188-4 
PWA 70188-40 
PWA 70188-41 
PWA 70188-42 
PWA 70188-43 
PWA 70188-44 
PWA 70188-46 


FIGURE 


& INDEX 


NUMBER 


173-21 


173 - 21А 


171 
171 
171 
171 
171 
171 
171 
171 
171 


- 10 
- 19 
- 16 
- 18 


РАВТ 
NUMBER 


PWA 70188-48 
PWA 70188-49 
PWA 70188-50 
PWA 70190 
PWA 70190-1 
PWA 70190-11 
PWA 70190-14 
PWA 70190-16 
PWA 70190-17 
PWA 70190-18 
PWA 70190-2 
PWA 70190-20 
PWA 70190-21 
PWA 70190-23 
PWA 70190-24 
PWA 70190-25 
PWA 70190-27 
PWA 70190-28 
PWA 70190-29 
PWA 70190-3 
PWA 70190-31 
PWA 70190-32 
PWA 70190-33 
PWA 70190-34 
PWA 70190-35 
PWA 70190-36 
PWA 70190-38 
PWA 70190-39 
PWA 70190-4 
PWA 70190-40 
PWA 70190-41 
PWA 70190-42 
PWA 70190-43 
PWA 70190-44 
PWA 70190-46 
PWA 70190-47 
PWA 70190-49 
PWA 70195 
PWA 70195-1 
PWA 70195-11 
PWA 70195-12 
PWA 70195-13 
PWA 70195-14 
PWA 70195-15 
PWA 70195-17 
PWA 70195-18 
PWA 70195-19 
PWA 70195-20 
PWA 70195-21 
PWA 70195-23 
PWA 70195-25 
PWA 70195-26 
PWA 70195-31 
PWA 70195-32 
PWA 70195-36 
PWA 70195-37 
PWA 70195-38 
PWA 70195-39 
PWA 70195-4 
PWA 70195-40 
PWA 70195-41 
PWA 70195-42 
PWA 70195-43 
PWA 70195-5 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


384 - 42 
384 - 15 
384 - 14 
276B -1 

276B -45 
276B -29 
276B -39 
276B -30 
276B -3 

276B -36 
276B -22 
276B -11 
276B -35 
276B -20 
276B -42 
276B -21 
276B -2 

276B -19 
276B -6 

276B -26 
276B -9 

276B -8 

276B -32 
276B -14 
276B -10 
276B -16 
276B -4 

276B -5 

276B -23 
276B -17 
276B -44 
276B -46 
276B -33 
276B -24 
276B -40 
276B -38 
276B -43 
267A -1 

267A -39 
267A -26 
267A -29 
267A -36 
267A -8 

267A -2 

267A -3 

267A -7 

267A -6 

267A -38 
267A -5 

267A -10 
267A -17 
267A -27 
267A -18 
267A -19 
267A -22 
267A -20 
267A -21 
267A -37 
267A -32 
267A -33 
267A -25 
267A -4 

267A -40 
267A -31 


Change 29 
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T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


PWA 70195-8 267A -12 PWA 70216-23 
PWA 70195-9 267A -14 PWA 70216-24 
PWA 70201 164-1 PWA 70216-25 
PWA 70201-1 164 -9 PWA 70216-27 
PWA 70201-2 164 - 8 PWA 70216-28 
PWA 70201-4 164-7 PWA 70216-29 
PWA 70201-6 164-5 PWA 70216-3 
PWA 70201-7 164-3 PWA 70216-30 
PWA 70201-8 164-2 PWA 70216-31 
PWA 70201-9 164-9 PWA 70216-4 
PWA 70202 164 - 10 PWA 70216-5 
PWA 70202-1 164 - 18 PWA 70216-6 
PWA 70202-2 164 - 17 PWA 70216-7 
PWA 70202-5 164 - 14 PWA 70216-8 
PWA 70202-7 164 - 12 PWA 70216-9 
PWA 70202-8 164 - 11 PWA 70234 
PWA 70202-9 164 - 18 PWA 70234-1 
PWA 70203 383 -5 PWA 70234-11 
PWA 70204 164 - 19 PWA 70234-2 
PWA 70204-1 164 - 28 PWA 70234-3 
PWA 70204-10 164 - 28 PWA 70234-4 
PWA 70204-3 164 - 27 PWA 70234-7 
PWA 70204-4 164 - 25 PWA 70234-9 
PWA 70204-6 164 - 23 PWA 70235 
PWA 70204-7 164 - 26 PWA 70235-1 
PWA 70204-8 164 - 20 PWA 70235-10 
PWA 70204-9 164 - 21 PWA 70235-11 
PWA 70205 164 - 29 PWA 70235-12 
PWA 70205-1 164 - 38 PWA 70235-13 
PWA 70205-10 164 - 38 PWA 70235-15 
PWA 70205-3 164 - 37 PWA 70235-16 
PWA 70205-4 164 - 35 PWA 70235-17 
PWA 70205-6 164 - 33 PWA 70235-19 
PWA 70205-7 164 - 36 PWA 70235-20 
PWA 70205-8 164 - 30 PWA 70235-21 
PWA 70205-9 164 - 31 PWA 70235-22 
PWA 70206 383 - 6 PWA 70235-24 
PWA 70207 164 - 39 PWA 70235-25 
PWA 70207-1 164 - 44 PWA 70235-26 
PWA 70207-2 164 - 42 PWA 70235-27 
PWA 70207-4 164 - 41 PWA 70235-28 
PWA 70207-5 164 - 40 PWA 70235-29 
PWA 70207-6 164 - 44 PWA 70235-3 
PWA 70208 164 - 45 PWA 70235-4 
PWA 70208-1 164 - 52 PWA 70235-5 
PWA 70208-2 164 - 49 PWA 70235-6 
PWA 70208-3 164 - 51 PWA 70235-7 
PWA 70208-5 164 - 47 PWA 70235-9 
PWA 70208-6 164 - 46 PWA 70243 
PWA 70208-7 164 - 48 PWA 70243-1 
PWA 70208-8 164 - 52 PWA 70243-2 
PWA 70216 228 - 1 PWA 70243-3 
PWA 70216-1 228 - 35 PWA 70243-4 
PWA 70216-10 228 - 14 PWA 70243-5 
PWA 70216-12 228 - 16 PWA 70245 
PWA 70216-13 228 -4 PWA 70249 
PWA 70216-16 228 -2 PWA 70251 
PWA 70216-18 228 - 11 PWA 70251-1 
PWA 70216-19 228 - 23 PWA 70251-2 
228 - 26 PWA 70251-3 
PWA 70216-2 228 - 18 PWA 70251-6 
PWA 70216-20 228 - 22 PWA 70255 
PWA 70216-21 228 - 24 PWA 70256 
PW PWA 70216-22 228 - 29 PWA 70257 


3-186 Change 29 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


PWA 70258 
PWA 70261 
PWA 70261-1 
PWA 70261-10 
PWA 70261-11 
PWA 70261-2 
PWA 70261-3 
PWA 70261-4 
PWA 70261-5 
PWA 70261-6 
PWA 70261-7 
PWA 70261-8 
PWA 70261-9 
PWA 70263 
PWA 70263-1 
PWA 70263-10 
PWA 70263-11 
PWA 70263-12 
PWA 70263-13 
PWA 70263-14 
PWA 70263-15 
PWA 70263-16 
PWA 70263-17 
PWA 70263-18 
PWA 70263-2 
PWA 70263-20 
PWA 70263-3 
PWA 70263-5 
PWA 70263-6 
PWA 70263-7 
PWA 70264 
PWA 70264-1 
PWA 70264-10 
PWA 70264-11 
PWA 70264-12 
PWA 70264-13 
PWA 70264-14 
PWA 70264-15 
PWA 70264-16 
PWA 70264-17 
PWA 70264-18 
PWA 70264-19 
PWA 70264-4 
PWA 70264-5 
PWA 70264-9 
PWA 70265 
PWA 70266 
PWA 70266-1 
PWA 70266-10 
PWA 70266-11 
PWA 70266-12 
PWA 70266-13 
PWA 70266-14 
PWA 70266-15 
PWA 70266-17 
PWA 70266-18 
PWA 70266-19 
PWA 70266-20 
PWA 70266-3 
PWA 70266-6 
PWA 70266-7 
PWA 70266-8 
PWA 70266-9 
PWA 70268 


PWA 70268-1 
PWA 70268-10 
PWA 70268-12 
PWA 70268-13 
PWA 70268-15 
PWA 70268-16 
PWA 70268-17 
PWA 70268-18 
PWA 70268-2 
PWA 70268-20 
PWA 70268-23 
PWA 70268-24 
PWA 70268-25 
PWA 70268-26 
PWA 70268-3 
PWA 70268-30 
PWA 70268-32 
PWA 70268-34 
PWA 70268-35 
PWA 70268-36 
PWA 70268-37 
PWA 70268-38 
PWA 70268-39 
PWA 70268-4 
PWA 70268-40 
PWA 70268-5 
PWA 70268-6 
PWA 70268-9 
PWA 70269 
PWA 70269-1 
PWA 70269-3 
PWA 70269-4 
PWA 70269-5 
PWA 70269-6 
PWA 70270 
PWA 70271 
PWA 70271-1 
PWA 70271-10 
PWA 70271-11 
PWA 70271-13 
PWA 70271-14 
PWA 70271-16 
PWA 70271-18 
PWA 70271-19 
PWA 70271-2 
PWA 70271-20 
PWA 70271-21 
PWA 70271-22 
PWA 70271-23 
PWA 70271-24 
PWA 70271-25 
PWA 70271-26 
PWA 70271-28 
PWA 70271-29 
PWA 70271-3 
PWA 70271-30 
PWA 70271-31 
PWA 70271-33 
PWA 70271-35 
PWA 70271-4 
PWA 70271-6 
PWA 70271-9 
PWA 70272 
PWA 70272-1 


266B -38 
266B -15 
266B -11 
266B -27 
266B -37 
266B -5 

266B -22 
266B -7 

266B -33 
266B -13 
266B -29 
266B -30 
266B -4 

266B -25 
266B -32 
266B -2 

266B -8 

266B -18 
266B -17 
266B -19 
266B -21 
266B -39 
266B -31 
266B -36 
266B -24 
266B -35 
266B -34 
266B -10 
269B -46 
269B -49 
269B -48 
269B -50 
269B -51 
269B -52 
163A -4 

270B -1 

270B -35 
270B -21 
270B -28 
270B -19 
270B -33 
270B -34 
270B -10 
270B -7 

270B -18 
270B -26 
270B -29 
270B -13 
270B -14 
270B -27 
270B -2 

270B -6 

270B -4 

270B -3 

270B -17 
270B -9 

270B -12 
270B -31 
270B -36 
270B -16 
270B -24 
270B -25 
272A -41 
272A -56 


Change 29 


3-187 


3-188 


T.O. 2J-F100-94 


PART 
NUMBER 


PWA 70272-11 
PWA 70272-12 
PWA 70272-13 
PWA 70272-16 
PWA 70272-2 
PWA 70272-3 
PWA 70272-4 
PWA 70272-7 
PWA 70272-9 
PWA 70273 
PWA 70275 
PWA 70276 
PWA 70276-1 
PWA 70276-10 
PWA 70276-11 
PWA 70276-12 
PWA 70276-13 
PWA 70276-14 
PWA 70276-15 
PWA 70276-17 
PWA 70276-18 
PWA 70276-2 
PWA 70276-21 
PWA 70276-22 
PWA 70276-24 
PWA 70276-27 
PWA 70276-29 
PWA 70276-3 
PWA 70276-5 
PWA 70276-6 
PWA 70276-7 
PWA 70276-8 
PWA 70277 
PWA 70277-1 
PWA 70277-10 
PWA 70277-11 
PWA 70277-13 
PWA 70277-14 
PWA 70277-16 
PWA 70277-17 
PWA 70277-19 
PWA 70277-2 
PWA 70277-20 
PWA 70277-22 
PWA 70277-23 
PWA 70277-24 
PWA 70277-25 
PWA 70277-26 
PWA 70277-27 
PWA 70277-3 
PWA 70277-5 
PWA 70278 
PWA 70278-1 
PWA 70278-10 
PWA 70278-11 
PWA 70278-12 
PWA 70278-14 
PWA 70278-15 
PWA 70278-17 
PWA 70278-18 
PWA 70278-21 
PWA 70278-23 
PWA 70278-24 
PWA 70278-25 


Change 29 


FIGURE 
& INDEX 
NUMBER 


272A -46 
272A -42 
272A -44 
272A -57 
272A -55 
272A -53 
272A -51 
272A -48 
272A -47 
163A -5 

163A -6 

271А -1 

271А -28 
271А -22 
271А -24 
271А -26 
271А -11 


264А -39 


= до — аа ааа 


PART 
NUMBER 


PWA 70278-27 
PWA 70278-28 
PWA 70278-29 
PWA 70278-30 
PWA 70278-31 
PWA 70278-33 
PWA 70278-34 
PWA 70278-35 
PWA 70278-36 
PWA 70278-37 
PWA 70278-38 
PWA 70278-39 
PWA 70278-4 
PWA 70278-40 
PWA 70278-41 
PWA 70278-42 
PWA 70278-44 
PWA 70278-45 
PWA 70278-46 
PWA 70278-48 
PWA 70278-5 
PWA 70278-50 
PWA 70278-51 
PWA 70278-55 
PWA 70278-56 
PWA 70278-57 
PWA 70278-6 
PWA 70278-8 
PWA 70278-9 
PWA 70279 
PWA 70279-1 
PWA 70279-10 
PWA 70279-11 
PWA 70279-12 
PWA 70279-14 
PWA 70279-15 
PWA 70279-16 
PWA 70279-19 
PWA 70279-2 
PWA 70279-20 
PWA 70279-22 
PWA 70279-23 
PWA 70279-25 
PWA 70279-26 
PWA 70279-27 
PWA 70279-28 
PWA 70279-29 
PWA 70279-3 
PWA 70279-30 
PWA 70279-31 
PWA 70279-32 
PWA 70279-33 
PWA 70279-34 
PWA 70279-35 
PWA 70279-36 
PWA 70279-37 
PWA 70279-39 
PWA 70279-4 
PWA 70279-40 
PWA 70279-42 
PWA 70279-43 
PWA 70279-44 
PWA 70279-46 
PWA 70279-47 


FIGURE 
& INDEX 
NUMBER 


264A -26 
264A -28 
264A -38 
264A -33 
264A -40 
264A -31 
264A -30 
264A -23 
264A -16 
264A -5 

264A -34 
264A -41 
264A -12 
264A -2 

264A -24 
264A -47 
264A -49 
264A -48 
264A -44 
264A -8 

264A -18 
264A -10 
264A -21 
264A -45 
264A -4 

264A -52 
264A -15 
264A -20 
264A -25 
264B -1 

264B -79 
264B -63 
264B -62 
264B -61 
264B -51 
264B -48 
264B -26 
264B -60 
264B -75 
264B -58 
264B -57 
264B -27 
264B -17 
264B -28 
264B -47 
264B -41 
264B -44 
264B -74 
264B -43 
264B -37 
264B -54 
264B -40 
264B -18 
264B -19 
264B -20 
264B -10 
264B -55 
264B -68 
264B -35 
264B -65 
264B -66 
264B -3 

264B -5 

264B -73 
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PART 
NUMBER 


PWA 70279-48 
PWA 70279-49 
PWA 70279-50 
PWA 70279-51 
PWA 70279-52 
PWA 70279-53 
PWA 70279-55 
PWA 70279-57 
PWA 70279-58 
PWA 70279-59 
PWA 70279-63 
PWA 70279-65 
PWA 70279-66 
PWA 70279-68 
PWA 70279-69 
PWA 70279-7 
PWA 70279-70 
PWA 70279-71 
PWA 70279-73 
PWA 70279-74 
PWA 70279-76 
PWA 70279-77 
PWA 70279-8 
PWA 70279-9 
PWA 70280 
PWA 70280-1 
PWA 70280-10 
PWA 70280-11 
PWA 70280-12 
PWA 70280-2 
PWA 70280-3 
PWA 70280-4 
PWA 70280-6 
PWA 70280-7 
PWA 70280-8 
PWA 70280-9 
PWA 70281 
PWA 70281-1 
PWA 70281-10 
PWA 70281-11 
PWA 70281-12 
PWA 70281-13 
PWA 70281-15 
PWA 70281-16 
PWA 70281-17 
PWA 70281-18 
PWA 70281-20 
PWA 70281-21 
PWA 70281-22 
PWA 70281-24 
PWA 70281-27 
PWA 70281-29 
PWA 70281-3 
PWA 70281-30 
PWA 70281-31 
PWA 70281-34 
PWA 70281-35 
PWA 70281-4 
PWA 70281-6 
PWA 70281-7 
PWA 70281-8 
PWA 70281-9 
PWA 70282 
PWA 70282-1 


FIGURE 
& INDEX 
NUMBER 


264B -4 

264B -8 

264B -11 
264B -70 
264B -6 

264B -7 

264B -12 
264B -16 
264B -24 
264B -25 
264B -23 
264B -21 
264B -29 
264B -52 
264B -38 
264B -78 
264B -36 
264B -34 
264B -33 
264B -32 
264B -42 
264B -22 
264B -72 
264B -67 
267A -41 
267A -53 
267A -46 
267A -42 
267A -49 
267A -52 
267A -51 
267A -50 
267A -43 
267A -44 
267A -45 
267A -47 
395 - 15 
395 - 48 
395 - 23 
395 - 32 
395 - 25 
395 - 24 
395 - 43 
395 - 42 
395 - 34 
395 - 36 
395 - 30 
395 - 27 
395 - 28 
395 - 39 
395 - 40 
395 - 18 
395 - 47 
395 - 19 
395 - 17 
395 - 26 
395 - 20 
395 - 45 
395 - 41 
395 - 29 
395 - 21 
395 - 22 
266A -1 

266A -53 
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— ~ 


4 
4 
8 
4 
4 
4 
4 
8 
2 
1 
1 
1 
1 
1 
1 
1 
6 
1 
1 


PART 
NUMBER 


PWA 70282-11 
PWA 70282-12 
PWA 70282-13 
PWA 70282-14 


PWA 70282-15 
PWA 70282-16 
PWA 70282-17 
PWA 70282-18 
PWA 70282-2 
PWA 70282-20 
PWA 70282-21 
PWA 70282-22 
PWA 70282-23 
PWA 70282-25 
PWA 70282-26 
PWA 70282-27 
PWA 70282-28 
PWA 70282-29 
PWA 70282-3 
PWA 70282-30 
PWA 70282-33 
PWA 70282-35 
PWA 70282-36 
PWA 70282-37 
PWA 70282-39 
PWA 70282-41 
PWA 70282-43 
PWA 70282-44 
PWA 70282-45 
PWA 70282-48 
PWA 70282-5 
PWA 70282-51 
PWA 70282-8 
PWA 70282-9 
PWA 70285 
PWA 70285-1 
PWA 70285-10 
PWA 70285-11 
PWA 70285-12 
PWA 70285-13 
PWA 70285-14 
PWA 70285-15 
PWA 70285-17 
PWA 70285-18 
PWA 70285-19 
PWA 70285-2 
PWA 70285-20 
PWA 70285-22 
PWA 70285-23 
PWA 70285-26 
PWA 70285-27 
PWA 70285-28 
PWA 70285-29 
PWA 70285-3 
PWA 70285-30 
PWA 70285-32 
PWA 70285-33 
PWA 70285-34 
PWA 70285-35 
PWA 70285-36 
PWA 70285-37 
PWA 70285-38 
PWA 70285-39 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


266A -33 
266A -4 

266A -5 

266A -6 

266A -13 
266A -30 
266A -28 
266A -18 
266A -2 

266A -47 
266A -12 
266A -15 
266A -27 
266A -9 

266A -10 
266A -7 

266A -11 
266A -19 
266A -20 
266A -42 
266A -21 
266A -22 
266A -26 
266A -25 
266A -29 
266A -31 
266A -40 
266A -50 
266A -23 
266A -48 
266A -44 
266A -39 
266A -52 
266A -37 
266A -36 
263A -1 

263A -44 
263A -39 
263A -40 
263A -37 
263A -18 
263A -33 
263A -24 
263A -27 
263A -26 
263A -28 
263A -2 

263A -29 
263A -8 

263A -19 
263A -14 
263A -13 
263A -12 
263A -10 
263A -42 
263A -9 

263A -7 

263A -15 
263A -38 
263A -43 
263A -22 
263A -20 
263A -21 
263A -3 


Change 29 


3-189 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


PWA 70285-43 263A -52 PWA 70290-49 556A -23 
PWA 70285-44 263A -54 1 PWA 70290-5 556A -46 
PWA 70285-45 263A -53 PWA 70290-50 556A -15 
PWA 70285-46 263A -55 PWA 70290-7 556A -39 
PWA 70285-47 263A -46 PWA 70290-8 556A -38 
PWA 70285-48 263A -47 PWA 70290-9 556A -31 
PWA 70285-49 263A -66 PWA 70299 214 - 1 
PWA 70285-5 263A -35 PWA 70299-1 214 - 24 
PWA 70285-50 263A -4 PWA 70299-10 214 - 21 
PWA 70285-54 263A -56 PWA 70299-11 214-9 
PWA 70285-55 263A -50 PWA 70299-12 214-12 
PWA 70285-56 263A -49 PWA 70299-13 214 - 15 
PWA 70285-58 263A -51 PWA 70299-14 214-8 
PWA 70285-59 263A -57 PWA 70299-15 214-11 
PWA 70285-6 263A -32 PWA 70299-16 214 - 14 
PWA 70285-60 263A -59 PWA 70299-17 214 - 25 
PWA 70285-62 263A -65 PWA 70299-18 214 - 10 
PWA 70285-63 263A -64 PWA 70299-19 

PWA 70285-64 263A -63 PWA 70299-20 

PWA 70285-65 263A -62 1 PWA 70299-21 

PWA 70285-66 263A -60 PWA 70299-22 

PWA 70285-67 263A -61 PWA 70299-23 

PWA 70285-7 263A -31 PWA 70299-4 

PWA 70285-8 263A -30 PWA 70299-5 

PWA 70285-9 263A -41 PWA 70299-7 

PWA 70288 249 -5 PWA 70299-9 

PWA 70289 249-6 PWA 70302 

PWA 70290 556A -1 PWA 70303-49 

PWA 70290-1 556А -52 PWA 70307 

PWA 70290-10 556А -14 PWA 70312-1 

PWA 70290-11 556А -43 PWA 70312-2 

PWA 70290-12 556А -32 PWA 70315 

PWA 70290-13 556А -10 PWA 70316 

PWA 70290-14 556А -33 PWA 70316-1 

PWA 70290-15 556А -19 PWA 70317 

PWA 70290-16 556А -40 PWA 70317-4 

PWA 70290-17 556А -34 PWA 70317-6 

PWA 70290-18 556А -5 PWA 70318 

PWA 70290-19 556A -4 PWA 70318-1 

PWA 70290-2 556А -7 PWA 70318-10 

PWA 70290-20 556А -35 PWA 70318-12 

PWA 70290-21 556А -28 PWA 70318-13 

PWA 70290-22 556А -36 PWA 70318-14 

PWA 70290-23 556А -45 PWA 70318-16 

PWA 70290-24 556A -41 PWA 70318-17 

PWA 70290-25 556A -29 PWA 70318-2 

PWA 70290-26 556A -42 PWA 70318-20 

PWA 70290-27 556A -30 PWA 70318-3 

PWA 70290-28 556A -44 PWA 70318-4 

PWA 70290-29 556A -11 PWA 70318-5 

PWA 70290-32 556A -12 PWA 70318-7 

PWA 70290-33 556A -24 PWA 70318-8 

PWA 70290-34 556A -6 PWA 70318-9 

PWA 70290-35 556A -8 PWA 70319 

PWA 70290-37 556A -22 PWA 70320 

PWA 70290-38 556A -20 PWA 70321 

PWA 70290-39 556A -51 PWA 70321-1 

PWA 70290-4 556A -18 PWA 70321-2 

PWA 70290-40 556A -50 PWA 70322 

PWA 70290-41 556A -49 PWA 70322-1 

PWA 70290-43 556A -9 PWA 70322-2 

PWA 70290-45 556A -13 

PWA 70290-47 556A -17 PWA 70335 

PWA 70290-48 556A -16 PWA 70338 


№ 
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3-190 Change 29 


PART 
NUMBER 


PWA 70339 
PWA 70340 
PWA 70341 
PWA 70342 
PWA 70343 
PWA 70344 
PWA 70345 
PWA 70346 
PWA 70350 
PWA 70351 
PWA 70352 
PWA 70353 
PWA 70354 
PWA 70355 
PWA 70356 
PWA 70357 
PWA 70358 
PWA 70359 
PWA 70360 
PWA 70363 
PWA 70363-1 
PWA 70363-10 
PWA 70363-11 
PWA 70363-14 


PWA 70363-15 
PWA 70363-19 
PWA 70363-20 
PWA 70363-21 


PWA 70363-23 
PWA 70363-24 
PWA 70363-25 
PWA 70363-26 
PWA 70363-29 
PWA 70363-30 
PWA 70363-31 
PWA 70363-32 
PWA 70363-36 
PWA 70363-37 
PWA 70363-38 
PWA 70363-39 
PWA 70363-4 

PWA 70363-40 
PWA 70363-42 
PWA 70363-43 
PWA 70363-44 
PWA 70363-45 
PWA 70363-46 
PWA 70363-47 
PWA 70363-48 
PWA 70363-49 
PWA 70363-50 
PWA 70363-51 
PWA 70363-52 
PWA 70363-55 
PWA 70363-60 
PWA 70363-61 
PWA 70363-62 
PWA 70363-63 
PWA 70363-64 
PWA 70363-65 
PWA 70363-66 
PWA 70363-67 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 70363-68 
PWA 70363-70 
PWA 70363-8 
PWA 70363-9 


PWA 70364 
PWA 70364-1 
PWA 70364-12 
PWA 70364-13 
PWA 70364-14 
PWA 70364-15 
PWA 70364-16 
PWA 70364-18 
PWA 70364-19 
PWA 70364-2 
PWA 70364-20 
PWA 70364-21 
PWA 70364-23 
PWA 70364-25 
PWA 70364-3 
PWA 70364-4 
PWA 70364-5 
PWA 70364-6 
PWA 70374 
PWA 70375 
PWA 70376 
PWA 70378 
PWA 70379 
PWA 70380 
PWA 70381 
PWA 70382 
PWA 70383 
PWA 70384 
PWA 70385 
PWA 70386 
PWA 70386-1 
PWA 70386-10 
PWA 70386-11 
PWA 70386-12 
PWA 70386-13 
PWA 70386-18 
PWA 70386-19 
PWA 70386-20 
PWA 70386-22 
PWA 70386-23 
PWA 70386-24 
PWA 70386-25 
PWA 70386-26 
PWA 70386-28 
PWA 70386-29 
PWA 70386-3 
PWA 70386-31 
PWA 70386-32 
PWA 70386-33 
PWA 70386-34 
PWA 70386-4 
PWA 70386-5 
PWA 70386-6 
PWA 70386-7 
PWA 70386-9 
PWA 70388 
PWA 70388-1 
PWA 70388-2 
PWA 70388-3 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


Change 29 


3-191 


3-192 


T.O. 2J-F100-94 


PART 
NUMBER 


PWA 70389 
PWA 70391 
PWA 70392 
PWA 70393 
PWA 70393-1 
PWA 70393-11 
PWA 70393-12 
PWA 70393-13 
PWA 70393-17 
PWA 70393-18 
PWA 70393-19 
PWA 70393-20 
PWA 70393-22 
PWA 70393-23 
PWA 70393-24 
PWA 70393-25 
PWA 70393-26 
PWA 70393-27 
PWA 70393-29 
PWA 70393-3 
PWA 70393-30 
PWA 70393-34 
PWA 70393-35 
PWA 70393-37 
PWA 70393-38 
PWA 70393-39 
PWA 70393-4 
PWA 70393-40 
PWA 70393-41 
PWA 70393-42 
PWA 70393-43 
PWA 70393-44 
PWA 70393-45 
PWA 70393-46 
PWA 70393-47 
PWA 70393-48 
PWA 70393-5 
PWA 70393-50 
PWA 70393-6 
PWA 70393-7 
PWA 70393-8 
PWA 70394 
PWA 70395 
PWA 70395-1 
PWA 70395-2 
PWA 70400 
PWA 70401 
PWA 70403 
PWA 70407 
PWA 70407-1 
PWA 70407-10 
PWA 70407-16 
PWA 70407-17 
PWA 70407-18 
PWA 70407-19 
PWA 70407-20 
PWA 70407-21 
PWA 70407-22 
PWA 70407-23 
PWA 70407-4 
PWA 70407-6 
PWA 70407-8 
PWA 70407-9 
PWA 70408 


Change 29 


FIGURE 
& INDEX 
NUMBER 


= аа р на а а 


РАВТ 
NUMBER 


PWA 70408-1 
PWA 70408-10 
PWA 70408-11 
PWA 70408-13 
PWA 70408-14 
PWA 70408-15 
PWA 70408-16 
PWA 70408-17 
PWA 70408-18 
PWA 70408-19 
PWA 70408-2 
PWA 70408-24 
PWA 70408-26 
PWA 70408-27 
PWA 70408-4 
PWA 70408-5 
PWA 70408-7 
PWA 70408-8 
PWA 70408-9 
PWA 70409 
PWA 70409-1 
PWA 70409-2 
PWA 70409-3 
PWA 70409-6 
PWA 70411 
PWA 70411-1 
PWA 70412 
PWA 70412-1 
PWA 70412-3 
PWA 70413 
PWA 70413-1 
PWA 70413-11 
PWA 70413-12 
PWA 70413-13 
PWA 70413-15 
PWA 70413-2 
PWA 70413-3 


PWA 70413-4 
PWA 70413-5 
PWA 70413-6 
PWA 70413-7 
PWA 70413-8 
PWA 70449 
PWA 70451 
PWA 70452 
PWA 70453 
PWA 70454 
PWA 70455 
PWA 70456 
PWA 70457 
PWA 70458 
PWA 70459 
PWA 70460 
PWA 70461 
PWA 70462 
PWA 70463 
PWA 70464 
PWA 70465 
PWA 70466 
PWA 70467 
PWA 70468 
PWA 70469 
PWA 70470 


FIGURE 
& INDEX 
NUMBER 


Na 


1 
1 
1 
1 
1 
1 
1 


- må å а 


ала å å å å å å å å å å å å å å а NS 


PART 
NUMBER 


PWA 70471 
PWA 70472 
PWA 70473 
PWA 70474 
PWA 70475 
PWA 70476 
PWA 70477 
PWA 70479 
PWA 70481 
PWA 70482 
PWA 70483 
PWA 70484 
PWA 70486 
PWA 70486-1 
PWA 70486-2 
PWA 70486-3 
PWA 70486-4 
PWA 70486-5 
PWA 70486-6 
PWA 70486-7 
PWA 70486-9 
PWA 70487 
PWA 70488 
PWA 70488-15 
PWA 70488-16 
PWA 70488-17 
PWA 70488-18 
PWA 70488-19 
PWA 70488-7 
PWA 70488-8 
PWA 70511 
PWA 70512 
PWA 70513 
PWA 70514 
PWA 70515 
PWA 70516 
PWA 70517 
PWA 70518 
PWA 70520 
PWA 70522 
PWA 70523 
PWA 70539 
PWA 70540 
PWA 70547 
PWA 70550 
PWA 70556 
PWA 70557 
PWA 70558 
PWA 70559 
PWA 70561 
PWA 70562 
PWA 70564 
PWA 70565 
PWA 70566 
PWA 70568 
PWA 70569 
PWA 70571 
PWA 70572 
PWA 70574 
PWA 70575 
PWA 70577 
PWA 70578 
PWA 70579 
PWA 70591 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 70592 
PWA 70593 
PWA 70594 
PWA 70595 
PWA 70596 
PWA 70608 
PWA 70616 
PWA 70617 
PWA 70618 
PWA 70619 
PWA 70620 
PWA 70621 
PWA 70624 
PWA 70685 
PWA 70686 
PWA 70688 
PWA 70691 
PWA 70692 
PWA 70697 
PWA 70702 
PWA 70703 
PWA 70704 
PWA 70705 
PWA 70706 
PWA 70707 
PWA 70714 
PWA 70715 
PWA 70716 
PWA 70717 
PWA 70718 
PWA 70719 
PWA 70720 
PWA 70721 
PWA 70722 
PWA 70723 
PWA 70724 
PWA 70725 
PWA 70726 
PWA 70727 
PWA 70728 
PWA 70729 
PWA 70730 
PWA 70731 
PWA 70732 
PWA 70733 
PWA 70734 
PWA 70735 
PWA 70736 
PWA 70737 
PWA 70738 
PWA 70739 
PWA 70740 
PWA 70741 
PWA 70746 
PWA 70747 
PWA 70748 
PWA 70749 
PWA 70750 
PWA 70751 
PWA 70752 
PWA 70753 
PWA 70754 
PWA 70755 
PWA 70756 


T.O. 2J-F100-94 


FIGURE 
& INDEX 
NUMBER 


166B -23 
166B -24 
166B -25 
166B -26 
166B -27 
307B -6 
233 - 4 
233 - 5 
307C -14 
307C -15 
3070 -1 
249 - 4 
416 - 13 
312 - 17 
305 - 30 
379 - 17 
294 - 30 
294 - 31 
3070 -2 
497 - 19 
233 - 6 
414А -19 
243 -4 
414А -20 
243-5 
39A - 2 
164A -1 
313B -5 
386A -14 
164A -2 
313B -6 
386A -15 
164A -3 
313B -8 
386A -6 
164A -4 
313B -9 
386A -7 
244 - 6 
313B -10 
386A -8 
164А -5 
З1ЗВ -1 
386A -9 
164А -6 
313B -2 
386A -10 
164B -1 
313B -3 
386A -11 
164B -2 
313B -4 
386A -12 
164B -3 
164В -4 
312A -1 
164B -5 
164B -6 
312A -2 
1646 -1 
164C -2 
313B -12 
164C -3 
170 - 47 


Change 29 


3-193 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


PWA 70757 PWA 71006 
PWA 70758 PWA 71007 
PWA 70759 PWA 71008 
PWA 70760 PWA 71009 
PWA 70761 PWA 71012 
PWA 70762 PWA 71013 
PWA 70763 PWA 71014 
PWA 70765 PWA 71015 
PWA 70783 PWA 71016 
PWA 70784 PWA 71017 
PWA 70786 PWA 71018 
PWA 70787 PWA 71019 
PWA 70788 PWA 71020 
PWA 70794 PWA 71024 
PWA 70795 PWA 71025 
PWA 70796 PWA 71026 
PWA 70797 PWA 71028 
PWA 70798 PWA 71030 
PWA 70799 PWA 71035 
PWA 70800 PWA 71037 
PWA 70801 PWA 71038 
PWA 70802 PWA 71039 
PWA 70803 PWA 71041 
PWA 70804 PWA 71044 
PWA 70810 PWA 71056 
PWA 70813 PWA 71058 
PWA 70814 PWA 71059 
PWA 70817 PWA 71060 
PWA 70818 PWA 71061 
PWA 70819 PWA 71062 
PWA 70820 PWA 71063 
PWA 70821 PWA 71064 
PWA 70826 PWA 71065 
PWA 70827 PWA 71066 
PWA 70828 PWA 71072 
PWA 70829 PWA 71073 
PWA 70830 PWA 71074 
PWA 70831 PWA 71075 
PWA 70832 PWA 71086 
PWA 70833 PWA 71088 
PWA 70834 PWA 71089 
PWA 70841 PWA 71091 
PWA 70842 PWA 71092 
PWA 70843 PWA 71093 
PWA 70844 PWA 71095 
PWA 70845 PWA 71096 
PWA 70846 PWA 71097 
PWA 70863 PWA 71098 
PWA 70864 PWA 71099 
PWA 70865 PWA 71100 
PWA 70866 PWA 71101 
PWA 70893 PWA 71102 
PWA 70894 PWA 71103 
PWA 70967 PWA 71104 
PWA 70968 PWA 71105 
PWA 70970 PWA 71106 
PWA 70971 PWA 71107 
PWA 70975 PWA 71108 
PWA 70994 PWA 71113 

PWA 71114 
PWA 70995 PWA 71115 

PWA 71116 
PWA 70996 PWA 71117 

PWA 71118 


3-194 Change 29 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


PWA 71120 381E -4 PWA 71318 237A -5 
PWA 71121 242 - 32 PWA 71319 179A -5 
PWA 71122 242 - 33 PWA 71322 256A -2 
PWA 71149 317 - 28 PWA 71325 237B -3 
PWA 71150 317 - 29 PWA 71326 237B -4 
PWA 71153 500 - 22 PWA 71327 210А -1 
PWA 71154 176 - 40 PWA 71328 320 -9 
PWA 71168 179А -1 PWA 71329 52А - 6 
PWA 71169 179A -4 PWA 71331 165 - 100 
PWA 71170 179 - 69 PWA 71332 165 - 101 
PWA 71171 3860 -9 PWA 71333 165 - 102 
PWA 71174 312A -8 PWA 71335 183 - 41 
PWA 71177 386D -8 PWA 71360 260A -4 
PWA 71195 517 - 10 PWA 71361 200 - 3 
PWA 71195-1 517 - 11 PWA 71362 171 - 81 
PWA 71195-2 517 - 12 PWA 71363 200 - 2 
PWA 71195-3 517 - 13 PWA 71364 381A -7 
PWA 71204 223 - 6 PWA 71365 199 - 27 
PWA 71205 517В -81 PWA 71366 381A -8 
PWA 71207 256A -1 PWA 71396 179B -1 
PWA 71261 207-6 PWA 71397 239 - 1 
PWA 71262 180 - 45 PWA 71401 256А -3 
PWA 71263 1660 -4 PWA 71402 179A -3 
PWA 71264 312A -4 PWA 71403 179A -2 
PWA 71265 386B -4 PWA 71405 179C -6 
PWA 71266 312A -5 PWA 71408 353C -1 
PWA 71267 386B -5 PWA 71409 312A -9 
PWA 71268 166D -5 PWA 71410 386D -7 
PWA 71269 312A -6 PWA 71411 163A -2 
PWA 71270 386B -6 PWA 71412 5 
PWA 71271 312A -7 PWA 71413 Š 
PWA 71272 386C -1 PWA 71414 - 
PWA 71273 30 - 34 PWA 71415 - 
PWA 71275 1660 -6 PWA 71417 i 
PWA 71276 168 - 20 PWA 71418 10 - 
PWA 71277 168 - 21 PWA 71419 383A -4 
PWA 71278 166 - 41 PWA 71420 383A -5 
PWA 71280 196 - 31 PWA 71421 383A -6 
PWA 71284 179C -4 PWA 71422 383A -7 
PWA 71285 179C -3 PWA 71423 383A -8 
PWA 71286 380A -2 PWA 71424 383A -9 
PWA 71287 380A -3 PWA 71426 386C -6 
PWA 71289 260C -4 PWA 71450 12 - 1 
PWA 71290 179C -1 PWA 71457 210A -2 
PWA 71291 179C -2 PWA 71458 210A -3 
PWA 71292 16B - 4 PWA 71459 210A -4 
PWA 71293 353A -7 PWA 71460 210A -5 
PWA 71294 531 - 41 PWA 71461 210A -6 
PWA 71295 255 - 27 PWA 71462 238 - 20 
PWA 71297 260D -5 PWA 71463 237A -4 
PWA 71299 260D -6 PWA 71464 237A -3 
PWA 71302 3-22 PWA 71465 237А -2 
PWA 71303 52А - 5 PWA 71466 210C -6 
PWA 71304 381E -2 PWA 71467 210C -5 
PWA 71305 381E -3 PWA 71468 2100 -4 
PWA 71306 380A -4 PWA 71469 237В -5 
PWA 71307 350 - 6 PWA 71470 237В -6 
PWA 71309 186 - 48 PWA 71471 2100 -3 
PWA 71310 1790 -5 PWA 71472 210C -3 
PWA 71311 193 - 21 PWA 71473 210C -2 
PWA 71312 179D -6 PWA 71474 210C -1 
PWA 71313 318 - 53 PWA 71475 210C -4 
PWA 71314 237A -6 PWA 71476 306 - 32 
PWA 71315 179В -6 PWA 71477 179В -4 


2 
3 
1 
2 
2 
6 


Change 29 3-195 


T.O. 2J-F100-94 


PART 
NUMBER 


PWA 71478 
PWA 71481 
PWA 71482 
PWA 71483 
PWA 71484 
PWA 71485 
PWA 71487 
PWA 71488 
PWA 71489 
PWA 71490 
PWA 71491 
PWA 71492 
PWA 71493 
PWA 71494 
PWA 71497 
PWA 71498 
PWA 71504 
PWA 71505 
PWA 71506 
PWA 71507 
PWA 71508 
PWA 71509 
PWA 71510 
PWA 71514 
PWA 71515 
PWA 71516 
PWA 71523 
PWA 71524 
PWA 71525 
PWA 71529 
PWA 71530 
PWA 71531 
PWA 71532 
PWA 71536 
PWA 71537 
PWA 71538 
PWA 71539 
PWA 71540 
PWA 71541 
PWA 71542 
PWA 71543 
PWA 71544 
PWA 71545 
PWA 71546 
PWA 71547 
PWA 71548 
PWA 71549 
PWA 71550 
PWA 71551 
PWA 71552 
PWA 71554 
PWA 71555 
PWA 71556 
PWA 71557 
PWA 71558 
PWA 71559 
PWA 71560 
PWA 71562 
PWA 71567 
PWA 71574 
PWA 71575 
PWA 71576 
PWA 71577 
PWA 71578 


3-196 


Change 29 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


PWA 71585 
PWA 71589 
PWA 71591 
PWA 71592 
PWA 71593 
PWA 71594 
PWA 71596 
PWA 71609 
PWA 71610 
PWA 71613 
PWA 71614 
PWA 71615 
PWA 71618 
PWA 71621 
PWA 71622 
PWA 71623 
PWA 71629 
PWA 71640 
PWA 71641 
PWA 71646 
PWA 71708 
PWA 71757 
PWA 71763 
PWA 71764 
PWA 71767 
PWA 71768 
PWA 71769 
PWA 71770 
PWA 71772 
PWA 71841 
PWA 71869 
PWA 71870 
PWA 71871 
PWA 71872 
PWA 7368 
PWA 7454 
PWA 7454-200 
PWA 7454-4 
PWA 7454-5 
PWA 7454-7 
PWA 8151 


PWA 8180-33 
PWA 8518 
PWA 8518-1 
PWA 8518-10 
PWA 8518-12 
PWA 8518-15 
PWA 8518-18 
PWA 8518-19 
PWA 8518-20 
PWA 8518-21 
PWA 8518-27 
PWA 8518-28 
PWA 8518-29 
PWA 8518-3 
PWA 8518-30 
PWA 8518-32 


PWA 8518-4 
PWA 8518-6 
PWA 8518-7 
PWA 8518-8 
PWA 8518-9 


FIGURE 
& INDEX 
NUMBER 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
4 
2 
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T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


PW PWA 8662 46-2 
PWA 8772-101 1-1 
PWA 8772-101-2 1-32 

1-32 
PWA 8797 1-58 
PWA 8815 46-1 
PWA 9794 311-1 
PWA 9826 311-2 
PY271 487 -5 
PZ-40-3 210 - 95 
PZ-7-3 478 - 24 
Q3L18 60 - 16 
Q3L24 60 - 20 
QS-800M-4H 90-2 
QS100-M8S 123 - 15 
R-10-2 478 - 10 
R-10-3 478 - 11 
В-2050 123 - 3 
R-3N 207 - ЗА 
R-50-4 417 - 10 
R5-0-IR5 171 - 77 
R6-0-EL6 539 - 18 
R6-5-1L6 540 - 9 
R6-5-EL6 540 - 53 


RC102K 


RC106 


RC106K 
RC152 
RC53 


ГО гэ Го о за aa apoco 


RC53K 


R6-77R6 47 - 33 АСН 121 
47 - 40 АСН-102 

ВА-3262-7 529 - 25 

ВА-5807-4Х5 13/16 

LONG 275 - 21 АСН-120 


ВА-5807-4Х7 3/16 
LONG 275 - 30 RCH-121 
RC-102K 465 - 13A 
RC-106 433 - 30 
458 - 43D 
465 - 4 
RC-112K 475 - 20A 
481 -11 
589 - 23 
RC-119K2 446 - 52A 
446 - 65 
RC-151 465 - 37 RCH-121K-1 
RC-15K 459 - 36 
RC-202K 479 - 91 RCH-123 
480 - 18А 
RC-256 234 - 21 RCH-202 
RC-40K 447 - 59 
RC-426 441 -9 RCH-202K 
RC-426K 441 - 10A 
RC-50 447 - 51 RCH-202T 
464 - 33 
479 - 25 
RC-50K 479 - 29 RCH-302 
RC-51 162 - 16 
184 - 4 
456А -37 RCH121 
456A -44 RCH121-K-1 
467 - 33 RCH121K-1 
437 - 55 
445 - 14 
445 - 28 
449 - 21 
453 - 7 
454 - 11 
461 - 19 


AAAAAAAAA 


Change 29 3-197 


T.O. 2J-F100-94 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


RCH121K-1 458 - 33 s 531 - 18 
458 - 59 SA152-8A(2) END 531 - 16 
480 - 48 531 - 16 
480 - 59 SA154-12-15 530 - 37 
481 - 11 SBS18ATC35 6 - 21 
482 - 66A SBS48ATC78 6 - 23 
АСР-25 446 - 45 $С 1Х1/2Х0.047 479 - 17 
446 - 63 $С.500Х.250.0.Х.047 459 - 2Е 
446 - 64 SC0.75X0.125X0.016 506 - 15 
RD-91 477-5 SC1/2LX3/80DX031 447 - 28 
517B -32 SC1X3/80DX0.047 453 - 30 
RD1610 437 - 13 SC2-42 306A -62 
RD186K 437 - 15 SC2LX1/20DX0.047 15-25 
RE-2 228 - 8 SC3/4X1/40DX0.031 289 - 17 
RLC 502 434 - 25 SC3/4X3/4X.062 210-8 
RP3-8 470 - 19 SC3/4X3/80DX-0.047 179 - 42 
АРЗА 470 - 20 SC3/4X3/8X.031 210 - 18 
RWT-39 468 - 38 SC327 542 - 2D 
RWT-40 468 - 13 SC329 188 - 14A 
S-128 519А -6 SC3X1/4X.047 210 - 38 
519А -23 SC3X3/8X0.047 216 - 29 
5-1311-53 4 - 33 SC65 26 - ЗЕ 
S-215-1/4 IN 530 - 12D SCA500 249 - 2E 
S-2510 549 - 10 SCE44 513A -28 
S-276 2-7 SCW-2 256 - 3 
5-32-8 395 - 25 SE 18 365 - 9 
S-341 3/8 530 - 12Е ЗЕ 20 365 - 4 
S-4-E 215 - 18 365 - 14 
S-4-HLN(1 1/2) 215 - 19 SE 22 366 - 4 
S-4-SE 215 - 20 SE 6X125X016 442 - 8 
S-40-12 38 - 22 SE26X1/2X.062 364 - 2C 
S-400 295 - 6 SE27LENGTHX1/2X.062 363 - 3C 
S-4055 529 - 14 SE27X1/20DX.062 364 - 1C 
530 - 10 SE28LENGTHX1/2X.094 363 - 1C 
530 - 15 SE28X1/2X.062 363 - 2C 
S-463 295 - 6 SE30X1/20DX.062 364 - 3C 
S-479 295 - 6 SE30X1/2X.062 362 - 2C 
S-495 295 - 6 362 - 3C 
S-526 295 - 6 SF-20-22 16А - 5 
S/F-20-6 269B -23 16A -6 
269B -26 16A -9 
S/F-38-8 177 - 78 16А - 10 
S/F-40-12 177 - 16 SF-20-6 269 - 34 
177 - 47 269 - 39 
$2-$$3-001 316 - 12 SF-32-8 395 - 26 
S305L-1-4X4 549 -9 SF-40-20 169A -10 
S378-10-PD 228 - 33 SF-88-16 245 - 51 
S378-8-PD 228 - 29 SH-3-FF 235 - 14 
S3KDD 19 - 19C SH3-62 558 - 13 
S5-0-5-IR5 171 - 78 SH3-63 558 - 16 
S5-0-6-IR5 171 - 79 $НС-1022 573A -28 
S6-0-3-SR6 540 -8 SJO 573A -29 
S6-1-7-EL6 539 - 19 573A -34 
540 - 54 SK3DD 19 - 20C 
S6-1-7-SL6 571 - 13 SKA-3 166B -2 
S6-A 479 - 26 281 - 13 
S6-E 447 - 54 SKA-7 467 - 22 
S6-HLN 479 - 28 467 - 25 
S6-HLN-2.750L 447 - 55 SLC-6B10 178 - 25 
S6-HLN-3.625L 447 - 53 SLC-7B-1.6 472 - 7 
S6-T 447 - 56 472-7 
SA152-8 529 -4 SLC-9B-1.5 530 - 48 
SA152-8A&8B 530 -6 SLC128-20 530 - 40 
SA152-8A(2) 531 - 18 SLS-12-B-22 546 - 10 
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24 
> 


№ 


Сә о а = = Кој 
= = ооа O O — ооо со ъ- = = = л NN 


4 
1 
6 
2 
1 
1 
1 
1 
1 
1 
1 
1 


D D D D D D ~ ~ D 


20 
> 


= D 
> 


о = = = юмо № 
D з PB D = — — по 


N N — N N N N N O + 


3-198 Change 29 


T.O. 2J-F100-94 
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FIXTURE-MOMENT WEIGHT, 3RD STAGE FUEL PUMP, FRONT .................... 230 - 10 
TURBINE BLADE ....................... 168 - 43 FIXTURE-PRESSURE TEST, INLET CASE 
FIXTURE-MOMENT WEIGHT, 4TH STAGE OIE TUBES аа de dia ое 218 - 1 
TURBINE BLADE ....................... 303 - 31 FIXTURE-PRESSURE TEST, NO. 4 
FIXTURE-MV TEST ...................... 302 - 4 BEARING INTERNAL SCAVENGE TUBE .. 239 - 1 
FIXTURE-NO. 2 BEARING HOUSING FIXTURE-PRESSURE TEST, TRANSFER 
SUBASSY а E З 175 - 1 TUBE: 0000000 пове аа ань 230 - 1 
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BEARING INTERNAL SCAVENGE TUBE .. 179С - 6 FIXTURE-REMOVE/INSTALL, SEALING 
FIXTURE-POSITION AND WELD STATIC SLEEVE INTO COMPRESSOR BLEED 
PRESSURE PROBE REPAIR .............. 296 - 1 TUBE. nee Fade se pa nie 169A - 17 


Change 29 4-21 


T.O. 2J-F100-94 


FIGURE AND 
INDEX 
CONTENTS NUMBER 

FIXTURE-RIGGING AND TORQUING, 

REVVSEINK коза цари saka ada à 267 - 51 
FIXTURE-RIVET REMOVAL, УАМЕ, 

TURBINE STATOR, 3RD STAGE .......... 272B - 50 
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DIV FLAP REPAIR ...................... 293 - 1 
FIXTURE-SETTING, FAN INLET GUIDE 

VANE ANGEE 4555 ee ae a oe 289 - 12 
FIXTURE-SETTING, FAN INLET GUIDE 

VANE, IMPROVED SYNC RING .......... 277 - 16 
FIXTURE-SETTING, HOUSING AND 

VALVEASSY fasten nasa sage sad tetes 162 - 2 
FIXTURE-SHIMMING ..................... 301 - 3 
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OPENING г рані en Gad os. аа 
НЕАТЕК-МО. 3 BEARING SEAL SUPPORT 
AND INTERMEDIATE CASE INNER 
EEANGE леса a ЛВ вен 
HEATER-NO. 3 BEARING SEAL SUPPORT 
AND INTERMEDIATE CASE INNER 
FEANGE 3380-2358 ad la 
HEATER-NO. 3 BEARING SEAL SUPPORT 
FLANGE, INTERMEDIATE CASE ......... 
HEATER-NO. 4 BEARING FRONT AIR SEAL 
RING OUTER DIAMETER ............... 
HEATER-NO. 4 BEARING FRONT 
HEATSHIELD REAR FLANGE ............ 
HEATER-NO. 4 BEARING FRONT SEAL 
ASSY INNER FLANGE .................. 
HEATER-NO. 4 BEARING FRONT SEAL 
ASSY, INNER FLANGE .................. 
HEATER-NO. 4 BRG FRONT SEAL ASSY, 
INNER FLANGE ........................ 
HEATER-NO. 5 BEARING OUTER RACE 
AND PLUG: ана аа ке 
HEATER-NO. 5 SEAL, LPT HUB/TURBINE 
EXHAUST’ САБЕ: слез an ва 
HEATER-REAR COMPRESSOR DISKS AND 
REAR. НОВ: са уљане assay waq re 
HEATER-REAR COMPRESSOR DISKS AND 
REAR. HUB а қағын 


MODULE u sa ТТТ” 
HEATER-TURBINE EXHAUST CASE NO. 5 
CARBON SEAL SNAP ................... 
HEATER-TURBINE НОВ .................. 
HEATER-TURBINE REAR НОВ ............ 
HOLDER-ALMEN TEST STRIP 
INTERMEDIATE CASE .................. 
HOLDER-BASKET, 4ТН/5ТН DRUM КОТОВ 
HOLDER-BASKET, DISK AND HUB 
COMPRESSOR, 6ТН STAGE, ASSY OF .... 
HOLDER-BASKET, DISK DRUM ROTOR 
FRONT COMPRESSOR, ASSY OF ......... 
HOLDER-BEVEL GEARSHAFT DRIVE 
FUEL PUMP END ....................... 
HOLDER-COMPRESSION, NO. 4 BEARING 
FRONT CARBON SEAL ................. 
HOLDER-DIAL INDICATOR ............... 
HOLDER-DRY ICE/LN2, 8TH STAGE DISK 
AND HUB жазышы nan ая бэрш aated 
HOLDER-FAN СА$Е AND NO. 1 HUB, 
FRONT" але онт kauss ane 
HOLDER-FAN DRIVE TURBINE COUPLING 
NUT ADAPTER. ро аа sr 
HOLDER-FAN DRIVE TURBINE SHAFT 
REAR BALANCE МОТ, TORQUE ......... 
HOLDER-FLAME SPRAY, 1ST STAGE 
TURBINE BLADE TUBE ................. 
HOLDER-GEARBOX, TOWERSHAFT GEAR . 
HOLDER-IGNITION ALTERNATOR DRIVE 
SHART an, ран a 
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HOLDER-IGNITION ALTERNATOR 


DRIVESHAFT .......................... 


HOLDER-LAP, GEARBOX DEAERATOR 


IMPELLER SHAFT ...................... 


DUET: мо re ква В С, 


HOLDER-MACHINING, COMPRESSOR 
STATOR SEGMENT, 10TH-12TH STAGE 


ASSY OF Лав кэш И ge aan КӘ 


HOLDER-MAIN GEARBOX FUEL РОМР 


DRIVESHAFT, BACKLASH .............. 


HOLDER-MAIN GEARBOX IGNITION 


ALTERNATOR DRIVESHAFT ............. 


HOLDER-MAIN GEARBOX OIL PUMP 


DRIVE GEAR, BACKLASH ............... 


HOLDER-MAIN GEARBOX TOWERSHAFT 


SEALING SLEEVE ...................... 


HOLDER-MAIN GEARBOX, IDLER STUB 


SHAFT, BACKLASH .................... 
HOLDER-MAIN OIL PUMP ................ 


HOLDER-MAIN OIL PUMP GEARBOX 


INSTALL AND REMOVE ................ 


HOLDER-NO. 1 BEARING INNER RACE 


NUT COUNTERFORCE .................. 
HOLDER-NO. 2 BEARING HOUSING ....... 


HOLDER-NO. 5 BEARING OUTER RACE 
RETAINING NUT WRENCH 


COUNTERFORCE ....................... 
HOLDER-NO. 5 BEARING SEAL ........... 
HOLDER-POWER TAKEOFF DRIVESHAFT .. 
HOLDER-PROBE ......................... 
HOLDER-PS2 PROBE AND TUBE .......... 
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BLADE va vent дано a O бод ae 


HOLDER-TEST PIECE, 6TH STAGE 


COMPRESSOR BLADE ROOT ............ 


HOLDER-TEST PIECE, 7TH STAGE 


COMPRESSOR BLADE ROOT ............ 


HOLDER-TEST PIECE, DISK AND HUB, 


COMPRESSOR, 6TH STAGE, ASSY OF .... 


HOLDER-TEST STRIP, IST STAGE 


COMPRESSOR AIRSEAL ASSY, FRONT ... 


HOLDER-TEST STRIP, 1ST STAGE 


TURBINE BLADE RETAINING PLATE ..... 


HOLDER-TEST STRIP, 2ND STAGE 


COMPRESSOR AIRSEAL ................ 


HOLDER-TEST STRIP, 2ND STAGE 


COMPRESSOR VANE ................... 


HOLDER-TEST STRIP, 3RD STAGE 


COMPRESSOR STATOR ................. 
HOLDER-TEST STRIP, CASE, FAN INLET ... 


HOLDER-TEST STRIP, DISK AND HUB, 


COMPRESSOR, 6TH STAGE, ASSY OF .... 
HOLDER-TOOL > аса а аи Re eee 
HOLDER-TURBINE SHAFT COUPLING ..... 


HOLDER-WRENCH, FAN DRIVE TURBINE 
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HOUSING-BEARING, REAR COMPRESSOR JAW SET-9TH STAGE STATOR REAR (ID) ... 362 - 16 
ROTOR AND STATOR FRONT BALANCE JAWS-SIZING, 10TH STAGE COMPRESSOR 
FIXTURE доза 3 Sighted umata оне 355 - 2 STATOR ASSY, BRAZE AND CONSTRAIN 
HOUSING-FAN INLET, SIMULATED ........ 355 - 21 RINGS еее anne end 363 - 3 
HOUSING-INLET FAN MODULE, JAWS-SIZING, ИТН STAGE COMPRESSOR 
SIMULATING „коло греда АЙЕ вар ЫНЫ 355 - 4 STATOR ASSY, BRAZE AND CONSTRAIN 
HOUSING-INLET FAN MODULE, RINGS Liar аа аа 364 - 1 
SIMULATING .......................... 355 - 16 JAWS-SIZING, 12TH STAGE COMPRESSOR 
STATOR ASSY, BRAZE AND CONSTRAIN 
I RINGS: а а а ea 364 - 2 
JAWS-SIZING, 12ТН STAGE COMPRESSOR 
INDICATOR-GEARBOX DRIVESHAFT STATOR ASSY, CONSTRAIN RINGS ...... 363 - 1 
COUPLING RUNOUT .................... 359 - 11 JAWS-SIZING, 4TH AND 5TH STAGE 
INDICATOR-TURBINE SHAFT RETAINING COMPRESSOR STATOR SHROUD, BRAZE 
NUT, ANGLE OF TURN ................. 359 - 1 RINGS ыы Ме ыы аа САНЕ å 362 - 1 
INDICATOR-TURN AND LOCK AP4 JAWS-SIZING, 4TH AND 5TH STAGE 
BORESCOPE PLUG ..................... 359 - 7 COMPRESSOR STATOR SHROUD, 
INSERT os seen 356 - 1 BRAZING RINGS ....................... 366 - 1 
INSTALLER-AUGMENTOR, SEAL HINGE JAWS-SIZING, 6TH STAGE COMPRESSOR 
РПА: na Se заа yuyu ына ДУАНЬ 357 - 8 STATOR ASSY, BRAZE AND CONSTRAIN 
INSTALLER-FACE SEAL .................. 357 - 1 RINGS unidas ne сено NEE Ar 364 - 3 
INSTALLER-PACKING AND SEAL JAWS-SIZING, 7TH STAGE COMPRESSOR 
PRESSURE ВЕЗЕТ PISTON .............. 357 - 7 STATOR ASSY, BRAZE AND CONSTRAIN 
INSTALLER-PREFORMED PKG, BELLOWS RINGS. isik а sete oe este Giant AE 362 - 2 
COVER: a n y san ne 357 - 6 JAWS-SIZING, 8TH STAGE COMPRESSOR 
INSTALLER-PREFORMED PKG, PB STATOR ASSY, BRAZE AND CONSTRAIN 
BELLOWS HOUSING .................... 357 - 4 RINGS ыы ен nó RI Ве 362 - 3 
INSTALLER-PREFORMED PKG, JAWS-SIZING, 9TH STAGE COMPRESSOR 
PFIAW/PF3AR BELLOWS ................ 357 - 5 STATOR ASSY, BRAZE AND CONSTRAIN 
INSTALLER-RETAINING RING ............ 357 - 2 RINGS ei caca Fa z 363 - 2 
INSTALLER-SEAL ........................ 357 -3 JAWS-SIZING, МО. 3 AND МО. 4 BEARING 
INSTRUMENT SYSTEM-EDDY CURRENT AIR SEALING-RING, BRAZE RINGS ...... 365 - 1 
INSPECTION, PROGRAMMABLE ......... 360 - 1 JAWS-SIZING, NO. 3 AND NO. 4 BEARING 
INSTRUMENT SYSTEM-HOLE AIR SEALING-RING, BRAZE RINGS ...... 365 - 6 
INSPECTION, ROTATING EDDY JAWS-SIZING, NO. 4 BEARING AIR 
CURRENT: iio aa ааа өле АЙАР аа 360 - 13 SEALING, BRAZE RING ................. 365 - 11 
INSULATOR-BLANKET, HEATER .......... 360A - 1 JIG-DRILL, ADAPTER TUBE LUG AUG 
INTERFACE ASSY, DIAGNOSTIC SYSTEM SPRAY MANIFOLD ..................... 367 - 1 
(INTERMEDIATE) ....................... 358 - 2 JIG-SEAL, AUGMENTOR BALANCE BEAM 
INTERFACE ASSY, DIAGNOSTIC SYSTEM NOZZLE SEGMENT ..................... 367 - 21 
(ORGANIZATIONAL) .................... 358 - 1 JIG-SEAL, AUGMENTOR, DIVERGENT 
NOZZLE SEGMENT ..................... 367 - 14 
J 
K 
JACK-MAJOR COMPONENT ASSY AND 
DISASSY FROM FLOOR LEVEL .......... 361 - 1 КІТ ASSY-BACKUP CONTROL ENGINE 
JAW 5ЕТ-10ТН STAGE COMPRESSOR TESTING» 5а ta et 370 - 4 
AIRSEAL (ID) зо а A ови nr 362 - 13 KIT-ADAPTER, AIRCRAFT ENGINE 
JAW SET-10TH STAGE COMPRESSOR KMU-454/E ............................. 369 - 1 
AIRSEAL (Ор) ......................... 362 - 5 KIT-ADAPTER, BACK UP CONTROL, 
ТАМ SET-11TH STAGE COMPRESSOR COUPLING RIGGING ................... 368 - 1 
AIRSBAL (ID): „оо upaya yaad 362 - 14 KIT-ADAPTER, КОТО BORESCOPE ........ 370 - 5 
ТАМ SET-11TH STAGE COMPRESSOR KIT-ADAPTER, TEST STAND .............. 372 - 1 
AIRSEAL (OD) ......................... 362-6 KIT-ADAPTER, TEST STAND KMU-453/E ... 368 - 13 
JAW SET-12TH STAGE STATOR FRONT KIT-EDDY CURRENT INSPECTION 1-2 
(ОЮ pai проно 362 - 10 SPACER INSTALLED .................... 372A - 1 
JAW SET-12TH STAGE STATOR REAR (ID) .. 362 - 17 KIT-EDDY CURRENT INSPECTION 
JAW SET-3RD STAGE STATOR FRONT (OD) 362 - 9 TOWERSHAFT BEVEL GEAR ............ 368 - 14 
JAW SET-6TH STAGE COMPRESSOR KIT-ELECTRODE, WELDER, ORBITAL ..... 371-1 
AIRSEAL (ID): ока ds а 362 - 12 KIT-FTIT PROBE AND TIP REMOVAL ...... 371 - 14 
JAW SET-6TH STAGE COMPRESSOR KIT-MAINTENANCE, AIRCRAFT ENGINE 
AIRSEAL (OD) ......................... 362 - 4 FLEXIBLE BOROSCOPE ................. 370 - 2 
JAW SET-7TH STAGE STATOR FRONT (OD) . 362 - 7 KIT-MAINTENANCE, AIRCRAFT ENGINE 
JAW SET-7TH STAGE STATOR REAR (ID) ... 362 - 11 KMU-449/E ............................. 370-3 
JAW SET-8TH STAGE STATOR FRONT (ОР). 362 - 8 KIT-MAINTENANCE, TRIMMER CONTROL . 370 - 1 
JAW SET-8TH STAGE STATOR REAR (ID) ... 362 - 15 
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KIT-ULTRASONIC INSPECTION, 3RD 
COMPRESSOR DISK .................... 

KNIFE-SERRATED, REMOVE BAND 
SEGMENT FROM REAR ЕАМ РОСТ ...... 


EAP продан Қамы ЫРЫ Та bids lukud 
LAP-CONICAL FITTING REPAIR KIT ....... 
LAP-CONICAL FITTING REPAIR KIT ....... 
LAP-PLATE, ELBOW AUGMENTOR FUEL 
SUPPLY TUBE: 15 у уда ag sa en 
EAP-SUPPORE sus saa ыва ed 
LIGHT-ASSY, FRONT COMPRESSOR 
TURBINE SHAFT ....................... 
LOAD ADAPTER ASSY ................... 
LOCATOR-IST STAGE TURBINE DISK ..... 
LOCATOR-CENTER (REAR), REAR 
COMPRESSOR DRIVESHAFT GRINDING .. 
LOCATOR-CENTER, REAR COMPRESSOR 
DRIVE SHAFT GRINDING, FRONT ....... 
LOCATOR-CENTER, REAR COMPRESSOR 
DRIVE SHAFT GRINDING, REAR ......... 
LOCATOR-GAGE STANDARD, IST STAGE 
FAN DISK. „nassen isses 


DISK асса mme een ne АГ 


MANDREL-BLIND BOLT ASSY, OUTER 
FAIRING BRACKETS (REOP) ............ 
MANDREL-POLISHING, AFT CHAMFER 
DRIVE ЗНАЕТ: уе екен ng, there КЫ: 
MANDREL-POLISHING, FORWARD 

RADIUS DRIVE SHAFT ................. 
MASK ASSY-SHOTPEEN, IST STAGE 
TURBINE DISK ......................... 
MASK ASSY-SHOTPEEN, BLADE ROOT 
COMPRESSOR ROTOR 1ST STAGE ....... 
MASK ASSY-SHOTPEEN, BLADE ROOT 
COMPRESSOR ROTOR 2ND STAGE ....... 
MASK ASSY-SHOTPEEN, BLADE ROOT 
COMPRESSOR ROTOR 3RD STAGE ....... 
MASK-10TH TO 13TH COMPRESSOR CASE 
Data a ds 
MASK-10TH TO 13TH COMPRESSOR CASE 
REAR FLANGE ......................... 
MASK-12TH STAGE COMPRESSOR 

STATOR ABRADABLE VANES ........... 
MASK-12TH STAGE COMPRESSOR 

STATOR ID PLAIN END ................. 
MASK-12TH STAGE COMPRESSOR 

STATOR OD уьу жуз УУ a a 
MASK-ASSY, SHOTPEEN, BLADE ROOT 
COMPRESSOR ROTOR .................. 
MASK-ASSY, SHOTPEEN, BLADE ROOT 
COMPRESSOR ROTOR 6TH STAGE ....... 
MASK-ASSY, SHOTPEEN, DISK AND HUB 
COMPRESSOR, 6TH STAGE, ASSY OF .... 
MASK-COMPRESSOR STATOR EXIT OD .... 
MASK-COMPRESSOR STATOR EXIT 

VANES» samedis cannes edd uapa ds 
MASK-COVER ASSY, DISK AND HUB 
COMPRESSOR, 6TH STAGE ASSY ........ 
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MASK-COVER ASSY, DISK DRUM ROTOR, 
FRONT COMPRESSOR, ASSY OF ......... 
MASK-FLAME SPRAY COMPRESSOR 
STATOR ARM BEARING ................. 
MASK-FLAME SPRAY, ARM COMPRESSOR 
STATOR LINKAGE ...................... 
MASK-FLAME SPRAY, COMPRESSOR 
STATOR ARM BEARING, LEFT ........... 
MASK-FLAME SPRAY, COMPRESSOR 
STATOR ARMS ......................... 
MASK-FLAME SPRAY, COUPLING 
COMPRESSOR STATOR LINKAGE ........ 
MASK-GRIT BLAST AND PLASMA LOWER, 
NO. 4 SEAL SUPPORT CHEVRON SEAL ... 
MASK-GRIT BLAST AND PLASMA UPPER, 
NO. 4 SEAL SUPPORT CHEVRON SEAL ... 
MASK-GRITBLAST, IST STAGE STATOR 
COMPRESSOR ASSY .................... 
MASK-GRITBLAST, IST STAGE STATOR 
COMPRESSOR ASSY .................... 
MASK-GRITBLAST, 2ND STAGE STATOR 
COMPRESSOR ASSY .................... 
MASK-GRITBLAST, 2ND STAGE STATOR 
COMPRESSOR ASSY .................... 
MASK-ID AI BOSS BORE ................. 
MASK-PLUG SET SHOTPEEN 
INTERMEDIATE CASE F100-229 .......... 
MASK-PLUG, DISK AND HUB 
COMPRESSOR, 6TH STAGE, SUBASSY OF 
MASK-PLUG, DISK DRUM ROTOR, FRONT 
COMPRESSOR, ASSY OF ................ 
MASK-PLUG, DISK DRUM ROTOR, FRONT 
COMPRESSOR, ASSY OF ................ 
MASK-PROTECTIVE, 11TH AND 12TH 
COMPRESSOR STATOR SEGMENT ....... 
MASK-SHOTPEEN INNER, 4TH AND 5TH 
STAGE DRUM ROTOR .................. 
MASK-SHOTPEEN INNER, 4TH AND 5TH 
STAGE DRUM ROTOR .................. 
MASK-SHOTPEEN OUTER, 4TH AND 5TH 
STAGE DRUM ROTOR .................. 
MASK-SHOTPEEN, IST STAGE 
COMPRESSOR AIRSEAL ASSY, FRONT ... 
MASK-SHOTPEEN, IST STAGE 
COMPRESSOR AIRSEAL ASSY, FRONT ... 
MASK-SHOTPEEN, IST STAGE 
COMPRESSOR AIRSEAL ASSY, FRONT ... 
MASK-SHOTPEEN, IST STAGE 
COMPRESSOR DISK AND HUB .......... 
MASK-SHOTPEEN, IST STAGE 
COMPRESSOR DISK AND HUB .......... 
MASK-SHOTPEEN, IST STAGE 
COMPRESSOR DISK AND HUB .......... 
MASK-SHOTPEEN, IST STAGE 
COMPRESSOR DISK AND HUB .......... 
MASK-SHOTPEEN, IST STAGE 
COMPRESSOR DISK AND HUB .......... 
MASK-SHOTPEEN, 2ND STAGE 
COMPRESSOR AIRSEAL ................ 
MASK-SHOTPEEN, 2ND STAGE 
COMPRESSOR AIRSEAL ................ 
MASK-SHOTPEEN, 2ND STAGE 
COMPRESSOR DISK .................... 
MASK-SHOTPEEN, 2ND STAGE 
COMPRESSOR DISK AND HUB .......... 
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MASK-SHOTPEEN, 3RD STAGE MASTER-GAGE, 4TH STAGE TURBINE 
COMPRESSOR DISK .................... 381A - 4 DISK, FRONT. ыа sata hka б 386С - 3 
MASK-SHOTPEEN, 3RD STAGE MASTER-GAGE, 8TH STG CPRSR DISK 
COMPRESSOR DISK .................... 381C -4 FRONT AND REAR SNAP РІА ........... 383A - 12 
MASK-SHOTPEEN, 5ТН STAGE MASTER-GAGE, 8TH STG CPRSR DISK 
COMPRESSOR DISK .................... 381 - 15 REAR SNAP соочени aja roses ан 383A - 13 
MASK-SHOTPEEN, 5TH STAGE DISK ...... 381 - 12 MASTER-GAGE, FRONT TURBINE CASE 
MASK-SHOTPEEN, 8TH, 11TH AND 13TH (25.106 DIAMETER) ..................... З8ЗА - 3 
STAGE DISK, „ионака а 381 - 13 MASTER-GAGE, FRONT TURBINE CASE 
MASK-SHOTPEEN, CASE, FAN INLET ...... 380A - 5 (25.868 DIAMETER) ..................... 383A - 1 
MASK-SHOTPEEN, CASE, FAN INLET ...... 381F - 5 MASTER-GAGE, FRONT TURBINE CASE 
MASK-SHOTPEEN, COMPRESSOR BLADE (26.700 DIAMETER) ..................... 383A - 2 
LOCK RETAINER-INNER ................ 380 - 24 MASTER-INDICATOR GAGE 4TH STAGE 
MASK-SHOTPEEN, DISK DRUM ROTOR COMPRESSOR 5ТАТОК ................. 386A - 14 
FRONT COMPRESSOR, ASSY OF ......... 380A - 3 MASTER-INDICATOR GAGE 5ТН STAGE 
MASK-SHOTPEEN, DISK, 8TH STAGE COMPRESSOR STATOR ................. 386A - 15 
COMPRESSOR ......................... 381 - 14 MASTER-INDICATOR GAGE, 10TH STAGE 
MASK-SHOTPEEN, IST STAGE COMPRESSOR STATOR ................. 386A - 10 
COMPRESSOR AIRSEAL ASSY, FRONT ... 381F - 1 MASTER-INDICATOR GAGE, 11TH STAGE 
MASK-SHOTPEEN-FRONT/REAR 8TH COMPRESSOR STATOR ................. 386A - 11 
STAGE COMPRESSOR DISK ............. 380 - 15 MASTER-INDICATOR GAGE, 12TH STAGE 
MASTER-1ST STAGE HPT DISK COMPRESSOR STATOR (FRONT) ......... 386A - 12 
10.987-10.997 OD AND 16.017-16.021 ID MASTER-INDICATOR GAGE, 12TH STAGE 
REAR. 1. 54.2000 do HE na ора a EN sas lasa 386A - 18 COMPRESSOR STATOR (REAR) .......... 386A - 13 
MASTER-1ST STAGE HPT DISK MASTER-INDICATOR GAGE, 1ST STAGE 
14.047-14.051 ID AND 15.820-15.834 OD COMPRESSOR STATOR ASSY ............ 386B - 4 
FRONT оо Seaton en юа py t а 386A - 17 MASTER-INDICATOR GAGE, 1ST STAGE 
MASTER-1ST STAGE HPT DISK COMPRESSOR STATOR ASSY ............ 386B - 5 
15.551-15.555 ID AND 9.324-9.328 ID MASTER-INDICATOR GAGE, 2ND STAGE 
FRONT ева ate ana anqa, а а 386A - 16 COMPRESSOR STATOR ASSY ............ 386B - 6 
MASTER-IST STAGE TURBINE ROTOR MASTER-INDICATOR GAGE, 2ND STAGE 
BLADE, AIR FLOW ..................... 382 - 3 COMPRESSOR STATOR ASSY ............ 386C - 1 
MASTER-IST STAGE TURBINE ROTOR MASTER-INDICATOR GAGE, 6TH STAGE 
BLADE, AIR FLOW ..................... 386 - 4 COMPRESSOR STATOR ................. 386A - 6 
MASTER-1ST STAGE TURBINE STATOR MASTER-INDICATOR GAGE, 7TH STAGE 
VANE, AIR FLOW ...................... 382 - 1 COMPRESSOR STATOR ................. 386A - 7 
MASTER-1ST STAGE TURBINE VANE MASTER-INDICATOR GAGE, 8TH STAGE 
CLUSTER CLASSIFICATION ............. 384 - 50 COMPRESSOR STATOR ................. 386A - 8 
MASTER-2ND STAGE HPT DISK ........... 386B - 1 MASTER-INDICATOR GAGE, 9TH STAGE 
MASTER-2ND STAGE HPT DISK ........... 386B - 2 COMPRESSOR STATOR ................. 386A - 9 
MASTER-2ND STAGE TURBINE ROTOR MASTER-INDICATOR GAGE, 
BLADE, AIR FLOW ..................... 382 - 4 COMPRESSOR STATOR SUPPORT ........ 386D - 8 
MASTER-2ND STAGE TURBINE STATOR MASTER-INDICATOR GAGE, 
VANE, AIR FLOW uns sea аа 382 - 2 COMPRESSOR STATOR SUPPORT OD ..... 386D - 7 
MASTER-2ND STAGE TURBINE VANE MASTER-SET ............................ 383 - 8 
CLUSTER CLASSIFICATION ............. 384 - 51 MASTER-SET, 10TH STAGE COMPRESSOR 
MASTER-3RD STAGE COMPRESSOR DISK STATOR ASSY аа ы Ы as 386А - 3 
18.024 - 18.026 OD REAR ................ 384 - 1 MASTER-SET, 11TH STAGE COMPRESSOR 
MASTER-3RD STAGE TURBINE VANE STATOR ASSY .......................... 386А - 4 
CLUSTER CLASSIFICATION ............. 384 - 52 MASTER-SET, 12ТН STAGE COMPRESSOR 
MASTER-4TH STAGE TURBINE BLADE STATOR ASSY .......................... 386A - 5 
CHECKING FIXTURE, SETTING .......... 384 - 2 MASTER-SET, 1ST STAGE TURBINE 
MASTER-4TH STAGE TURBINE VANE BLADE RETAINING PLATE .............. 386D - 10 
CLUSTER CLASSIFICATION ............. 385 - 1 MASTER-SET, 2ND STAGE FAN DRIVE ..... 386B - 3 
MASTER-GAGE, 10TH AND 12TH STG MASTER-SET, 4TH STAGE COMPRESSOR 
CPRSR DISK SNAP DIA ................. 383A - 10 AIR SEAL а знала Ea ment 383A - 5 
MASTER-GAGE, 10TH AND 12TH STG MASTER-SET, 4TH STAGE COMPRESSOR 
CPRSR DISK, SNAP DIA ................. 383A - 11 SHROUD он bes Sie аа 386D - 5 
MASTER-GAGE, 3RD STAGE TURBINE MASTER-SET, 4TH STAGE COMPRESSOR 
DISK, FRONT .......................... 386C - 2 SHROUD о, jostle На ва an 386D - 6 
MASTER-GAGE, 3RD STAGE TURBINE MASTER-SET, 5TH OR 6TH STAGE 
DISK; REAR меке каа y aka 386D - 2 COMPRESSOR AIR SEAL ................ 383A - 7 
MASTER-GAGE, 4TH STAGE TURBINE AIR MASTER-SET, 5TH STAGE COMPRESSOR 
SEAL, FRONT SNAP DIAMETER ......... 386D - 3 AIR: SEAL ETE 383A - 8 
MASTER-GAGE, 4TH STAGE TURBINE AIR MASTER-SET, 5TH STAGE COMPRESSOR 
SEAL, REAR SNAP DIAMETER .......... 386D - 4 SHROUD g õis o een ee За а 386C - 4 


Change 29 4-31 


T.O. 2J-F100-94 


FIGURE AND FIGURE AND 
INDEX INDEX 
CONTENTS NUMBER CONTENTS NUMBER 
MASTER-SET, STH STAGE COMPRESSOR 
SHROUD 2.3343 shite аа des 386C - 5 O 
MASTER-SET, 5TH STAGE COMPRESSOR 
SHROUD: ово реа Date na 386D - 1 OVEN-ULTRAVIOLET ERASER ............ 389 - 1 
MASTER-SET, 6TH STAGE COMPRESSOR 
STATOR ASSY anna nes aus moe à 386 - 5 P 
MASTER-SET, 7TH OR 8TH STAGE 
COMPRESSOR AIR SEAL ................ 383A - 9 PEDESTAL-AUTOMATED SHOTPEEN 
MASTER-SET, 7TH STAGE COMPRESSOR INSTALLATION ........................ 389A - 1 
STATOR ASSY .......................... 386 - 6 PIN-ALIGNING .. аа коза мм 390 - 3 
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MASTER-SET, AFD TUBE RING ........... 383 - 1 DISKS ia e bed 390 - 9 
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LINKAGE ARM BEARING, REPAIR, PIN-ALIGNING, POWER TAKEOFF SHAFT 
ОВК-ОВҮ ocios eto en 383 - 5 BALL BEARING LINER PACKAGE ....... 390 - 4 
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MASTER-SETTING, 11TH STAGE REPLACEMENT (REPAIR) ............... 393 - 1 
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MASTER-SETTING, 6TH STAGE PIN-HOLDER, UCF/RCVV FEEDBACK 
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